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SPEAKER INDEX / INDEX DES INTERVENANTS 


A 


Aggelonitis, Hon. S. (LIB, Hamilton Mountain) 
Ambulance services 
Hamilton Emergency Medical Service, 3327 
Anniversaries 
Greek community of Toronto 100th Anniversary, 8264- 


Oxi Day 69th anniversary, 8264-8265 
Appreciation ° 
police officers (Hamilton Mountain), 2038 
Sackett, David (recipient, Gairdner Wightman Award), 
6276 
Arts and culture 
government funding, 3684 
Hamilton, 3684 
Atreo Medical Inc. 
CPRGlove, 4110 
Automobile research and development, 4866 
Awards 
Gairdner Wightman Award, 6276 
Bullying 
government funding for prevention and support, 5552 
lesbian, gay, bisexual, transsexual, transgendered, 
intersexed, queer (LGBTTIQ) teens 
mandatory reporting of incidents, 5526 
Canadian Film Centre 
government funding, 3322 
Cancer, 1249 
C2C Link Corp., 4695 
Child pornography 
reporting, 451-452 
Child poverty, 3487 
Child protection, 451-452 
Children's mental health care, 6553 
Children's services 
government funding, 3487 
Chronic diseases, 5000 
Colleges of applied arts and technology (CAATs) 
Mohawk College 
Maclsaac, Rob (president), 6047 
Community organizations, 3487 
Community safety, 3761 
Condominium corporations 
reserve funds 
requirements for adequate funding, 9583 
Condominium owners 
protection, 7258 
Conquest Vacations 
closure, 6368 
Consumer protection 
fitness clubs, 9408 
travel industry, 9696-9697 
used vehicles identified as lemons, 9316-9317 
CPR (first aid), 1092 
Crime 
proceeds of crime 
seizure, 836-837 
Debates re answers to oral questions 
Tobacco control 
participation, 1088 
Travel industry 
participation, 6368-6369 
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Doctors 
Williams, Dave (physician scientist, McMaster University 
and St. Joseph's Healthcare), 1048-1049 
Education Amendment Act (Keeping Our Kids Safe at 
School), 2009 (Bill 157) 
second reading, 5526, 5544, 5552-5553 
Electric vehicles, 4866 
Employment insurance benefits 
Ontario workers, 5851 
Farmers’ markets, 6338 
Fatalities 
Dupont, Lori (murder victim), 3876 
Federal-provincial-territorial-aboriginal relations 
provincial ministers of aboriginal affairs and aboriginal 
leaders working group, 8497 
Festivals 
Festitalia, 2788 
Holi festival, 555 
Film and television production industry, 3321-3322 
Fire alarms 
visual fire alarms in public buildings, 5114-5115 
Food service premises 
disclosure of nutritional information for foods and drinks 
served on premises, 6069 
Government notice of motions 
Legislative reform 
responded to, 1273-1275 
Hamilton Gallery of Distinction 
Agostino, Dominic (inductee), 3929 
Harmonized sales tax, 8918 
economic impact, 7522 
Health care 
Hamilton, 6414 
Hearing-impaired persons 
services, 5114 
Hospital redevelopment 
Henderson General Hospital, 65 
Housing 
affordable, 1474 
Human Resources and Skills Development Canada 
red seal program, 6891 
Ideas for the Future Act, 2008 (Bill 100) 
general discussion, 3181 
Immigrants 
employment programs, 2209 
services 
access to federal government services, 7772-7773 
Immigration, 5834 
Immunization 
H1N1 influenza A (swine flu), 9079-9080 
lineups at clinics, 8303 
Industry 
high-growth 
government funding, 7692-7693 
Investing in Ontario Act, 2008 (Bill 35) 
second reading, 971 
Labour mobility, 6891 
Legislative process 
family friendly reforms, 1273-1274 
Macular degeneration, 334-335 
Medical procedures 
wait times, 3374 
Members'/ministers' constituencies/constituency events 
Hamilton economic summit, 1560 
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Aggelonitis, Hon. S. (LIB, Hamilton Mountain) 
(continued) 
Hamilton Mountain, 758-759 
Concession Streetfest, 2496 
R.A. Riddell Elementary School's sport academy 
program, 8217 
Town of Dundas named Kraft Hockeyville 2010, 9126 
Members'/ministers' inaugural speeches, 435-436 
Members'/ministers' personal narratives, 435-436, 8515- 
8516 
Members'/ministers' privileges 
wearing of pins/ribbons/buttons, 124 
Members/ministers quoting newspaper articles 
Collingwood Enterprise Bulletin, 1274 
Hamilton Spectator, 1274 
Sudbury Star, 1274 
Toronto Star, 1274 
Members/ministers quoting statements 
Campbell, Ellen (president, Canadian Centre for Abuse 
Awareness), 452 
Drummond, Don (chief economist, TD Bank Financial 
Group), 5851 
Prober, Rosalind (president, Beyond Borders Inc.), 452 
Stewart, Andy (child pornography section, Ontario 
Provincial Police), 452 
Members'/ministers' remarks 
Liberal (2003-2010) 
Smitherman, George (Toronto Centre) 
as Minister of Health and Long-Term Care, 1088 
PC (2003-2010) 
Tory, John (Dufferin—Peel—Wellington—Grey) 
as Leader of the Opposition, 1274-1275 
Members' statements 
Agostino, Dominic, 3929, 5580 
Anniversary of Greek independence, 600 
Automobile industry, 4866 
Cardiopulmonary resuscitation, 1092 
Concession Streetfest, 2496 
Emergency medical services, 3327 
Events in Hamilton, 758-759 
Festitalia, 2788 
Good Shepherd, 1979 
Greek community, 3687, 8264-8265 
Greek Independence Day, 5624 
Hamilton economic summit, 1560 
Holi festival, 555 
Hospital funding, 65 
Immigrants, 5834 
Jean's Flower Shop, 7527 
Kraft Hockeyville 2010, 9126 
Labour mobility, 6891 
Mohawk College, 6047 
Pan American Games, 8690-8691 
Police officers, 2038 
Professional hockey franchise, 6645-6646 
Redeemer University College, 4627 
Royal Botanical Gardens, 4219 
Sackett, David, 6276 
Sherwood high school poverty event, 6849-6850 
Siemens Canada, 5039 
Sport academy program, 8217 
St. Joseph Immigrant Women's Centre, 1459 
Steel industry, 5239 
Student achievement, 7342 
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Threshold School of Building, 9178 
Tourism, 1615-1616 
Welding Week, 2743-2744 
West Highland Baptist Church Victory Garden, 2133 
Williams, Dave, 1048-1049 
Mental Health Awareness Day Act, 2009 (Bill 205) 
first reading, 7836 
Ministry of Municipal Affairs and Housing 
provincial rent bank program, 1474 
Ministry of Research and Innovation 
investment accelerator fund (IAF), 4695 
Ontario venture capital fund, 3181 
Ministry of Training, Colleges and Universities 
second career strategy, 714 
Missing persons 
with dementia 
Silver Alert program, 8515-8517, 8521 
National Hockey League (NHL) 
NHL franchise for Hamilton, 6645-6646 
National/independence/memorial days 
Greek Independence Day, 600, 5624 
Oxi Day, 3687 
Nurses, 1972 
shortage, 1972 
Nursing students/graduates, 1972 
Obesity 
surgery, 5000 
Ontario budget speech (26 March 2009) 
responded to, 5909 
Ontario child benefit (OCB), 5683 
Ontario Institute for Cancer Research, 1249 
research grants 
Wan, Yonghong (McMaster Institute for Molecular 
Biology and Biotechnology), 1249 
Opposition day motions, responded to 
Hospital services, 6414 
Oral questions, presented 
Aboriginal affairs, 8497 
Access to health care, 3374 
Affordable housing, 1473-1474 
Agri-food industry, 6338 
Arts and cultural funding, 3684 
Child poverty, 3487 
Children's mental health services, 6553 
Employment supports, 5231-5232 
Fair access to professions, 2209 
Flu immunization, 8303, 9079-9080 
Gridlock, 2090 
Health care, 5000 
Healthy living, 6846 
Immigrant services, 7772-7773 
Macular degeneration, 334-335 
Medical research, 4110 
Nurses, 1972 
Ontario film and television industry, 3321-3322 
Post-secondary education, 1718 
Poverty, 5683 
Proceeds of crime, 836-837 
Public transit, 5949-5950 
Research and innovation, 1249, 3181, 4695, 7692-7693 
Road safety, 4622 
Taxation, 7522, 8918 
Transit funding, 524 
Tuition, 2345 
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Aggelonitis, Hon. S. (LIB, Hamilton Mountain) 
(continued) 
University and college funding, 2832 
Violence against women, 4213 
Workplace safety, 195-196, 3876 
Youth services, 769 
Oral questions, responded to 
Condominium reserve funds, 9583 
Consumer protection, 9316-9317, 9408, 9696-9697 
Petitions 
Anti-smoking legislation, 696 
Community colleges collective bargaining, 1668 
Federal-provincial fiscal policies, 3740 
Firearms control, 1372, 1771, 1976, 2094-2095, 2132 
Hospices, 3741, 3778-3779, 3931, 3970, 4069-4070, 
4160, 4220, 4257-4258, 4335, 4479, 4659, 4869 
Hospital funding, 485, 2213 
University labour dispute, 4702 
Physical activity guidelines for children, 6846 
Post-secondary education 
enrolment, 1718 
Poverty, 713 
Poverty reduction strategy, 713-714, 720, 3487, 5544, 
5683 


Prescription drugs 
Lucentis, 335 
Private members' public business 
Breast Cancer Screening Act, 2009 (Bill 200) 
second reading, 7447 
Child Pomography Reporting Act, 2008 (Bill 37) 
second reading, 451-452 
Condominium Owners Protection Act, 2009 (Bill 186) 
second reading, 7257-7258 
Employment insurance 
responded to, 5851 
Healthy Decisions for Healthy Eating Act, 2009 (Bill 156) 
second reading, 6069 
Missing persons alert 
presented, 8515-8517, 8521 
News media 
responded to, 6670-6671 
Poverty 
presented, 713-714, 720 
Safer Communities and Neighbourhoods Act, 2010 (Bill 
106) 
second reading, 3761 
Visual Fire Alarm System Act, 2009 (Bill 148) 
second reading, 5114-5115 
Public education campaigns 
Children's Mental Health Week, 6553 
National Welding Week, 2743-2744 
Remedies for Organized Crime and Other Unlawful 
Activities Act, S.O. 2001, c.28, 836-837 
Reports 
Farmers' Markets Ontario Impact Study 2009 Report, 
6338 
Research and innovation 
government funding, 3181 
Road safety, 4622 
winter driving, 4622 
Royal Botanical Gardens 
Back to Nature workshop, 4219 
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Schools 
Sherwood high school 
support for people living in poverty, 6849-6850 
Threshold School of Building, 9178 
Siemens Canada, 5039 
Social service agencies 
Good Shepherd, 1979 
Sports competitions 
Pan American Games bid (2015), 2992 
awarded to Toronto, 8690-8691 
St. Joseph Immigrant Women's Centre, 1459 
Student assistance, 2345 
Student enrolment 
increase, 2832 
Teacher-student ratios, 2832 
Telehealth Ontario 
increase in volume of calls due to H1N1 influenza A 
(swine flu), 8303 
Television stations 
CHCH TV (Hamilton), 6670-6671 
Throne speech debate 
participation, 435-436 
Tobacco products 
ban on retail display of cigarettes, 1088 
Tourist attractions, 1615-1616 
Toxic substances 
reduction plan, 6380 
Toxics Reduction Act, 2009 (Bill 167) 
second reading, 6380 
Traffic congestion, 2090 
Transit systems 
government funding 
Hamilton, 524 
merging of GO Transit and Metrolinx, 5949-5950 
Tributes 
Agostino, Dominic (former member, Hamilton East), 
5580 
Tuition fees 
increase, 2345 
United States 
Silver Alert program for missing persons with dementia, 


Universities/colleges 

Redeemer University College, 4627 
U.S. Steel Canada 

layoffs, 5231-5232 — 

shutdown, 5239 
Victims of crime 

compensation, 837 
Violence against women, 4213 
West Highland Baptist Church 

victory garden, 2133 
Women 

education funding, 713 

training programs, 713 
Workers 

injured workers, 195-196 
Workplace accidents/fatalities, 195 
Youth programs 

focus on youth program, 769 
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Albanese, L. (LIB, York South—Weston) 
Afghanistan 
family law 
Shiite Personal Status Law, 6473 
women's rights, 6473 
Anniversaries 
Corbrook's 50th anniversary, 3777 
York University 50th anniversary, 5624 
Artists 
contribution to society, 6244 
employment protection, 6244-6245 
Child care, 5100 
federal government funding, 6748, 9693 
government funding, 6748 
subsidies, 3375-3376 
Community health centres (CHCs), 282-283 
Community policing, 3136 
Community safety, 3136, 3762, 4132 
Compensation 
Truscott, Steven (victim of miscarriage of justice), 1992 
York University students, 4819 
Court cases/actions 
Truscott, Steven (victim of miscarriage of justice), 1991- 
1992 
Crime, 3136, 4132 
violent crime, 6226-6227 
Employment-related benefits 
severance/termination payments, 6656 
Fatalities 
Barton, Stephen (murder victim), 3136 
Federal-provincial agreements/programs 
early learning and child care (ELCC) agreement, 3376 
Firearms 
driving with unlawfully possessed firearm in motor 
vehicle prohibited, 1357 
Fires 
prevention, 2177 
Frontlines (community drop-in centre), 4112 
Government notice of motions 
Legislative reform 
responded to, 1328 
Green technology, 5662 
commercialization, 5662 
Habitat for Humanity 
York South—Weston, 7967-7968 
Health care, 6891 
Health professionals 
expansion of scope of practice, 6891 
H1N1 influenza A (swine flu) 
emergency preparedness 
availability of pediatric Tamiflu, 8455 
Hospital services 
emergency 
information sheets for patients, 8891-8892, 8896-8897 
wait times, 5084 
Housing 
affordable 
government funding, 6748 
Immunization 
H1N1 influenza A (swine flu), 8924 
Investing in Ontario Act, 2008 (Bill 35) 
time allocation motion 
responded to, 1296-1297 
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Legislative Assembly 
Ontario Legislature internship program (OLIP), 7199 
Legislative interns, 7199 
Local news media 
government funding, 6671-6672 
Long-term-care facilities 
government funding, 564, 1156 
hands-on care, 3536 
personal support workers, 3536 
Members'/ministers' constituencies/constituency events 
York South—Weston 
events in Weston, 2496-2497 
Fish Friday, 1240 
Members'/ministers' constituents 
birthdays, 1155-1156 
Members‘/ministers' inaugural speeches, 351-352 
Members/ministers quoting books 
History of Immigration to Toronto Since the Second 
World War: From Toronto "the Good" to Toronto 
"the World in a City" (Harold Troper), 7062 
Members/ministers quoting letters 
Armstrong, Michelle (constituent, York South—-Weston), 
5100 


Machado, Jeanette (constituent, York South-Weston), 
100 


Members/ministers quoting newspaper articles 
Toronto Star, 6671 
Members/ministers quoting poetry 
Poe, Edgar Allan, 8132 
Members/ministers quoting statements 
Patterson, Brian (president, Ontario Safety League), 
3342 
Members'/ministers' remarks 
Liberal (2003-2010) 
Carroll, Aileen (Barrie) 
as Minister of Culture, 6671 
Members’ statements 
Air-rail link, 1197, 4525-4526 
Anthony Locilento Park, 2966 
Communities in action fund, 640 
Community health centres, 282-283 
Community use of schools, 7527 
Corbrook, 3777 
DeMontis, Mark, 8310 
Employment Ontario, 3053-3054 
Events in Weston, 2496-2497 
Fish Friday, 1240 
Flu immunization, 8924 
Frontlines, 4112 
Habitat for Humanity, 7967-7968 
Health care, 6891 
Italian Republic Day, 7152 
Legislative interns, 7199 
Long-term care, 3536 
Mother's Day, 1827 
Occupational Cancer Research Centre, 5322-5323 
Parents Reaching Out, 5237 
Paterson, William, 1155-1156 
Republic of Italy, 2215 
Rogers, Ted, 4427 
Toronto anti-violence intervention strategy, 8033-8034 
University labour dispute, 4700 
Weston Collegiate Institute, 6084 
York Memorial Collegiate Institute, 6949 
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Albanese, L. (LIB, York South—-Weston) (continued) 
York University, 5624 
Yorktown Family Services, 4065 
Youth programs, 3144 
Minimum wage 
increase, 833 
Ministry of Education 
Parents Reaching Out grants, 5237 
Ministry of Health and Long-Term Care 
aging-at-home strategy, 3550 
Ministry of Health Promotion 
Active 2010 
communities in action fund (CIAP), 640 
Ministry of Training, Colleges and Universities 
Employment Ontario, 3053-3054 
Municipal parks 
renaming of Blue Coin Park to Anthony Locilento Park, 
2966 
Music videos 
Obama song (Weston to the White House), 6084 
National/independence/memorial days 
Italian Republic Day, 2215, 7152 
Pope John Paul II Day, 4918-4919 
Obesity 
surgery, 5084 
Obituaries 
Rogers, Ted (CEO, Rogers Communications Inc.), 4427 
Occupational Cancer Research Centre, 5322-5323 
Occupational health and safety, 1420-1421 
Occupational Health and Safety Amendment Act 
(Violence and Harassment in the Workplace), 2009 
(Bill 168) 
second reading, 7812 
Ontario budget speech (25 March 2008) 
responded to, 663 
Ontario Poet Laureate, 8132 
Oral questions, presented 
Air-rail link, 4780 
Assistance to farmers, 6748 
Child care, 3375-3376, 9693 
Clean technology, 5662 
Flu pandemic preparedness, 8455 
GO Transit, 7726-7727 
Home care, 3681 
Hospital services, 5084 
Long-term care, 564 
Minimum wage, 833 
Occupational health and safety, 9578 
Patient safety, 54-55 
Protection for workers, 2490-2491, 2737 
Public transit, 5125-5126, 5830, 6987, 7520-7521, 7922 
Student assistance, 4818-4819 
Transit services, 3874-3875 
Victims of crime, 1167 
Violent crime, 3136, 6226-6227 
Workplace safety, 1420-1421 
Patient safety, 54-55 
Petitions 
Anti-smoking legislation, 901, 1064-1065 
Firearms control, 1314, 1977 
Lord's Prayer, 2168, 2443 
Pope John Paul Il, 2131, 2395-2396 
Poverty, 5100 
Poverty reduction strategy, 719-720, 5100 
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Private members’ public business 


Afghan family law 
responded to, 6473 
Child poverty 
responded to, 5100 
Cultural diversity 
responded to, 7061-7062 
Employment Standards Amendment Act (Protection for 
Artists), 2009 (Bill 165) 
second reading, 6244-6245 
Fuel safety 
presented, 3341-3343, 3348 
Human rights 
responded to, 9242-9243 
Municipal Residential Sprinkler Act, 2008 (Bill 72) 
second reading, 2177 
News media 
responded to, 6671-6672 
Ontario Poet Laureate 
responded to, 8132 
Police officers 
responded to, 4132 
Pope John Paul Il Day Act, 2009 (Bill 25) 
second reading, 4918-4919 
Poverty 
responded to, 719-720 
Protection for workers 
responded to, 6656 
Public Hospitals Amendment Act, 2009 (Bill 216) 
second reading, 8891-8892, 8896-8897 
Safer Communities and Neighbourhoods Act, 2010 (Bill 
106) 
second reading, 3762 
Seniors' Ombudsman Act, 2008 (Bill 102) 
second reading, 3550 
Truscott, Steven 
responded to, 1991-1992 
Unlawful Firearms in Vehicles Act, 2008 (Bill 56) 
second reading, 1357 


Propane explosions 


Hyde Avenue, 3341-3342 
Sunrise Propane, 3341, 3348, 8085-8086 
Weston Road taxi garage, 3342 


Propane facilities, 3342-3343 


institution of buffer zones, 3343 


Public education campaigns 


International Mother Language Day, 7061 
Mother's Day, 1827 
Ontario Human Rights Day, 9242-9243 


Public Hospitals Amendment Act, 2009 (Bill 216) 


first reading, 8416 


Public transportation 


York South—-Weston, 352 


Repetitive strain injuries, 9578 
Reports 


HSMR: A New Approach for Measuring Hospital 
Mortality Trends in Canada (Canadian Institute for 
Health Information), 54 

The 2009 OCETA SDTC Cleantech Growth and Go-to- 
Market Report, 5662 


School facilities 


extended use, 7527 


Schools 


York Memorial Collegiate Institute, 6949 
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Albanese, L. (LIB, York South-Weston) (continued) 
Senior citizens 
community-based services, 3681 
health care, 3681 
protection, 3550 
Snowmobiling, 2966 
Speaker 
election (28 November 2007) 
congratulatory remarks, 54 
Student assistance, 4818 
Technical Standards and Safety Statute Law Amendment 
Act, 2009 (Bill 187) 
second reading, 8085-8087 
Throne speech debate 
participation, 351-352, 355 
Time allocation motions 
Investing in Ontario Act, 2008 (Bill 35) 
responded to, 1296-1297 
Toronto Police Service 
Toronto anti-violence intervention strategy (TAVIS), 
8033-8034 
Toronto Transit Commission (TTC) 
Eglinton Crosstown light rail transit, 5830 
Toronto's Poet Laureate 
Di Cicco, Pier Giorgio, 8132 
Training programs, 719 
Transit systems 
air-rail link between Union Station and Pearson airport, 
1197, 4525, 5125,./922 
environmental assessment, 3874-3875 
public consultation, 3875, 4780 
GO Transit 
Georgetown south service expansion, 5125, 6987, 
7520-7521, 7726-7727 
Weston, 5126, 7726-7727 
York South—Weston, 3874 
Tributes 
Demontis, Mark (constituent and fundraiser, programs 
for blind youth to play hockey), 8310 
Universities/colleges 
York University, 5624 
strike, 4700, 4818 
UrbanArts Community Arts Council, 8132 
Victims of domestic violence 
services, 1167 
Volatile fuels 
handling, 3341-3342 
inspection, 3342 
safety, 3341-3342 
safety standards 
fines for breach of compliance, 3342 
Workers 
contract workers 
protection, 2737 
temporary workers, 2490-2491 
Workplace accidents/fatalities 
Hogg's Hollow tragedy, 1420 
World Youth Day 2002, 4919 
Yorktown Family Services, 4065 
Youth challenge fund, 4112 
Youth programs 
Trethewey organization, 3144 


Arnott, T. (PC, Wellington—Halton Hills) 
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Aboriginal peoples, 9277 
ABS Friction, 7253-7254 
Aftermarket brake pads 
ban on use of asbestos, 7253 
standards and specifications, 7253 
Agencies/boards/commissions/etc. 
expenditures 
disclosure, 7621 
review by Integrity Commissioner, 7615, 7619-7620 
subject to freedom of information requests, 9233-9234 
Ambulance services 
town of Erin, 9274 
Animal Health Act, 2009 (Bill 204) 
second reading, 7978 
Appointment of Information and Privacy Commissioner 
responded to, 6976 
Attendant services 
wait times, 5580 
Awards 
Canada's Top 100 Employers 
Wellington, 3143 
Bridges 
municipal bridges, 1141 
Budget, 5430-5431, 6040-6041 
budget speech rehearsal, 5621, 5661 
early disclosure of budget documents, 5620-5621 
leakage of budget information, 5510, 5516, 5576-5577 
pre-budget consultations, 3213-3214 
Budget deficit, 3213, 3215, 5184 
Budget surplus 
transfer of funds to municipalities for infrastructure 
projects, 1700, 1708 
Bullying 
prevention, 9389-9390 
Child and Family Services Statute Law Amendment Act, 
2009 (Bill 103) 
second reading, 3165-3166 
Children's aid societies (CASs) 
Family and Children's Services of Guelph and 
Wellington County 
government funding, 9619 
Halton Children's Aid Society 
government funding, 9619 
Children's playgrounds 
McKenzie-Smith Bennett Public School (Acton) 
closure, 8216 
Christopher's Law (Sex Offender Registry) Amendment 
Act, 2008 (Bill 16) 
second reading, 705-706, 1339-1340 
public consultation, 706 
Committees 
Committee of the whole House 
appointment of presiding officer, 7283 
Computed tomography (CF) 
Groves Memorial Community Hospital, 133 
Conferences/seminars/symposiums 
2010 OGRA/ROMA Annual Conference, 9504-9595 
Corporate tax exemptions 
Ontario tax exemption for commercialization (OTEC) 
eligibility for refund, 2976 
Countering Distracted Driving and Promoting Green 
Transportation Act, 2009 (Bill 118) 
third reading, 6179 
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Debates re answers to oral questions 
School facilities 
requested, 9150 
participation, 9150 
Destination marketing fees, 7157 
Diagnostic imaging 
CT scanner at Georgetown Hospital, 7483 
Doctor shortage, 885-886 
Driver licences 
cost, 2277 
graduated licences, 2326 
secure driver licences, 226 
Economic conditions, 2675, 3191, 4853, 5238 
Economic development, 6226 
Economic growth, 3214 
five-point economic plan, 3215 
Economic policy, 3191 
Economic statement 
22 October 2008, 3215-3216 
eHealth Ontario 
contracts, 8101 
Hudson, Alan (former Chairman) 
appearance before Standing Committee on Public 
Accounts, 8302 
Kramer, Sarah (former CEO) 
appearance before Standing Committee on Public 
Accounts, 8302 
review by Auditor General, 8409 
Elections/by-elections 
Haliburton—Kawartha Lakes—Brock, 4784 
Electricity rates, 5048-5049 
Emancipation Day Act, 2008 (Bill 111) 
general discussion, 3880 
first reading, 3280 
third reading, 4509-4510 
public consultation, 4509-4510 
Employment Protection for Foreign Nationals Act (Live-In 
Caregivers and Others), 2009 (Bill 210) 
second reading, 8175 
Energy 
renewable energy, 5048-5050 
cost, 6824-6825 
renewable energy projects 
employment creation, 6824 
wind farms 
Wellington—Halton Hills, 9488 
Energy Consumer Protection Act, 2010 (Bill 235) 
second reading, 9488-9489 
Environmental Protection Act (Greenhouse Gas 
Emissions Trading), 2009 (Bill 185) 
second reading, 7292, 7309-7310, 7313 
Families for a Secure Future 
private funding, 2764 
Far North Act, 2009 (Bill 191) 
general discussion, 8267 
Federal-provincial-territorial-aboriginal relations 
provincial ministers of aboriginal affairs and aboriginal 
leaders working group, 8266-8268 
Firefighters 
presumptive legislation, 6145, 7386, 8498 
volunteer firefighters, 55 
workers' compensation claims, 6855-6856, 6862 


Fruit wines 
sale at farmers' markets, 4668 
Full Day Early Learning Statute Law Amendment Act, 
2010 (Bill 242) 
second reading, 9619 
Gasoline prices, 1548 
Good Govemment Act, 2009 (Bill 212) 
second reading, 8377 
time allocation motion 
responded to, 8563-8564 
Government debt, 5184, 5238 
increase, 5807 
Government expenditures, 3137, 3215, 5184, 7589 
Government notice of motions 
lpperwash Provincial Park 
responded to, 9589-9590 
Legislative reform 
responded to, 1330-1332 
Government orders 
Ontario economy 
responded to, 3213-3216 
Government record 
PC (1995-2003) 
sex offender registry, 705 
time allocation motions, 8563 
Green economy, 5047-5050 
Green Energy and Green Economy Act, 2009 (Bill 150) 
second reading, 5047-5051 
third reading, 6824-6826 
authority of Minister of Energy and Infrastructure, 6824 
public consultation, 6824 
Habitat for Humanity, 2133, 4028 
Harmonized sales tax, 6225-6226 
impact on aboriginal peoples, 9277 
impact on family vacations, 6841 
impact on home heating costs, 9119 
impact on housing industry, 6490-6491, 6495 
impact on tourism industry, 6040-6041, 6841, 8857 
public consultation, 8688, 8856-8857, 8859 
Hayward Gordon Ltd., 6441 
Health care 
Kitchener—Waterloo, 2367 
Health professionals, 2652 
shortage, 3996 
Healthy Food for Healthy Schools Act, 2008 (Bill 8) 
second reading, 257 
Highway construction 
Highway 24 (Brantford and Cambridge), 2327 
Highway improvement 
Highway 407 east extension, 4784-4785 
Highway 6 (Morriston), 7923 
Highway 6 (Wellington), 2325-2326 
Highway safety, 7253 
Hispanic Canadians, 9050-9051 
Home energy audits, 5048 
Hospital expansion 
Groves Memorial Community Hospital, 3277-3278, 
4627, 6192, 8033 
Hospital redevelopment, 9647-9648 
Hydro One 
Bruce to Milton transmission project 
impact on property values, 6825-6826 
property owner compensation, 6643-6644 
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Arnott, T. (PC, Wellington—Halton Hills) (continued) 
Ideas for the Future Act, 2008 (Bill 100) 
second reading, 2976 
Immunization 
influenza, 3644 
Increasing Access to Qualified Health Professionals for 
Ontarians Act, 2008 (Bill 97) 
second reading, 2652-2653 
third reading, 3996 
Industry shutdowns 
Legrand Canada Inc., 7773 
Information and Privacy Commissioner of Ontario, 6976 
Infrastructure Canada 
Building Canada Fund (BCF), 5321 
Infrastructure Ontario 
municipal infrastructure investment initiative (MIll), 
1549, 2327-2328 
Investing in Ontario Act, 2008 (Bill 35) 
third reading, 1700, 1707-1708 
Israeli Apartheid Week, 9558-9559 
Layoffs 
Campbell Soup Company, 1515-1516, 1568-1569 
Legislative building/grounds 
heritage conservation, 9174 
Legislative chamber 
accessibility, 5621 
Legislative procedure 
personal attacks on members, 2738-2739 
petitions 
response by government, 4395-4396 
private members' public business, 1141, 7253 
speech should be related to topic being discussed, 1225 
Legislative process 
Bill 150, re, 5047-5048 
family friendly reforms, 1141, 1330-1332 
evening sittings, 1331-1332 
oral questions, 1421 
Legislature schedule/agenda, 7253 
Livestock 
disease prevention and control, 7978 
Local health integration networks (LHINs), 5992-5993 
Mace, 5576 
Manufacturing industry, 3214 
economic competitiveness, 7254 
layoffs, 1119, 1892 
unemployment, 366 
McMichael Canadian Art Collection, 7581-7582 
Members'/ministers' conduct 
Takhar, Harinder (Mississauga—Erindale) 
as Minister of Government Services, 7589 
Members'/ministers' constituencies/constituency events 
Wellington—Halton Hills 
annual report of activities, 6754-6755 
Members'/ministers' personal narratives, 6855 
Members/ministers quoting electronic mail messages 
Bill 185, re, 7313 
wind farms, re, 9488-9489 
Members/ministers quoting letters 
Alexander, Lincoln (chairman, Ontario Heritage Trust), 
9174 
Andrew, Judith (vice-president, Canadian Federation of 
Independent Business), 3699 
Bruce to Milton transmission project, re, 6825-6826 
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Daybutch, Douglas (chief, Mississauga First Nation, 
Blind River), 9277 
Dombrowsky, Leona (Minister of Agriculture, Food and 
Rural Affairs), 4668 
Douglas, Mark (Georgetown), 9119 
Holt, Stephen (Charlton Lake Camp), 2564 
Ontario Association of Fire Chiefs, 6856 
press gallery re legislative process, family friendly 
reforms, 1332 
Members/ministers quoting newspaper articles 
Financial Post (Toronto), 8267 
Globe and Mail (Toronto), 2676, 3213, 7253 
National Post (Toronto), 5048 
Toronto Star, 4668, 5048-5049 
Wawatay News, 9277 
Members/ministers quoting poetry 
A Soldier's Journal, 8466 
Members/ministers quoting statements 
Brady, Ed (Major, Canadian Army), 8465 
Cialente, Massimo (mayor, L'Aquila), 6048 
Fuller, Millard (founder, Habitat for Humanity), 2133 
Gaudet, Kevin (director, Canadian Taxpayers’ 
Federation), 8857 
Gravel, Bruce (president, Ontario Accommodation 
Association), 6041 
Greater Toronto Hotel Association, 8857 
Hammond, Sam (president, Elementary Teachers’ 
Federation of Ontario), 9389-9390 
Hayward, John (president, Hayward Gordon Ltd.), 6441 
Jestin, Warren (chief economist, Scotiabank), 3214 
Loughlin, Howard (Corporal, Canadian Army), 8465- 
8466 
Marin, André (Ombudsman of Ontario), 9540-9541 
McCarter, Jim (Auditor General of Ontario), 8101 
Ontario Restaurant Hotel and Motel Association, 6041 
Roosevelt, Franklin (32nd United States president), 3213 
Salter, Pat (advocacy coordinator, Federated Women's 
Institutes of Ontario), 2367 
Stevens, Yakov (Tripsetter Inc.), 6041 
Von Teichman, Michael (Walper Terrace Hotel), 2305 
White, Graham (professor, department of political 
science, University of Toronto), 1421 
Young, Troy (executive director, Attractions Ontario), 
2305 
Members/ministers quoting websites 
Ministry of Aboriginal Affairs, 8266 
Members'/ministers' record 
PC (1995-2003) 
Witmer, Elizabeth (Kitchener—Waterloo) 
as Minister of the Environment, 2367 
Members'/ministers' remarks 
Liberal (1943-1985) 
Peterson, David (London Centre) 
as Leader of the Opposition, 5620 
Liberal (1985-1990) 
Kwinter, Monte (Wilson Heights) 
as Minister of Consumer and Commercial Relations, 
8083 
Liberal (1990-1995) 
McGuinty, Dalton (Ottawa South), 5049 
Liberal (2003-2010) 
Duncan, Dwight (Windsor-Tecumseh) 
as Minister of Finance/Chair of Management Board 
of Cabinet, 5047-5048 
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Arnott, T. (PC, Wellington—Halton Hills) (continued) 
NDP (1943-1985) 
Rae, Bob (York South) 
as leader of the third party, 5620 
PC (1990-1995) 
Witmer, Elizabeth (Waterloo North), 1415 
withdrawn, 5993 
Members' statements 
Ambulance service, 9274 
Assistance to the disabled, 5580 
County of Wellington, 3143 
Doctor shortage, 885-886 
Earthquake in Italy, 6047-6048 
Eid-UI-Fitr, 3001 
Emancipation Day, 3880 
Flu immunization, 3644-3645 
Gardiner, Ethel, 1558-1559 
GO Transit, 3579, 5952 
Groves Memorial Community Hospital, 3277-3278, 
4627, 6192, 8033 
Habitat for Humanity, 2133 
Habitat for Humanity Halton, 4028 
Hayward Gordon Ltd., 6441 
Highway construction, 7923 
Hospital services, 7483 
Infrastructure program funding, 5321 
Manufacturing jobs, 1892 
McMichael Canadian Art Collection, 7581-7582 
Municipal conferences, 9504-9505 
Ontario budget, 5516 
Ontario economy, 366, 2675-2676, 3191, 5238, 5430- 
5431 
Riding of Wellington—Halton Hills, 6754-6755 
Road safety, 4426 
School bus operators, 8829-8830 
Schoo! playground, 4865, 8216 
School transportation funding, 6558 
Taxation, 6495 
Tourism, 226, 5004 
University labour dispute, 4699 
Wiremold/Legrand, 7773 
Mining Amendment Act, 2009 (Bill 173) 
general discussion, 8267 
Ministerial statements, responded to 
Aboriginal affairs, 8266-8267 
Aboriginal rights, 9277 
Black History Month, 5043, 9327-9328 
National Tourism Week, 7157 
Tourism Week, 2304-2305 
Ministry of Citizenship and Immigration 
grants to community organizations, 7612 
Ministry of Economic Development and Trade 
advanced manufacturing investment strategy (AMIS) 
program, 8754 
Next Generation of Jobs Fund, 1515-1516 
Ministry of Transportation 
driver and vehicle licensing offices, 2325 
employees' salaries, 2325 
employees, 2326 
Motor vehicle accidents, 7253 
Multiculturalism, 9051-9052 
Municipal Act, S.O. 2001, c. 25 
amended by Bill 212, 8563 
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Municipal infrastructure 
government funding, 97-98 
municipal roads and bridges fund, 1549 
Wellington—Halton Hills 
government funding, 6662-6663 
National/independence/memorial days 
Black History Month, 5043, 9327-9328 
Emancipation Day, 3280, 3880, 4509-4510 
Natura! disasters 
earthquakes 
Abruzzo, Italy, 6047-6048 
Nortel 
pension plans, 9703, 9707 
Occupational Health and Safety Amendment Act 
(Violence and Harassment in the Workplace), 2009 
(Bill 168) 
time allocation motion 
responded to, 9099-9100 
Ombudsman of Ontario, 9539-9540 
Ontario Tax Plan for More Jobs and Growth Act, 2009 
(Bill 218) 
second reading, 8856-8857, 8859 
Opposition day motions, responded to 
Government spending, 5807 
Ontario economy, 1119 
Oral questions, presented 
Electronic health information, 8101, 8302, 8408 
Firefighters, 6883 
Government appointments, 9539-9540 
Health care funding, 133 
Heritage conservation, 9174 
Highway 407, 4784-4785 
Hospital funding, 9647-9648 
Hydro transmission line, 6643-6644 
International trade, 7148-7149 
Legislative reform, 1421 
Local health integration networks, 5992-5993 
Ontario budget, 5510, 5576-5577, 5661 
Ontario economy, 1515-1516, 1568-1569, 5184 
School facilities, 8998 
School transportation funding, 6985-6986 
Small business, 3576 
Taxation, 6040-6041, 6225-6226, 6490-6491, 6841, 
8688, 9119 
Tourism, 1973, 2032, 2391, 2520, 2563-2564, 2638, 
3137, 3275-3276 
Tourism study, 686-687 
Volunteer firefighters, 55, 7386, 8498 
Workplace Safety and Insurance Board, 4059-4060, 
9723 
Passports 
cost, 2277 
Payday loan industry 
regulation, 1395 
Payday Loans Act, 2008 (Bill 48) 
second reading, 1395 
Pension Benefits Amendment Act, 2010 (Bill 236) 
second reading, 9703-9707, 9709 
Pension funds, 3215 
transfer of locked-in pension funds to registered 
retirement income funds, 6866-6867 
Pension plans 
reform, 9705, 9709 
grow-in benefits, 9705 
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layoffs and partial windups, 9706 
surplus funds, 9706 
Persons with disabilities 
attendant services, 3742-3743 
Black, Debbie case, 3742 
government funding, 3743 
individually-based funding, 3743 
wait lists, 3742-3743 
wait times, 3743 
Petitions 
Assistance to the disabled, 5520, 5585 
Child custody, 3050 
Community colleges collective bargaining, 2351 
Emancipation Day, 4070-4071 
Gasoline prices, 2740, 3844 
Long-term care, 3693, 7002 
Lord's Prayer, 483, 1720 
Protection of minors, 7489 
Reconstructive surgery, 9230 
Sale of domestic wines and beers, 8270 
Sales tax, 5045, 5434 
School transportation, 7209-7210 
Taxation, 7284-7285, 7396-7397, 8506-8507, 8658- 
8659, 8740, 8954, 9184, 9552-9553 
Water quality, 2645 
Workplace insurance, 6953 
Wye Marsh Wildlife Centre, 1214 
Photo Card Act, 2008 (Bill 85) 
second reading, 2277, 2325-2330 
third reading, 3863 
Photo identification cards, 2325-2328 
combined photo cards, 2327 
cost, 2328 
photo comparison technology, 2327 
privacy/security of information, 2327 
Plastmade Industries Ltd., 3576 
Playgrounds 
McKenzie-Smith Bennett public school 
closure, 4865, 8998, 9150 
Positron emission tomography (PET), 2367-2368 
Private members’ public business 
Anti-bullying initiatives 
responded to, 9389-9390 
Assistance to the disabled 
presented, 3742-3744, 3749 
Diagnostic services 
responded to, 2367-2368 
Electricity Amendment Act (Protection Against Security 
Deposits), 2009 (Bill 228) 
second reading, 9248 
Freedom of Information and Protection of Privacy 
Amendment Act (Institutions), 2009 (Bill 227) 
second reading, 9233-9234 
Highway improvement 
responded to, 6662-6663 
Highway Traffic Amendment Act (Aftermarket Brake 
Pad Standards), 2009 (Bill 181) 
second reading, 7253-7254 
Hispanic community 
responded to, 9050-9052 
Israeli Apartheid Week 
responded to, 9558-9559 


Liquor Licence Amendment Act (Fruit Wine), 2009 (Bill 
132) 
second reading, 4668-4669 
Pension Benefits Amendment Act (Unlocking Pension 
Funds), 2009 (Bill 116) 
second reading, 6866-6867 
Public Transportation and Highway Improvement 
Amendment Act (Assistance to Municipalities), 2008 
(Bill 38) 
second reading, 1548-1549 
Smoke-Free Ontario Amendment Act, 2008 (Bill 42) 
second reading, 552-553 
Strandherd-Armstrong bridge 
responded to, 1140-1141 
Workplace Safety and Insurance Amendment Act 
(Firefighters), 2009 (Bill 169) 
second reading, 6855-6856, 6861-6862, 6866-6867 
Property tax assessment, 3215 
Protecting Children and Youth from Second-Hand Smoke 
in Automobiles Act, 2007 (Bill 11) 
general discussion, 1914 
Provincial parks 
Ipperwash Provincial Park 
transfer process agreement returning to Chippewas of 
Kettle and Stony Point First Nation, 9589-9590 
Public education campaigns 
Bullying Awareness and Prevention Week, 9389-9390 
Hispanic Heritage Month, 9050-9052 
National Day of Mourning, 1415 
National Tourism Week, 2304 
Public Sector Expenses Review Act, 2009 (Bill 207) 
second reading, 7589, 7612, 7615, 7619-7622 
Regulated Health Professions Amendment Act, 2009 (Bill 
141) 
second reading, 4852-4853 
Religious holiday observance 
Eid UI-Fitr, 3001 
Remembrance Day, 8465-8466 
Reports 
Discovering Ontario: A Report on the Future of Tourism 
(Ontario Tourism Competitiveness Study), 7157 
Special Report: Ontario's Electronic Health Records 
Initiative (Office of the Auditor General of Ontario), 
8101 
Unleashing Attendant Services: Enhancing People's 
Potential, Reducing Wait Times in Acute and Long- 
Term Health Care (Ontario Community Support 
Association), 3743 
Retail sales tax 
elimination of retail sales tax from accommodations and 
attractions, 2032, 2305, 2329-2330, 2391, 2520, 
2564, 2638 
Road Safety Act, 2009 (Bill 126) 
general discussion, 4426 
public consultation, 4426 
Roads and bridges 
government funding, 2327 
School bus transportation, 6986 
government funding 
Halton Hills, 6558 
rural Ontario 
request-for-proposal tendering process, 8829-8830 
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Arnott, T. (PC, Wellington—Halton Hills) (continued) 
School cafeterias 
ban on trans fat in food and beverages 
exemptions on special event days, 257 
Services and Supports to Promote the Social Inclusion of 
Persons with Developmental Disabilities Act, 2008 
(Bill 77) 
third reading, 2764 
public consultation, 2764 
Sex offender registry 
compliance rates, 705 
misallocation of operational funds, 705-706 
Small business, 3576 
Smoke-Free Ontario Amendment Act, 2008 (Bill 69) 
second reading, 1907, 1914-1915 
Smoking 
ban on smoking in cars with children present, 1907 
ban on smoking in workplaces/enclosed public places, 
552-553 
Speaker's rulings/statements quoted 
Speaker Peters, 5621 
Standing Orders 
S.O. 99(d) Written questions - Answers - delayed 
answers - decline to answer, 8674 
Stock exchanges, 3214-3215 
Tax increases, 3215 
Tax rebates 
gasoline tax rebate 
highway construction, maintenance or operation, 6662- 
6663 
Taxation Amendment Act (Heritage Property Tax Credit), 
2009 (Bill 234) 
first reading, 9131 
Throne speech debate 
participation, 93-94, 97-98 
Time allocation motions 
Good Govemment Act, 2009 (Bill 212) 
responded to, 8563-8564 
Occupational Health and Safety Amendment Act 
(Violence and Harassment in the Workplace), 2009 
(Bill 168) 
responded to, 9099-9100 
Tourism industry, 226, 686, 1973, 2304, 2391, 3137, 
3275-3276, 5004, 7157 
decline in American travellers, 2563-2564 
Ontario tourism competitiveness study and action plan, 
686-687, 2305, 2391, 3137 
Transit systems 
GO Transit 
extension of GO train to Acton, Rockwood, Guelph 
and Kitchener—Waterloo, 5952 
Transportation infrastructure 
Strandherd-Armstrong bridge, 1140 
Travel guides 
My Ontario magazine, 2564 
Tributes 
Gardiner, Ethel (former chair and trustee, Halton District 
School Board), 1558-1559 
United Nations Convention on the Rights of Persons with 
Disabilities, 3743 
United States 
economic conditions, 3213 
economic stimulus plan 
buy-America provision, 7148-7149 


terrorist attacks on World Trade Center, Pentagon and 
Pennsylvania (11 September 2001), 2326 
Universities/colleges 
York University 
strike, 4699 
Western hemisphere travel initiative (WHTI), 2326 
Workers’ compensation benefits 
coverage for construction workers, 3699, 4060 
Workplace harassment/violence, 9099-9100 
Workplace injuries 
reduction, 1415 
Workplace Safety and Insurance Amendment Act, 2008 
(Bill 119) 
general discussion, 4060 
second reading, 3699 
Workplace Safety and Insurance Amendment Act 
(Firefighters), 2009 (Bill 169) 
general discussion, 6883 
first reading, 6145 
Workplace Safety and Insurance Amendment Act 
(Presumptions for Firefighters), S.O. 2007, c.3, 6855 
Workplace Safety and Insurance Board (WSIB), 9723 
unfunded liability, 4059-4060 
York University Labour Disputes Resolution Act, 2009 
(Bill 145) 
general discussion, 4699 
Youth crime 
reduction, 3166 
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Aboriginal communities 
government funding, 779 
Administration of justice, 2446-2447 
Advisory Council on Pensions and Retirement Income, 
9335 
Advocis (Financial Advisors Association of Canada), 4219- 
4220 
Agricultural industry 
government funding, 780 
Apprenticeship training programs, 1642 
Apprenticeship training tax credit, 8759-8760 
Automobile industry, 4168-4169 
auto sector investment fund, 3301 
General Motors of Canada Ltd. 
Chevrolet Volt, 4360 
Beepers (pagers), 4360 
Bruce Power, 3830 
Budget, 4167, 4262-4263 
balanced budget, 3781 
pre-budget consultations, 3454-3455, 4161-4169, 4262- 
4263, 4594 
Budget Measures Act, 2009 (Bill 162) 
second reading, 5931-5933 
third reading, 6955-6958 
Budget Measures and Interim Appropriation Act, 2008 
(Bill 44) 
second reading, 776-781, 857-858 
third reading, 1641-1645 
Budget Measures and Interim Appropriation Act, 2008 
(No. 2) (Bill 114) 
time allocation motion 
responded to, 3781 
third reading, 4043 
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Arthurs, W. (LIB, Pickering—Scarborough East) 
(continued) 
Budget surplus 
transfer of funds to municipalities for infrastructure 
projects, 797-800, 965, 1041-1042, 1694-1697 
Business education tax 
reduction, 3300, 4593 
Canadian Hearing Society, 3493 
Cancer Care Ontario 
government funding, 863 
Capital tax 
elimination, 778, 857, 3300, 4362 
Capital works projects, 4361 
government funding, 4168, 5699, 5800, 9128 
ReNew Ontario, 1642 
Centre of Excellence for Education in Financial Services, 
779 
Child and Family Services Statute Law Amendment Act, 
2009 (Bill 103) 
second reading, 3165 
Colleges Collective Bargaining Act, 2008 (Bill 90) 
third reading, 2927 
Colleges of applied arts and technology (CAATs) 
collective bargaining 
inclusion of part-time and sessional employees, 2927 
Committee process, 4166 
Bill 218, 8975 
Committee schedules/agendas, 4161-4169 
Committees 
Select Committee on the Economy, 3454-3455 
Standing Committee on Finance and Economic Affairs, 
3454-3455, 4043 
Community health centres (CHCs) 
increase, 864 
Concurrence in supply debate (December 2008) 
participation, 4590-4594 
Construction industry 
use of Ontario wood products, 7943-7945, 7950-7951 
Consumer protection 
ticket resale practices, 5614 
Corporate tax exemptions 
Ontario tax exemption for commercialization (OTEC), 
3300-3301, 4360-4362 
eligibility for refund, 2975-2977 
Corporate tax reduction, 778, 6957 
Corporations 
executive compensation caps for corporations receiving 
grant or loan from Ontario, 7046-7047 
Courthouses 
construction, 3301 
Durham consolidated courthouse, 5933, 9043 
Durham consolidated courthouse 
video conferencing, 4361 
Cross-border travel, 2426 
Debates re answers to oral questions 
Government contracts 
participation, 8632 
Low-income Ontarians 
participation, 596-597 
Taxation 
participation, 8630-8631 
Doctors 
international medical graduates (IMGs) 
assessment/training, 864 
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Driver licences 
enhanced driver licences, 2425-2426 
Economic conditions, 4359-4360 
Economic decline, 6955 
2008-2009, 5931-5932 
Economic development 
government funding, 621, 1643 
Economic growth 
five-point economic plan, 3300-3301, 4361-4362, 5931 
Economic statement 
22 October 2008, 3455 
Education funding 
government funding, 620, 1123-1124 
eHealth Ontario, 4592 
Election Statute Law Amendment Act, 2010 (Bill 231) 
second reading, 9668-9669, 9685-9687 
Electoral process reform, 9669, 9685-9686 
authority of Chief Electoral Officer to modify voting 
process, 9687 
special ballots, 9686 
Employers 
requirement to contribute 1% of payroll amount to 
workforce training, 3264 
Employment agencies 
regulation, 4105-4106 
Energy 
renewable energy, 5347, 9275 
Family health teams, 863, 6955 
Festivals 
Anne of Green Gables street festival, 2431 
Fire alarms 
visual fire alarms in public buildings, 4911, 5109-5110 
Firefighter memorials 
Queen's Park 
vandalism, 1894 
Forest industry 
Wood WORKS!, 7943-7944 
Full Day Early Learning Statute Law Amendment Act, 
2010 (Bill 242) 
second reading, 9521 
Government accountability 
fiscal accountability, 6022-6023 
Government-business partnerships, 3301 
Government notice of motions 
Legislative reform 
responded to, 1275-1276 
Government orders 
Committee sittings 
responded to, 4161-4169 
time allocation motion 
responded to, 4262-4263 
Ontario economy 
responded to, 3299-3301 
Government record 
Liberal (2003-2010), 5931 
economic policy, 777, 5699 
employment creation, 1124, 3065-3066 
health care, 861-865, 1124 
Government responsibility, 3300 
Government service transfer to municipal jurisdiction, 
3/31 
return to provincial jurisdiction, 798 
Government services, 3300 
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Green Energy and Green Economy Act, 2009 (Bill 150) 


general discussion, 5833 
second reading, 5347 


Harmonized sales tax, 5753, 6957, 8630-8631, 8755-8761 


impact on aboriginal peoples, 8763 
impact on real estate industry, 8759 
impact on small business, 8755-8757 
transition benefit 
$1,000 for single parents or couples, 8758 
Health care, 4591 
electronic health care 
government funding, 862 
government funding, 797-798 
wait times 
reduction, 862 
Health care funding 
government funding, 620, 779, 4591-4593, 6955 
increase, 862 
Hearing-impaired persons 
services, 3485-3486 
Highway construction 
government funding, 6956 
Highway Traffic Amendment Act (Speed-limiting 
Systems), 2008 (Bill 41) 
second reading, 1074 
Home care workers, 4591 
Home children (Canadian immigrants), 9381-9382 
Hospital construction 
Rouge Valley Health System, 4591 
Hospital funding 
government funding, 4592 
Hospital services 
emergency 
government funding, 865 
Housing 
affordable, 4169 
Ideas for the Future Act, 2008 (Bill 100) 
second reading, 2975-2977 
third reading, 4359-4362, 4364 
Immunization 
childhood 
government funding, 865 
Income groups 
low 
government funding, 583 
Income tax 
income splitting between married or common-law 
couples, 2549-2550 
Income tax reduction, 5752-5753, 5800 
International trade, 7873 
Internet, 4361 
Investing in Ontario Act, 2008 (Bill 35) 
second reading, 797-801, 965, 1029, 1041-1042 
third reading, 1693-1698, 1700 
Investment Ontario Inc., 1643 
Kindergarten 
full-day, 8691, 9521 
Legislative process 
family friendly reforms, 1275-1276 
Long-term-care funding 
government funding, 864 
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Medical procedures 
wait times, 4591 
reduction, 865 
Medical radiation technologists, 3929 
Members'/ministers' constituencies/constituency events 
Pickering—Scarborough East, 66, 3299-3300 
Members'/ministers' personal narratives, 3300-3301, 5110 
Members/ministers quoting letters 
Canadian Institute of Actuaries, 6458 
Members/ministers quoting newspaper articles 
National Post (Toronto), 8755-8756, 8797-8798 
Members/ministers quoting reports 
A Fine Balance - Safe Pensions - Affordable Plans - 
Fair Rules (Report of the Expert Commission on 
Pensions), 9332-9333, 9335 
TD Economics Special Report - Impact of Sales Tax 
Harmonization in Ontario and B.C. on Canadian 
Inflation (Don Drummond, Diana Petramala), 8759 
Members/ministers quoting statements 
Barnier, Kris (co-chair, Ontario Worst Roads 
Campaign), 586 
Carroll, Shelley (Toronto city councillor), 798 
Crispino, Len (president, Ontario Chamber of 
Commerce), 586 
Hargrove, Buzz (former president, Canadian Auto 
Workers), 586 
Reycraft, Doug (president, Association of Municipalities 
of Ontario), 586 
Spence, Adam (executive director, Ontario Association 
of Food Banks), 586 
Stewart, John (president, Purdue Pharma), 4326 
Vaccarino, Franco (vice-president and principal, 
University of Toronto Scarborough), 7197 
Members’ statements 
Advocis, 4219-4220 
Brown, Shelley-Ann, 9371-9372 
Buttle, Jeffrey, 982-983 
Canadian Hearing Society, 3493 
Durham consolidated courthouse, 9043 
Firefighters' memorial, 1894 
Flu immunization, 8691 
Green power generation, 9275 
Infrastructure renewal, 9128 
Justice system, 2446-2447 
Medical Radiation Technologists Week, 3929 
Minister's visit, 5833 
Olympic athletes, 9552 
Ramage, Scotty, 8110-8111 
Riding of Pickering—Scarborough East, 66 
Rouge Park, 6048 
Tony Stacey Centre for Veterans Care, 2965-2966 
University of Toronto Scarborough, 7197-7198 
Metrolinx, 1698 
Midwives, 864 
Minimum wage 
increase, 857-858 
Ministry of the Attorney General 
Justice on Target strategy, 2446-2447 
Ministry of Economic Development and Trade 
Next Generation of Jobs Fund, 778 
Ministry of Finance 
economic stimulus plan, 5932 
Ministry of Research and Innovation, 3301, 4362 
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(continued) 
Ministry of Small Business and Consumer Services 
Global Edge program, 779 
Ministry of Training, Colleges and Universities 
skills to jobs action plan, 1642 
Municipal infrastructure 
government funding, 621, 779, 798-799, 1641-1642, 
1697, 1700, 3301, 4593, 5754 
Pickering—Scarborough East, 1029 
Municipalities 
government funding, 3731 
Natural gas generating stations 
northern York region, 2845-2846 
Nortel 
pension plans, 9339-9340 
Northern Ontario 
grants 


northern health travel grant (NHTG) program, 863-864 


Northern Ontario Heritage Fund Corporation (NOHFC), 
621 
Nurses 
full-time employment, 4592 
hiring, 864 
Ontario Association of Medical Radiation Technologists, 
3929 
Ontario budget speech (25 March 2008) 
responded to, 582-583, 586 
Ontario budget speech (26 March 2009) 
responded to, 5752-5754, 5756, 5868-5869 
Ontario child benefit (OCB) 
increase, 6958 
Ontario disability support program (ODSP) benefits, 596- 
597 
Ontario health insurance plan (OHIP) 
provision of insulin pumps and supplies as insured 
service, 4592 
Ontario health premium, 861-866 
Ontario Lottery and Gaming Corp. (OLG) 
contract awarded to H.H. Angus & Associates Ltd. for 
operation of Windsor Energy Centre, 8632 
Ontario Network for the Prevention of Elder Abuse 
(ONPEA) 
elder abuse strategy 
government funding, 7431 
Ontario Power Generation fossil-fuel generating stations 
Nanticoke generating station, 3830 
Ontario Power Generation nuclear generating stations 
Darlington nuclear generating station, 3829 
Ontario Tax Plan for More Jobs and Growth Act, 2009 
(Bill 218) 
second reading, 8755-8763, 8797-8798, 8838, 8851- 
8852 
third reading, 9161-9162 
amendments, 9161 
Ontario Works program benefits 
increase, 596-597 
Opposition day motions, responded to 
Government accountability, 6022-6023 
Government spending, 5799-5800 
Ontario economy, 1123-1124, 3454-3455 
Pension plans, 6703-6704 
Opposition parties 
role, 3454 
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Oral questions, presented 
Accessibility for the disabled, 3485-3486 
Amateur sport, 8997 
Consumer protection, 5614 
Elder abuse, 7431 
Electricity supply, 3829-3830 
Employment practices, 4105-4106 
Flooding, 5466 
International trade, 7873 
Municipal finances, 3731 
Pan American Games, 2992 
Pesticides, 1310 
Research and innovation, 4326 
Small business, 2644 
Transportation, 9581 
Pension Benefits Amendment Act, 2010 (Bill 236) 
second reading, 9332-9340 
Pension benefits guarantee fund 
raising the amount guaranteed by the fund to $2,500 
per month, 6703 
Pension funds 
transfer of locked-in pension funds to registered 
retirement income funds, 6867-6868 
Pension plans, 6458, 9332-9335 
portability, 6703-6704 
province-wide pension plan, 6703 
reform, 6703 
asset transfers between plans, 9336 
full windups, 9337, 9344-9345 
layoffs and partial windups, 9336 
plan members access to information, 9336 
regulatory oversight, 9337 
Perimeter Institute for Theoretical Physics 
Hawking, Stephen (research chair), 4326 
Persons with disabilities 
government funding, 3486 
Pesticides/herbicides 
ban on use and sale of cosmetic pesticides 
exemptions, 1310 
Petitions 
Firearms control, 1613, 1721-1722 
Pesticides, 2443 
Photo Card Act, 2008 (Bill 85) 
second reading, 2424-2427, 2431 
Photo identification cards, 2424-2425 
enhanced photo cards, 2425 
privacy/security of information, 2425, 2427 
Post-secondary education 
Reaching Higher: The McGuinty Govemment Plan for 
Postsecondary Education, 3782 
Poverty reduction strategy, 1645, 5933 
Private members’ public business 
Bntish Home Child Day Act, 2010 (Bill 241) 
second reading, 9381-9382 
Capping Executive Compensation Act, 2009 (Bill 180) 
second reading, 7046-7047 
Corporate reporting requirements 
responded to, 6058 
Curriculum 
responded to, 4928 
Employment supports 
responded to, 3065-3066 
Faimess for Families Act, 2008 (Bill 88) 
second reading, 2549-2550 
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(continued) 
Forest industry 
presented, 7943-7945, 7950-7951 
Labour Relations Amendment Act (Replacement 
Workers), 2009 (Bill 86) 
second reading, 7934 
Northem York Region Power Conservation Act, 2008 
(Bill 79) 
second reading, 2845-2846 
Pension Benefits Amendment Act (Unlocking Pension 
Funds), 2009 (Bill 116) 
second reading, 6867-6868 
Pension plans 
responded to, 6458-6459, 7244-7245 
Registered Retirement Savings Protection Act, 2010 
(Bill 96) 
second reading, 3563 
Skills training 
responded to, 3264 
Visual Fire Alarm System Act, 2009 (Bill 148) 
second reading, 5109-5111, 5116 
Workplace Safety and Insurance Amendment Act 
(Firefighters), 2009 (Bill 169) 
second reading, 6867-6868 
Property tax assessment reform, 778 
Provincial-municipal relations, 3731 
Public education campaigns 
British Home Child Day, 9381-9382 
Medical Radiation Technologists Week, 3929 
Public service, 4593-4594 
Public transportation 
Pickering—Scarborough East, 9581 
Registered retirement income funds, 3563 
Reports 
A Fine Balance - Safe Pensions - Affordable Plans - 
Fair Rules (Report of the Expert Commission on 
Pensions), 9332 
Rouge Park, 6048 
Rural Ontario, 4593 
broadband access, 4593 
Sanofi Pasteur Canada, 4326 
School science strategy, 4928 
Science/technology, 4928 
Senior citizens 
health care, 4591-4592 
Senior homeowners’ property tax grants, 583 
Small business 
government assistance in complying with regulations, 
2644 
Smoking, 4591 
Speaker 
election (28 November 2007) 
congratulatory remarks, 66 
Speed limits, 2427 
Sports competitions 
Pan American Games bid (2015), 2992 
awarded to Toronto, 8997 
Student grants 
distance grant, 4593 
textbook and technology grant, 583 
Supply Act, 2008 (Bill 45) 
second reading, 619-621 


B 


Supply Act, 2009 (Bill 161) 
second reading, 5698-5700 
Tax credits 
Ontario innovation tax credit, 778 
Ontario interactive digital media tax credit, 778 
Tax rebates 
gasoline tax rebate 
construction, maintenance or operation of rapid transit 
or public transportation system, 797 
Tax reduction, 4362, 5756 
Taxation 
tax reform package, 6957 
Time allocation motions 
Budget Measures and Interim Appropriation Act, 2008 
(No. 2) (Bill 114) 
responded to, 3781 
Committee sittings 
responded to, 4262-4263 
Tony Stacey Centre for Veterans Care, 2965-2966 
Tourism industry 
government funding, 780, 8760-8761 
Traffic congestion 
Greater Toronto Area (GTA), 1694 
Transit systems 
gasoline tax funding, 1698 
merging of GO Transit and Metrolinx, 5754 
Tributes 
Brown, Shelley-Anne (Olympian, bobsled team, 2010 
Winter Olympics), 9371-9372 
Brown, Shelley-Anne (Olympic silver medallist, bobsled, 
2010 Winter Olympics), 9552 
Buttle, Jeffrey (World Figure Skating Championship 
gold medalist), 983 
Ramage, Alfred "Scotty" (recipient, Governor General's 
Caring Canadian Award), 8111-8112 
Truck drivers, 1074 
Universities/colleges 
government funding, 778, 1697, 4168 
University of Toronto 
athletics complex, 7197 
government funding, 6956 
Visual Fire Alarm System Act, 2009 (Bill 148) 
first reading, 4911 
Workers 
job retraining 
government funding, 583, 620, 777 
replacement workers 
ban on use during strike or lockout, 7934 
training, 3264 
Youth justice system 
reform, 3165 
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Agencies/boards/commissions/etc. 

expenditures 

review by Integrity Commissioner, 7618, 7622-7624 

Agricorp, 3389 
Air pollution 

impact on health in Sarnia-Lambton, 9548 
Animal Health Act, 2009 (Bill 204) 

second reading, 8000-8003, 8005 
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public consultation, 8005 
time allocation motion 
responded to, 8577-8579 
Apprenticeship training 
ratio of tradespeople to apprentices, 3390, 6951, 7844, 
8121, 8197, 8663 
Automobile industry 
layoffs, 4424 
Budget 
pre-budget consultations, 4223-4225 
Budget deficit, 3630, 6357 
Budget Measures and Interim Appropriation Act, 2008 
(Bill 44) 
second reading, 844 
Budget Measures and Interim Appropriation Act, 2008 
(No. 2) (Bill 114) 
general discussion 
public consultation, 4424 
second reading, 3630 
Budget surplus 
transfer of funds to municipalities for infrastructure 
projects, 1293-1294 
Canadian Environmental Protection Act, 1999, 7173 
Cen-Tower Investments Limited Act, 2009 (Bill Pr25) 
first reading, 7086 
China 
greenhouse gas emissions, 7327 
Colleges Collective Bargaining Act, 2008 (Bill 90) 
third reading, 2918-2919 
Colleges of applied arts and technology (CAATs) 
government funding, 2918-2919 
Congratulatory remarks 
Chopcian, Christopher and Llew Falla (award recipients, 
Canada Wide Science Fair), 2615 
Construction industry 
underground economy, 3701-3706, 3708 
Construction workers 
occupational health and safety, 3870, 4052-4053 
Coroner inquests 
Dupont, Lori (murder victim), 6087 
Countering Distracted Driving and Promoting Green 
Transportation Act, 2009 (Bill 118) 
second reading, 4206 
Cross-border travel 
Sarnia—Lambton, 2424 
Debates re answers to oral questions 
Driver examination centres 
requested, 9149 
participation, 9149 
Local health integration networks 
requested, 6418-6419 
participation, 6418-6419 
Denmark 
wind power, 6818, 6820 
Driving 
ban on use of cellular telephones and electronic 
entertainment devices while driving, 4206 
Economic conditions, 3388-3389, 3391, 5206 
Sarnia, 439 
Economic growth 
five-point economic plan, 3389-3390, 4225 
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eHealth Ontario 
Hudson, Alan (former Chairman) 
appearance before Standing Committee on Public 
Accounts, 8627 
Kramer, Sarah (former CEO) 
appearance before Standing Committee on Public 
Accounts, 8627 
Electricity rates 
increase, 3389 
Employment creation, 7827-7828 
Employment Protection for Foreign Nationals Act (Live-In 
Caregivers and Others), 2009 (Bill 210) 
second reading, 8176 
Employment-related benefits 
organ donor leave, 5131, 5220-5221, 7004-7005 
Employment standards, 4984 
Employment Standards Amendment Act (Organ Donor 
Leave), 2009 (Bill 154) 
second reading, 5220-5222 
public consultation, 5220 
third reading, 7004-7005 
Employment Standards Amendment Act (Temporary Help 
Agencies), 2009 (Bill 139) 
second reading, 4983-4986 
third reading, 6350-6351, 6355-6360 
Energy 
renewable energy, 5443 
cost, 6817 
feed-in tariff, 5444 
renewable energy projects, 5365 
cost increases for consumers, 5444, 5446, 5448- 
5449, 6773 
employment creation, 6817 
public consultation, 5086 
wind farms, 6818 
Energy Consumer Protection Act, 2010 (Bill 235) 
second reading, 9306-9307 
Environmental Protection Act (Greenhouse Gas 
Emissions Trading), 2009 (Bill 185) 
second reading, 7326-7329 
Farmers 
livestock farmers 
government funding, 157 
Federal-provincial partnerships 
municipal infrastructure, 4225 
Firefighters 
volunteer firefighters 
workers' compensation claims, 6860 
Foreign caregivers 
protection 
warrantless entry, 8176 
Fossil-fuel generating stations, 5353 
Full Day Early Leaming Statute Law Amendment Act, 
2010 (Bill 242) 
second reading, 9614, 9624 
Government debt 
increase, 5918, 5928 
Government expenditures, 3389, 4424 
increase, 5927 
Government orders 
Committee sittings 
responded to, 4223-4226 
Ontario economy 
responded to, 3388-3391 
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Government record 
Liberal (2003-2010) 
election promises, 5927-5928 
regulation of small business, 2758 
Government service transfer to municipal jurisdiction 
return to provincial jurisdiction, 1294 
Green Energy and Green Economy Act, 2009 (Bill 150) 
general discussion, 5086 
second reading, 5350, 5353, 5356, 5364-5365, 5443- 
5446, 5448-5449 
third reading, 6572, 6773, 6782, 6817-6820 
Greenhouse gas emissions 
reduction 
cap and trade system (emissions trading), 7327 
impact on international trade, 7328 
Harmonized sales tax, 5909, 5928-5929, 8762 
transition benefit 
$1,000 for single parents or couples, 5927 
Health care 
wait times, 6419-6420 
Healthy Food for Healthy Schools Act, 2008 (Bill 8) 
second reading, 308-209 
Highway improvement 
Highway 402 (Sarnia-Lambton), 439 
Highway Traffic Amendment Act (Speed-limiting 
Systems), 2008 (Bill 41) 
second reading, 1070-1071, 1086 
Home energy audits, 6819 
search warrant, 6817-6818 
Hospital construction 
government funding 
Sarnia, 77 
Sarnia, 439-440 
Hospital services 
emergency 
Charlotte Eleanor Englehart Hospital, 6409-6410 
Sydenham Hospital, 4910 
Hospitals 
Petrolia Hospital (CEE) 
emergency department, 4821 
emergency services, 4910 
Huron Web Printing and Graphics, 3390 
shutdown, 4424-4425 
Immigrants 
bridge training programs, 6950 
Industrial disease, 6342-6343 
Industry shutdowns 
Cash Rolls of Canada, 2787, 3390, 4424 
Lanxess Inc., 3389 
Investing in Ontario Act, 2008 (Bill 35) 
second reading, 1034 
time allocation motion 
responded to, 1293-1294 
Kindergarten 
full-day, 9624 
site selection process, 9614 
Labour mobility 
skilled trades, 7373-7374 
Labour Relations Statute Law Amendment Act, S.O. 
2005, c.15, 8121 
Lake Simcoe Protection Act, 2008 (Bill 99) 
second reading, 2758 
Layoffs, 4223-4224 
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Campbell Soup Company, 1552 
Liberal Party 
election expenses, 8121-8122 
Livestock 
disease prevention and control 
compensation to farmers for livestock destroyed, 8003 
regulation and enforcement, 8001-8002 
traceability systems, 8002-8003 
warrantless entry, 8577 
Local health integration networks (LHINs), 6410 
geographic boundaries 
McCabe, Allister case, 6385-6386 
Manufacturing industry, 3389, 4225 
layoffs, 397 
Medical transplants 
organ and tissue donation, 5220-5222 
consent reflected on health card or driver's licence, 
5220 
donor rates, 7005 
Members'/ministers' inaugural speeches, 438-440 
Members/ministers quoting committee submissions 
Bazely, James (President, Ontario Home Builders’ 
Association), 8197-8198 
Boadway, Ted (Citizens Panel on Increasing Organ 
Donations), 7005 
Drutz, Peter (president, Comfort Keepers), 6356 
Franklin, Linda (President and CEO, Colleges Ontario), 
8197 
Jeewan, Peter (CEO and president, Lannick Group of 
Companies), 6358 
Levy, Gary (medical director, multi-organ transplant 
program, Toronto General Hospital), 7005 
Mueller, Nicolette (Adecco Employment Services Ltd.), 
6356-6357 
Tremblay, Kathryn (owner, altisHR), 6356 
Wilson, Frank (president, The Employment Solution), 
6355 
Members/ministers quoting electronic mail messages 
Bill 119, re, 3703-3705 
Members/ministers quoting letters 
Andrew, Judith (vice-president, Canadian Federation of 
Independent Business), 3702-3703 
apprenticeship training programs, re, 7845 
Hardeman, Ernie (Oxford), 8579 
Hein, Bruce (owner, Express Employment 
Professionals), 6358 
Winney, Victor (chief financial officer, The Staffing 
Edge), 6355 
Members/ministers quoting news media 
Bloomberg News, 7328 
Members/ministers quoting newspaper articles 
Financial Post (Toronto), 5449 
National Post (Toronto), 5443, 5445, 6818-6819 
Sarnia Observer, 5086 
Members/ministers quoting press releases 
McDonald, David (Open Shop Contractors Association), 
3701 
Members/ministers quoting statements 
Barnum, P.T. (American showman and founder, 
Ringling Bros. and Barnum and Bailey Circus), 5927 
Bossy, Maurice Louis (former member, Chatham-Kent), 
5959 
Canadian Chemical Producers' Association, 6542 
Canadian Electricity Association, 7844 
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Franklin, Linda (president and CEO, Colleges Ontario), 


8197 
Gunthorpe, Roger (business owner), 3870 
Ontario Cattlemen's Association, 8002, 8577-8578 
Ontario Farm Animal Council, 8003 
Ontario Livestock and Poultry Council, 8001 
Ontario Pork, 8001-8002, 8577 
Parrish, Carolyn (Mississauga city councillor), 1294 
Members'/ministers' remarks 
Liberal (1990-1995) 
McGuinty, Dalton (Ottawa South), 7843 
Liberal (1995-2003) 
Bartolucci, Rick (Sudbury), 8578 
Bradley, James J. (St. Catharines), 8578 
Duncan, Dwight (Windsor—Walkerville), 8578 
Liberal (2003-2010) 
Fonseca, Peter (Mississauga East—Cooksville) 
as Minister of Labour, 6860 
Johnson, Rick (Haliburton—Kawartha Lakes—Brock), 
8579 
Levac, Dave (Brant), 8579 
Rinaldi, Lou (Northumberland—Quinte West), 8579 
PC (2003-2010) 
Arnott, Ted (Wellington—Halton Hills), 6860 
withdrawn, 7871 
Members' statements 
Assistance to farmers, 157 
Cash Rolls of Canada, 2787 
Health care, 4910 
Lambton generating station, 5888 
Ontario Greenhouse Alliance, 8828 
Renewable energy, 5086 
Sci-Tech Ontario, 2615 
Services for disabled children, 4389-4390 
Skills training, 7695-7696 
Small business, 3776 
Workplace Safety and Insurance Board, 6849 
Minimum wage 
increase, 4904, 5206 
Ministerial statements, responded to 
Immigrants’ skills, 6950-6951 
Musculoskeletal disorders, 5090 
Organ donation, 5131 
Take Our Kids to Work Day, 3839 
Temporary employment agencies, 4585-4586 
Workers' compensation, 3649 
Workplace safety, 6087 
Ministry of Agriculture, Food and Rural Affairs 
Ontario cattle, hog and horticulture program, 3389 
Ministry of Economic Development and Trade 
advanced manufacturing investment strategy (AMIS) 
program, 4424 
Next Generation of Jobs Fund, 4424 
Ministry of Training, Colleges and Universities 
second career strategy, 7996-7696 
Municipal infrastructure 
government funding, 844, 4225 
Natural gas generating stations 
Sarnia, 6572 
Occupational health and safety, 1551, 6343, 7089 


Occupational Health and Safety Amendment Act 
(Violence and Harassment in the Workplace), 2009 
(Bill 168) 

ministerial statement 
public consultation, 6087 
Occupational health and safety inspectors, 2730 
Ontario budget speech (25 March 2008) 
responded to, 667 
Ontario budget speech (26 March 2009) 
responded to, 5909, 5918, 5927-5929 
Ontario College of Trades, 7843-7844, 8121-8122 
board of governors 
composition of board 
ban on donors of Working Families Coalition, 8120 
Ontario College of Trades and Apprenticeship Act, 2009 
(Bill 183) 
general discussion, 8120-8121 
time allocation motion 
amendments, 7843-7844 
responded to, 7843-7844 
third reading, 8197-8199 
Ontario Greenhouse Alliance, 8828, 8830 
Ontario Labour Mobility Act, 2009 (Bill 175) 
second reading, 7373-7376, 8663 
Ontario Power Generation fossil-fuel generating stations 
clean coal technology, 439 
Lambton generating station 
closure, 3389, 4223-4224, 5888, 6782, 6818 
property tax assessment reduction, 3964 
Ontario Tax Plan for More Jobs and Growth Act, 2009 
(Bill 218) 

second reading, 8762 
Opposition day motions, responded to 

Electronic health information, 8627 

Hospital services, 6409-6410 

Workplace insurance, 4076-4078 

Workplace Safety and Insurance Board, 1936-1937 
Oral questions, presented 

Agency spending, 1817 

Driver examination centres, 8996 

Government services, 7433-7434 

Health care, 4821 

Health care funding, 9548 

Home health care supplies, 382-383 

Hospital funding, 76-77 

Job creation, 7827-7828 

Local health integration networks, 6385-6386 

Minimum wage, 4904 

Small business, 2730, 3766, 3768-3769, 3830, 3869- 

3870, 4052-4053 

Taxation, 3964 

Temporary employment agencies, 5466-5467 

Workplace Safety and Insurance Board, 690-691 
Organization for Literacy Sarnia-Lambton 

government funding, 5105-5106 
Pathways Health Centre for Children, 4389-4390 
PC Party 

economic summit, 3390 
Petitions 

Alma College, 2130 

Bluewater Health, 2396 

Environmental assessment, 2998 

Health care, 4827, 4913, 5044, 5093-5094, 5390, 5435, 

5588, 5962, 6565-6566, 6814, 7091, 7240 
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Hospital funding, 5518-5519 
Lord's Prayer, 2611 
Motorcycle safety, 4479, 4590, 6954 
Multiple myeloma, 6399, 6504 
Road safety, 7000 
Sale of domestic wines and beers, 7841, 8468, 9087 
Services for disabled children, 4396, 4587-4588 
Services for the developmentally disabled, 5743 
Taxation, 6567, 8741, 9006, 9086-9087, 9508-9509, 
9588 
Photo Card Act, 2008 (Bill 85) 
second reading, 2337, 2423-2424 
Photo identification cards 
privacy/security of information, 2337, 2424 
Pollara Inc., 8120 
Post-secondary education, 3390 
Poverty Reduction Act, 2009 (Bill 152) 
second reading, 5206 
Private members’ public business 
Labour Relations Amendment Act (Certification), 2008 
(Bill 65) 
second reading, 1551-1552 
Literacy and basic skills 
responded to, 5105-5106 
Ontario College of Trades 
presented, 8120-8122, 8126 
Workplace Safety and Insurance Amendment Act 
(Firefighters), 2009 (Bill 169) 
second reading, 6859-6860 
Workplace Safety and Insurance Board 
presented, 4497-4499, 4504 
Property tax increases 
St. Clair township, 3964 
Public education campaigns 
Injured Workers’ Day, 7089 
National Day of Mourning, 6342-6343 
Take Our Kids to Work Day, 3839 
Public Sector Expenses Review Act, 2009 (Bill 201) 
second reading, 7618, 7622-7624 
Repetitive strain injuries, 5090 
Reports 
Small Community Hospital Emergency Department 
Study (Hay Group Health Care Consulting), 4910, 
6409 
TD Economics Special Report, 1552 
Road Safety Act, 2009 (Bill 126) 
general discussion 
public consultation, 4206 
ServiceOntario 
closure of private licence and permit offices 
Sarnia, 7433-7434 
Small business, 2730, 4077 
regulation, 3390-3391 
Smoke-Free Ontario Amendment Act, 2008 (Bill 69) 
second reading, 2073 
Smoking 
ban on smoking in cars with children present 
enforcement, 2073 
Speaker 
election (28 November 2007) 
congratulatory remarks, 76 
Speed limiters, 1070 
impact on trade, 1086 
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Strikes 
DriveTest driving examiners, 7376, 8996, 9149 
impact on school bus transportation, 7376 
Tax increases 
authority of government to raise taxes, 8678 
Taxation, 3390 
Temporary help agencies, 4983-4986, 6351, 6360 
regulation, 6355-6358 
Temporary help agency employees 
continuance of employment, 6356 
entitlement to public holiday pay, 4586 
entitlement to termination and severance payments, 
4983 
protection, 4585 
exemption for community care access centres 
(CCACs), 6356 
removing barriers to permanent employment, 4586 
Throne speech debate 
participation, 397, 438-442 
Time allocation motions 
Animal Health Act, 2009 (Bill 204) 
responded to, 8577-8579 
Investing in Ontario Act, 2008 (Bill 35) 
responded to, 1293-1294 
Ontario College of Trades and Apprenticeship Act, 2009 
(Bill 183) 
responded to, 7843-7844 
Toxic substances 
reduction plan 
impact on industry, 6542 
Toxics Reduction Act, 2009 (Bill 167) 
second reading, 6542 
third reading, 7173 
Trades Qualification and Apprenticeship Amendment Act, 
2009 (Bill 233) 
first reading, 9131 
Tributes 
Bossy, Maurice Louis (former member, Chatham-Kent), 
5958-5959 
Trillium Gift of Life Network, 7004 
Union certification 
card-based certification, 1551-1552 
construction industry, 1552 
construction industry, 8121 
secret ballot vote, 1552 
Wind turbines 
health effects, 5356 
Workers 
injured workers, 7089 
skilled worker shortage, 667, 7843-7844, 8197 
Workers’ compensation benefits 
coverage for construction workers, 3649, 3700-3710, 
3712, 3869-3870, 4052-4053 
health care and equipment supplies 
purchases from preferred suppliers, 382-383 
Working Families Coalition, 8120-8122 
Workplace accidents/fatalities, 6342-6343 
Workplace harassment/violence, 6087 
Workplace Safety and Insurance Amendment Act, 2008 
(Bill 119) 
general discussion, 3766, 3768-3769, 3776, 3830, 3869- 
3870, 6849 
public consultation, 3769, 3776, 3830, 4076-4077, 
4223, 4424 
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Bailey, R. (PC, Sarnia-Lambton) (continued) 
second reading, 3700-3710, 3712 
Workplace Safety and Insurance Board (WSIB), 4077, 
7089-7090 
board members' salaries, 690-691 
coverage, 3701-3710 
expenditures 
accountability, 1817, 1937, 4498 
experience rating system, 1936 
fraudulent claims, 3649 
review by Auditor General, 6849 
unfunded liability, 691, 1937, 3708-3709, 4497-4499, 
4504, 6849, 7090 


Balkissoon, B. (LIB, Scarborough—Rouge River) 
Anniversaries 
Herbert Williams Fire Equipment 100th anniversary, 
3535 
Art exhibitions 
Cradle of New Chinese Ink Painting Movement 
exhibition, 6557 
Black History Month Act, 2009 (Bill 207) 
first reading, 7836-7837 
Budget Measures and Interim Appropriation Act, 2008 
(Bill 44) 
second reading, 784-785 
Children's nutrition programs 
government funding, 785 
Chiropody Act, S.O. 1996, c.20 
amended by Bill 179, 6898 
Chronic obstructive pulmonary disease (COPD), 4063 
Community safety, 4021 
Community safety programs 
Safer Communities - 1,000 Officers Partnership 
program, 4021 
Condolences 
Diplaros, Demetrios (Canadian soldier killed in 
Afghanistan), 4527 
Cosmetic Pesticides Ban Act, 2008 (Bill 64) 
second reading, 1964, 2018 
Cosmetic surgery 
regulation, 4811 
Crime 
gun-related crime, 2536 
Crime prevention, 1608 
Debates re answers to oral questions 
Health care funding 
participation, 4451 
Hospital services 
participation, 9299-9300 
Local health integration networks 
participation, 6419 
Dental Hygiene Act, S.O. 1991, c.22 
amended by Bill 179, 6898 
Dentistry Act, S.O. 1991, c.24 
amended by Bill 179, 6898 
Diabetes, 3939-3940 
Dietetics Act, S.O. 1990, c.26 
amended by Bill 179, 6898 
Disaster relief 
Haiti earthquake victims (12 January 2010), 9447, 9505 
Drug and Pharmacies Regulation Act, R.S.O. 1990, c.H.4 
amended by Bill 179, 6899 
Drug dispensing machines, 6899 


Electronic health records, 6920 
Environmental Assessment Amendment Act, 2008 (Bill 
123) 
first reading, 3836-3837 
Environmental assessment process 
application for approval by municipal proponents, 3836- 
3837 


Don Cousens Parkway, 4313, 4318 
restriction on municipal proponents, 4312-4313, 4318 
Family health teams, 6920 
Full Day Early Leaming Statute Law Amendment Act, 
2010 (Bill 242) 
second reading, 9635 
Government record 
Liberal (2003-2010) 
health care, 6899-6900 
municipal infrastructure, 1025 
PC (1995-2003) 
health care, 2366 
Greater Toronto and Hamilton Area Transit 
Implementation Act, 2009 (Bill 163) 
second reading, 5725-5726 
Handguns, 2536 
ban, 2536 
markings of the parts, 2536 
Harmonized sales tax 
transition benefit 
$1,000 for single parents or couples, 8654 
$300 for individuals, 8654 
Health care, 5845 
Health Care Consent Act, S.O. 1996, c.2, Sched. A 
amended by Bill 179, 6898 
Health care funding 
government funding, 4451, 5844-5845 
Health professionals 
collaboration in patient care, 6899, 6901 
expansion of scope of practice, 6912 
Highway Traffic Amendment Act (Child Passengers on 
Motorcycles), 2008 (Bill 117) 
second reading ~ 
public consultation, 4488 
Hospices (terminal care) 
government funding, 5844 
Hospital expansion 
Milton District Hospital, 9299 
Hospital funding 
government funding, 6418 
Hospital services 
emergency 
wait times, 5844 
Hospitals 
reporting on patient safety indicators, 2905 
Housing 
affordable, 4155 
Immigrants 
bridge training programs, 9038 
services, 5083, 8065-8066, 9318 
Investing in Ontario Act, 2008 (Bill 35) 
second reading, 1025 
Kindergarten 
full-day, 9635 
Local health integration networks (LHINs), 6420 
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Balkissoon, B. (LIB, Scarborough—Rouge River) 
(continued) 
Long-term-care facilities 
allowing residents to move into their home of choice, 
4390 
Long-term-care funding 
government funding, 5844 
Medical Radiation Technology Act, S.O. 1991, c.29 
amended by Bill 179, 6898 
Members'/ministers’ constituencies/constituency events 
Scarborough—Rouge River 
Malvern Bicycle Classic, 2399-2400 
Members'/ministers' personal narratives, 119, 3939 
Members/ministers quoting letters 
Mellor, Katherine (parent), 4488-4489 
Members/ministers quoting newspaper articles 
Toronto Sun, 8065 
Members/ministers quoting websites 
Ontario Black History Society, 8134 
Members’ statements 
Affordable housing, 4155 
Art exhibition, 6557 
Chronic obstructive pulmonary disease, 4063 
Diplaros, Demetrios, 4527 
Disaster relief, 9505 
Herbert Williams Fire Equipment, 3535 
Long-term care, 4390 
Malvern Bicycle Classic, 2399-2400 
Public health, 2905 
Road safety, 7734 
School nutrition program, 495 
Taxation, 8654, 8949 
Workplace safety, 7582 
Youth opportunities strategy, 1502 
Metrolinx 
board of directors, 5726 
Minimum wage 
$10 an hour, 119 
impact on business, 119 
Ministry of Children and Youth Services 
youth opportunities strategy, 1502 
Ministry of Health and Long-Term Care 
aging-at-home strategy, 5844 
Ministry of Training, Colleges and Universities 
second career strategy, 3572 
Municipalities, 4863 
National/independence/memorial days 
Black History Month, 8133-8134, 8138 
Nurse practitioners 
expansion of scope of practice, 6898 
Occupational health and safety, 2524, 7582 
Oral questions, presented 
City of Toronto, 5082-5083 
Crime prevention, 1608 
Disaster relief, 9447 
Hazardous waste, 4803-4804 
Immigrant services, 9038, 9318 
Immigration policy, 8065-8066 
Municipalities, 4863 
Police, 4021 
Skills training, 3572 
Student summer jobs, 6844 
Workplace safety, 2524 
Youth employment, 650 
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Patient safety, 4811-4813 
Pesticides/herbicides 
ban on use and sale of cosmetic pesticides, 1964, 2018 
Petitions 
Firearms control, 1577 
Hospital funding, 7702 
Multiple myeloma, 4956, 5007 
University labour dispute, 4788 
Pharmacists 
remote dispensing of drugs, 6899 
Pharmacy Act, S.O. 1991, c.36 
amended by Bill 179, 6898 
Physiotherapists 
expansion of scope of practice, 6898 
Physiotherapy Act, S.O. 1991, c.34 
amended by Bill 179, 6898 
Police services, 4021 
Positron emission tomography (PET), 2366 
Poverty reduction strategy 
student nutrition program, 495 
Private members' public business 
Black History Month Act, 2009 (Bill 207) 
second reading, 8133-8134, 8138 
Diabetes Awareness Month Act, 2008 (Bill 113) 
second reading, 3939-3940 
Diagnostic services 
responded to, 2366-2367 
Employment Standards Amendment Act (Raising the 
Minimum Wage), 2007 (Bill 7) 
second reading, 120 
Environmental Assessment Amendment Act, 2008 (Bill 
123) 
second reading, 4312-4314, 4318 
Handgun Manufacturers' and Importers' Liability Act, 
2008 (Bill 82) 
second reading, 2536 
Health care 
responded to, 5844-5845 
Highway Traffic Amendment Act (Child Passengers on 
Motorcycles), 2008 (Bill 117) 
second reading, 4488-4489 
Public education campaigns 
Diabetes Awareness Month, 3939 
National Housing Day, 4155 
World Chronic Obstructive Pulmonary Disease Day, 
4063 
Racial profiling, 8138 
Regulated health profession colleges 
authority to develop standards of knowledge, skill and 
judgment, 6899 
inspection powers, 4811 
power to directly observe regulated health 
professionals, 4811 
Regulated Health Professions Amendment Act, 2009 (Bill 
141) 
second reading, 4811-4813 
third reading, 5589-5591 
Regulated Health Professions Statute Law Amendment 
Act, 2009 (Bill 179) 
second reading, 6897-6901, 6905-6906, 6912, 6920 
Road safety, 7734 
Social housing, 4155 
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Balkissoon, B. (LIB, Scarborough—Rouge River) 
(continued) 
Stewardship Ontario 
municipal hazardous or special waste program 
Do What You Can program, 4804 
Toronto 
cultural attractions, 5082 
government funding, 4863 
ranked fourth best city for cultural experience, 5082 
Unlawful Firearms in Vehicles Act, 2008 (Bill 56) 
general discussion, 2536 
Waste management/programs 
hazardous products, 4804 
Workers 
injured workers, 2524 
York University Labour Disputes Resolution Act, 2009 
(Bill 145) 
second reading, 4772 
Youth/student workers 
summer jobs, 6844 
Youth/students 
employment, 650 


Barrett, T. (PC, Haldimand—Norfolk) 
A. Swent and Sons Ltd., 2944 
Abilities First (community interest group), 2943-2944 
Aboriginal blockades 
Highway 2 (Tyendinaga), 1469 
stand down of Ontario Provincial Police, 1608-1609 
Aboriginal communities 
illegal sale of tobacco products, 7546 
Aboriginal land claims, 5385-5386, 7037 
Ancaster fairgrounds, 1208 
Brantford, 2743 
police services, 422 
Caledonia, 678, 1115, 1572, 1922, 2743, 3659, 8867- 
8868, 8871, 9123, 9223 


development freeze on provincially owned lands, 225- 


226 
interference with operation of Ontario Provincial 
Police, 5500 
responsibility for services provided by Ontario 
Provincial Police, 52 
Deseronto, 1498-1499 
development freeze on provincially owned lands, 1061 
Douglas Creek Estates, 1103, 8648-8649, 8668 
Haldimand Tract, 5493-5494 
transfer of former Burtch Correctional Centre to 
Haudenousaunee Six Nations, 6189-6190 
Aboriginal protests 
Deseronto 
arrest of protesters, 1469-1470 
Administration of justice, 3639 
Agencies/boards/commissions/etc. 
expenditures 
review by Integrity Commissioner, 7598 
Animal Health Act, 2009 (Bill 204) 
second reading, 8008, 8225-8229 
Animal protection 
causing or permitting distress to animals, 5194 
exemptions for wildlife, agriculture and veterinary 
practices, 5193-5194 


training or permitting animals to fight other animals, 5194 


Apprenticeship training 
ratio of tradespeople to apprentices, 3463 
Automobile dealers, 4595 
closure of dealership, 6333-6334 
Automobile industry, 4226-4227, 4595 
government funding, 4228 
job guarantee in return for government assistance, 4227 
pension plans, 4228 
Automobiles 
provincial sales tax exemption on new car sales, 6334 
Banks, 3408 
Bisphenol A, 6295-6296 
Booklets 
Roll out the Barrel (Ontario Horticultural Association, 
Ontario Mutual Insurance Association), 6339 
Books 
All for a Beaver Hat (Ernest Drury), 2687 
Bottled water 
prohibition on sale, 3942 
Budget, 5228, 5732 
pre-budget consultations, 4226-4227 
Budget deficit, 3444, 3670-3672, 4595, 5808 
Budget Measures Act, 2009 (Bill 162) 
second reading, 5940-5941 
Budget Measures and Interim Appropriation Act, 2008 
(Bill 44) 
second reading, 853-854 
Budget Measures and Interim Appropriation Act, 2008 
(No. 2) (Bill 114) 
second reading, 3670-3673 
Business investment taxes, 4228 
Canadian authors 
De la Roche, Mazo, 2687 
Leacock, Stephen, 2687-2688 
Canadian Environmental Protection Act, 1999, 7171 
Capital tax 
elimination, 390 
China 
fossil fuel consumption, 7297 
government response to climate change, 7298-7299 
greenhouse gas emissions, 7295-7296 
Climatic changes, 6998 
Committees 
Select Committee on the Economy, 3462-3463 
Standing Committee on Finance and Economic Affairs, 
3463 
Concurrence in supply debate (December 2008) 
participation, 4594-4595 
Conferences/seminars/symposiums 
energy symposium, 3928 
Congratulatory remarks 
Canadian Olympians (Vancouver 2010 Winter 
Olympics), 9583 
Kellar, Becky (gold medal winner, women's hockey 
team, Vancouver 2010 Winter Olympics), 9583 
Coroners Amendment Act, 2009 (Bill 115) 
second reading, 4377 
Corporate tax reduction, 5754-5755 
Cosmetic Pesticides Ban Act, 2008 (Bill 64) 
general discussion, 4474, 4909, 5191 
second reading, 1840-1848, 2014 
Court cases/actions 
VanEvery, Donald (convicted gun runner), 3659 
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Barrett, T. (PC, Haldimand-—Norfolk) (continued) 
Debates re answers to oral questions 
Aboriginal land dispute 
requested, 8668 
participation, 8668 
Labour dispute 
requested, 9479-9480 
participation, 9479-9480 
Native land disputes 
requested, 1498-1499 
participation, 1498-1499 
Toxics reduction 
requested, 8439-8440 
participation, 8439-8440 
Deflation (finance), 4226-4227 
Demonstrations 
Niagara-region groups protesting health-care service 
cuts (29 April 2009), 6412-6413 
Earth Hour, 5667 
Economic conditions, 3406-3409, 3670-3673, 4594 
Economic growth 
2007-2008, 391 
Economic policy, 391-392 
eHealth Ontario 
contracts 
public inquiry, 8282-8283 
Hudson, Alan (former Chairman) 
appearance before Standing Committee on Public 
Accounts, 8629 
Kramer, Sarah (former CEO) 
appearance before Standing Committee on Public 
Accounts, 8629 
Election Statute Law Amendment Act, 2010 (Bill 231) 
second reading, 9673 
Electric lines 
Sudbury to Barrie 
aboriginal group share, 2134 
Electricity rates, 9261 
Employment Standards Amendment Act (Temporary Help 
Agencies), 2009 (Bill 139) 
third reading, 6359 
amendments, 6358 
Energy 
renewable energy projects 
cost increases for consumers, 6581, 6775-6776, 6778 
wind farms, 6776-6777 
Energy conservation, 5164, 5167 
Energy Consumer Protection Act, 2010 (Bill 235) 
second reading, 9261 
Energy efficiency, 5167 
Environment industry, 6397 
regulations, 6397 
Environmental assessment process 
Don Cousens Parkway, 4314 
restriction on municipal proponents, 4314-4315 
Environmental Commissioner of Ontario, 9497, 9540-9541 
Environmental Enforcement Statute Law Amendment Act, 
S.O. 2005, c.12, 5956-5957 
Environmental industry, 1052 
Environmental Protection Act (Greenhouse Gas 
Emissions Trading), 2009 (Bill 185) 
second reading, 7294-7302, 7314, 7325, 7633 
time allocation motion 
responded to, 8961-8962 
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Farmers 
federal government funding, 837 
government funding, 282 
hog farmers 
Bartels, Wayne, 8225 
government funding, 7963-7964 
tobacco farmers, 184, 6550 
government funding, 677-6787 
Farming 
fruit and vegetable farming, 853 
Federal government 
transfer payments 
equalization program 
Ontario to receive equalization payment, 3835, 4227- 
4228, 5779 
Forensic pathologists 
child-death investigations of Dr. Charles Smith, 4377 
Government accountability, 6013, 7605, 7666-7667, 8435- 
8436 
Government expenditures, 3444, 4226, 4594-4595 
increase, 677 
Government orders 
Committee sittings 
responded to, 4226-4228 
Ontario economy 
responded to, 3406-3409 
Government record 
Liberal (2003-2010), 3407-3409 
election promises, 902 
Great Lakes Heritage Coast, 4309-4310 
Green economy, 5163, 5170-5171 
Green Energy and Green Economy Act, 2009 (Bill 150) 
second reading, 5163-5165, 5167, 5170-5171 
third reading, 6581, 6775-6779 
Greenhouse gas emissions 
reduction 
cap and trade system (emissions trading), 6998, 8326, 
8962 
impact on international trade, 7299, 7325 
Haldimand county 
official plan, 5385-5386, 5494 
Harmonized sales tax, 5785, 5940, 6376, 6516-6518 
impact on health care, 5997-5998 
transition benefit 
$300 for individuals, 5785 
Haudenousaunee Development Institute (HDI) 
court injunction motion, 5494 
development fees, 377, 422, 477, 525-526, 689, 2134 
Hazardous products 
chlorine, 7168 
Health care funding 
accountability and oversight 
investigation by Ombudsman, 8436 
Healthy Food for Healthy Schools Act, 2008 (Bill 8) 
second reading, 216 
Highway improvement 
Highway 6 (Jarvis and Port Dover), 9650 
Highway tolls, 9216 
Home energy audits, 5167, 6778 
Hospital budget deficits 
Norfolk General Hospital, 6413 
Hospital services 
emergency 
West Haldimand General Hospital, 6413 
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Barrett, T. (PC, Haldimand—Norfolk) (continued) 
India 
greenhouse gas emissions, 7296, 7298 
InStore Focus, 2944 
Invasive species 
emerald ash borer, 651, 677 
gypsy moth, 651 
mountain pine beetle, 662 
Lake Simcoe 
Big Bay Point, 2688 
history, 2689 
protection 
government funding, 2754 
reduction of phosphorous discharge, 2688-2690 
Lake Simcoe Protection Act, 2008 (Bill 99) 
second reading, 2686-2691, 2694-2695, 2704-2705, 
2712-2713, 2754 
third reading, 4343-4351 
Lake Simcoe Region Conservation Authority, 2686 
Lake Superior, 4309 
Land development 
aboriginal-housing developer consultation, 689 
Livestock 
disease prevention and control 
regulation and enforcement, 8008, 8225-8226 
traceability systems, 8226-8227 
warrantless entry, 8226, 8228-8229 
Manufacturing industry 
layoffs, 390, 392, 5228 
tax reduction, 5732 
Members'/ministers' constituencies/constituency events 
Haldimand—Norfolk 
Long Point, 4425 
Members'/ministers' constituents 
congratulatory remarks, 6557 
Members'/ministers' personal narratives, 2944-2945, 
3942, 5163-5165, 5167, 6527-6528, 6932 
Members/ministers quoting books 
Sunshine Sketches of a Little Town (Stephen Leacock), 
2688 
Members/ministers quoting committee submissions 
Canadian Cancer Society, 7166 
Canadian Chemical Producers’ Association, 7168, 7172 
Canadian Environmental Law Association, 7167 
Canadian Manufacturers and Exporters, 7167 
Canadian Paint and Coatings Association, 7170 
Canadian Petroleum Products Institute, 7169, 7171 
Canadian Vehicle Manufacturers’ Association, 7170 
Cement Association of Canada, St. Marys Cement 
Group, 7170-7171 
Church, Grant, 6776 
Environmental Defence, 7166-7167 
Ontario Mining Association, 7172 
Sarnia-Lambton Environmental Association, 7169 
Members/ministers quoting documents 
James Bay Treaty (Treaty No. 9), 6933 
Refreshments Canada, 3942 
Robinson-Huron Treaty, 6934 
Treaty No. 5, 6933 
Members/ministers quoting electronic mail messages 
Bill 119, re, 3821 
Canadian Consumer Specialty Products Association, 
7168 
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merging goods and services tax and provincial sales 
tax, re, 6518 
Pepsi Bottling Group, 3942 
prospector re Bill 173, 6931, 6981 
Members/ministers quoting letters 
Food and Consumer Products of Canada, 3942 
Members/ministers quoting magazine articles 
Canadian Medical Association Journal, 7546 
Science Daily, 7297 
Members/ministers quoting news media 
Reuters, 7299 
Members/ministers quoting newspaper articles 
Delhi News-Record, 6296 
Dunnville Chronicle, 1608-1609 
Hamilton Spectator, 7546 
National Post (Toronto), 6776 
Ontario Farmer, 1845 
Port Dover Maple Leaf, 6808-6809 
Simcoe Reformer, 6413 
Toronto Star, 9216 
Toronto Sun, 7295, 7547 
UR Norfolk, 3063 
Members/ministers quoting parables 
The Ant and the Grasshopper, 3670 
Members/ministers quoting plaques 
Baldwin, Robert, 7667, 8436 
Members/ministers quoting press releases 
MREP Communications, 1843 
Members/ministers quoting reports 
Environmental Assessment: A Vision Lost, 4314-4315 
Environmental Commissioner of Ontario Annual Report, 
2007-2008 (Getting to K(no)w), 3448 
Industrial Pollution Action Team, 2004, 6292 
Members/ministers quoting statements 
Canadian Association of Physicians for the 
Environment, 1843 
Canadian Chemical Producers’ Association, 6297 
Cement Association of Canada, 6297 
Chudy, Carol (co-chair, Clean, Affordable Energy 
Alliance), 6775-6776 
Detlor, Aaron (lawyer), 477 
Drummond, Don (chief economist, TD Bank Financial 
Group), 390 
Fleming, Doug (constituent, Caledonia), 1483 
Goodhand, Peter (chief executive officer, Canadian 
Cancer Society, Ontario division), 7180 
Health Canada, 1842 
Howcroft, lan (vice-president, Canadian Manufacturers 
and Exporters), 6296 
Hume, Peter (Ottawa city councillor and president, 
Association of Municipalities of Ontario), 9393 
Industry Task Force Il on 2,4-D Research Data, 1843 
Latta, Robert (Congressman, United States House of 
Representatives), 7299-7300 
Miller, Gord (Environmental Commissioner of Ontario), 
9497, 9563 
Moore, Patrick (founder, Greenpeace), 1846 
Moreau, Elizabeth (director of communications and 
public education, Canadian Paediatric Society), 
1843 
National Cancer Institute of Canada, 1843 
Ontario College of Family Physicians, 1842 
Ontario Federation of Agriculture, 1845 
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Barrett, T. (PC, Haldimand-—Norfolk) (continued) 

Paton, Richard (president and CEO, Canadian 
Chemical Producers' Association), 6296 

Porter, Douglas (deputy chief economist, Bank of 
Montreal), 390 

Prospectors and Developers Association of Canada, 
6933 

Royal Commission on Environmental Pollution (United 
Kingdom), 1842 

Scotts Canada, 1844, 1846 


Shimkus, John (Congressman, United States House of 


Representatives), 7300 
Souder, Mark (Congressman, United States House of 
Representatives), 7300 
Members/ministers quoting television programs 
Focus Ontario, 903 
Members/ministers quoting websites 
Environment Canada, 6295 
Members'/ministers' remarks 
Liberal (2003-2010) 
Bryant, Michael (St. Paul's) 
as Minister of Aboriginal Affairs/government House 
leader, 689, 1608 
PC (2003-2010) 
Hudak, Tim (Niagara West-—Glanbrook), 903 
Scott, Laurie (Haliburton—Kawartha Lakes—Brock), 
6299 
withdrawn, 822, 6437 
Members' statements 
Aboriginal affairs, 2743 
Aboriginal land dispute, 7037, 8871, 9223 
Assistance to farmers, 282, 3644 
Chicken Farmers of Ontario, 65 
Disaster relief, 5624 
Earth Hour, 5667 
Electricity transmission, 2134 
Energy symposium, 3928 
Government advertising, 3053 
Government record, 3835 
Health premiums, 822 
Highway maintenance, 9650 
Kellar, Becky, 9583 
Labour dispute, 8828-8829 
Long Point, 4425 
Marshall, David, 8922 
Native land dispute, 225-226 
Ontario economy, 3444 
Ontario Police Memorial, 6808-6809 
Pesticides, 4474, 4909, 5191 
Power plant, 7582-7583 
Rainwater collection, 6339 
Small business, 4063-4064 
Taxation, 5785, 5997-5998 
TenBrinke, Ranae, 6557 
Tobacco growers, 184 
Mining Amendment Act, 2009 (Bill 173) 
second reading, 6527-6528, 6536-6537, 6931-6935, 
6981 


public consultation, 6537 
Mining industry 
conflict with aboriginal land claims, 6981 
consultation with First Nations 
mining legislation and regulations, 6932-6933 
economic importance, 6931 


Ministerial responsibility, 7615, 8437 
Ministerial statements, responded to 
Animal protection, 5193-5194 
Earth Day, 6197 
Environment industry, 1052, 6397 
Greenhouse gas emissions, 6998 
Pesticides, 1243-1244 
Toxics reduction, 5956-5957 
Waste Reduction Week, 3448 
World Water Day, 470-471 
Ministry of Aboriginal Affairs 
new relationship fund, 2295 
Ministry of Agriculture, Food and Rural Affairs 
Ontario cattle, hog and horticulture program, 3644 
Ministry of Community and Social Services 
passport program, 2948 
Ministry of Municipal Affairs and Housing 
Ontario disaster relief assistance program (ODRAP), 
5624 
Ministry of Natural Resources 
budget reduction, 678 
Living Legacy, 4309-4310 
Natural disasters 
floods 
Grand River, 5624 
Northern Ontario 
economic development, 662 
Occupational Health and Safety Amendment Act 
(Violence and Harassment in the Workplace), 2009 
(Bill 168) 
second reading, 8020 
Ontario budget speech (25 March 2008) 
responded to, 662, 677-678 
Ontario budget speech (26 March 2009) 
responded to, 5754-5755, 5760 
Ontario disability support program (ODSP) benefits 
clawback, 2943 
Ontario health insurance plan (OHIP) 
chiropractic/physiotherapy services 
delisting, 903 
Ontario health premium, 822, 901-903 
Ontario Lottery and Gaming Corp. (OLG) 
reform, 7621 
Ontario Power Generation gas-fired generating station 
southwest GTA, 7582-7583 
Ontario Works program benefits 
temporary care assistance (TCA), 3858 
Opposition day motions, responded to 
Child care, 3857-3858 
Electronic health information, 8282-8283, 8629 
Government accountability, 6013 
Government spending, 5808 
Health care oversight, 8435-8437 
Hospital services, 6412-6414 
Ontario economy, 1114-1115, 3462-3463 
Rural schools, 2267-2268 
Taxation, 6517-6518 
Tobacco control, 1483-1484 
Violent crime, 3659 
Young offenders, 3018 
Oral questions, presented 
Aboriginal affairs, 2295 
Aboriginal land claims, 5385-5386, 6189-6190, 8648- 
8649, 8867-8868, 9123 


SPEAKER INDEX / INDEX DES INTERVENANTS 


Barrett, T. (PC, Haldimand—Norfolk) (continued) 
Assistance to farmers, 7963 
Automobile industry, 6333-6334 
Development fees, 377, 422, 477, 525-526, 689, 1208 
Environmental protection, 9497 
Government appointments, 9540-9541 
Gypsy moth infestation, 651 
Highway tolls, 9216 
Labour dispute, 9368 
Manufacturing jobs, 5228 
Native land disputes, 52, 1061, 1103, 1469-1470, 1572, 
1608-1609, 1881, 1922 
Ontario economy, 5779 
Propane explosion, 4245 
Public transit, 5828-5829 
Smoking cessation, 6437 
Stelco, 5468-5469 
Taxation, 5732 
Tobacco industry, 837, 4862, 6550 
Toxics reduction, 8348-8349 
Violent crime, 3639 
Waste disposal, 8259 
Persons with disabilities 
government funding, 2945 
services, 2943 
Pesticides/herbicides, 4909 
ban on use and sale of cosmetic pesticides, 1243, 1840- 
1846 
exemptions, 1841, 1843-1844 
health risks, 2014 
regulations, 5191 
glyphosate, 1840 
Malathion, 1841 
regulations, 4474 
2,4-D, 1840, 1843 
Petitions 
Aboriginal land dispute, 8832 
Aggregate extraction, 6149-6150 
Assistance to farmers, 4870 
Cemeteries, 7092 
Cosmetic pesticides, 7239 
Driver licences, 302, 3653, 4589 
Emerald ash borer, 658-659 
Gypsy moths, 901 
Lord's Prayer, 839 
Native land dispute, 56, 201 
Nuclear energy, 6999 
Ostomy supplies, 1066 
Sale of domestic wines and beers, 8556, 8792 
Sales tax, 4830, 4871, 5197 
Taxation, 7972-7973, 8739 
Wind turbines, 7972 
Plea bargaining 
VanEvery, Donald (convicted gun runner), 3639 
Police memorials 
Ontario Police Memorial (Queen's Park), 6808 
Population growth 
Durham region, 2689 
Poultry industry, 65 
supply management, 65 
Private members’ public business 
Climate Change Awareness Act, 2009 (Bill 208) 
second reading, 8326-8327 
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Environmental Assessment Amendment Act, 2008 (Bill 
123) 
second reading, 4314-4315 
Lake Superior Day 
responded to, 4309-4310 
Signage to Promote Ontario Grown Agricultural Food 
Products Act, 2008 (Bill 98) 
second reading, 3062-3063 
Single-Use Bottled Water Ban Act, 2008 (Bill 112) 
second reading, 3942-3943 
Sustainable Water and Waste Water Systems 
Improvement and Maintenance Act, 2010 (Bill 237) 
second reading, 9392-9393 
Tire disposal 
responded to, 929 
Tobacco Tax Reduction Act, 2009 (Bill 199) 
second reading, 7545-7547, 7552 
Truth About Caledonia Act, 2009 (Bill 146) 
second reading, 5493-5495, 5500 
Wind turbines 
responded to, 8333-8334 
Zero Waste Day Act, 2010 (Bill 247) 
second reading, 9562-9564 
Propane explosions 
Sunrise Propane 
air/water quality tests, 4245 
Property rights, 7086 
Property Rights and Responsibilities Act, 2009 (Bill 190) 
first reading, 7086 
Provincial Animal Welfare Act, 2008 (Bill 50) 
general discussion, 5193-5194 
Public education campaigns 
Climate Change Awareness Day, 8326-8327 
Earth Day, 6197 
Flick Off, 3053 
World Water Day, 470 
Public inquiries 
administration of justice, law enforcement and 
ownership of land within Haldimand Tract, 4868, 
5493-5494 
bail system, 3659 
Public Sector Expenses Review Act, 2009 (Bill 201) 
second reading, 7598, 7605, 7615, 7621 
time allocation motion 
responded to, 7666-7667 
Rainwater, 6339 
Reports 
A Game of Trust: Investigation into the Ontario Lottery 
and Gaming Corporation's Protection of the Public 
From Fraud and Theft (André Marin), 7621 
Ready to Grow: Making Ontario's Environment Industry 
a World Leader at Home and Abroad (Deloitte 
Consulting), 6397 
Rural Ontario 
transit funding, 5829 
School boards 
responsibility for student achievement, 7357 
School cafeterias 
ban on trans fat in food and beverages, 216 
Schools 
closure 
rural Ontario, 2267-2268 
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Barrett, T. (PC, Haldimand—Norfolk) (continued) 
Services and Supports to Promote the Social Inclusion of 
Persons with Developmental Disabilities Act, 2008 
(Bill 77) 
third reading, 2943-2946, 2948 
public consultation, 2943, 2945-2946 
Signage 
promotion of agricultural food products 
farmers permitted to post seasonal, directional signs 
on land adjacent to highways, 3062-3063 
Simcoe county 
population growth, 2704-2705 
Single-Use Bottled Water Ban Act, 2008 (Bill 112) 
second reading 
public consultation, 3942 
Small business 
tax reduction, 5760 
Smoke-Free Ontario Amendment Act, 2008 (Bill 69) 
second reading, 1878 
Smoke shops 
Argyle Street (Caledonia), 6437 
Smoking, 6437, 6550 
ban on smoking in cars with children present, 1878 
Smoking cessation programs, 6437 
Steel industry, 5228 
Student Achievement and School Board Governance Act, 
2009 (Bill 177) 
second reading, 7357 
Tax increases, 3408-3409 
Throne speech debate 
participation, 390-394 
Time allocation motions 
Environmental Protection Act (Greenhouse Gas 
Emissions Trading), 2009 (Bill 185) 
responded to, 8961-8962 
Public Sector Expenses Review Act, 2009 (Bill 207) 
responded to, 7666-7667 
Tire tax, 929 
Tobacco industry, 184 
Tobacco products 
illegal sale, 1483 
Tobacco tax 
law enforcement, 4594 
reduction, 1483, 7552 
Tobacco Tax Reduction Act, 2009 (Bill 199) 
first reading, 7282-7283 
Toxic substances 
health risks, 6298 
methylene diphenyl diisocyanate (MDI), 7172 
reduction plan, 5956-5957, 6292-6299, 6542-6543, 7174 
definition of toxic substance, 6294-6295, 7169-7172 
emissions reduction, 7166 
impact on food industry, 8348-8349, 8439-8440 
petroleum industry, 6327 
regulation and enforcement, 6296-6297 
role of federal government, 6295 
Toxics Reduction Act, 2009 (Bill 167) 
second reading, 6292-6299, 6301, 6314, 6327, 6373- 
6374, 6376, 6542-6543 
third reading, 7165-7172, 7174, 7180 
amendments, 7165-7166, 7168 
Transit systems 
gasoline tax funding, 5829 
government funding, 5828-5829 


Treaties 
Nanfan Treaty, 1208 
Tributes 
Marshall, David (judge, Ontario Superior Court of 
Justice), 8922 
Truth About Caledonia Act, 2009 (Bill 146) 
first reading, 4868 
Unemployment 
increase, 391 
United States 
American Clean Energy and Security Act, 2009, 7294, 
7299-7300, 7314, 8961 
carbon dioxide emissions, 7296-7297 
Clean Energy Jobs and American Power Act, 8961 
Massachusetts Toxics Use Reduction Act, 5956, 6292- 
6294, 6314, 6373-6374 
United States Code 
Chapter 11, 4227 
U.S. Steel Canada 
layoffs, 5228, 8828-8829, 9368, 9479-9480 
Waste management/programs 
tire recycling program, 929 
fees, 8259-8260 
waste diversion, 3448 
waste reduction, 9562-9564 
Water utilities 
regulation, 9391-9392 
Western Climate Initiative, 6998, 7295, 7299 
Wind turbines 
health effects 
moratorium on new projects pending review of health 
effects, 8333-8334 
Workplace Safety and Insurance Amendment Act, 2008 
(Bill 119) 
general! discussion, 4063-4064 
second reading, 3821 
Youth crime, 3018 | 
Zehrs Markets, 2944 


Bartolucci, Hon. R. (LIB, Sudbury) 
Aboriginal communities 
police services, 498, 6888, 8601 
Aboriginal land claims 
Caledonia, 1572, 9448 
responsibility for services provided by Ontario 
Provincial Police, 52 
Animal protection, 733-734, 1585-1586, 3150, 3152, 
3154, 5193 
exemptions for wildlife, agriculture and veterinary 
practices, 5193 
false complaint regarding animal in distress, 3152 
law enforcement animals, 5193 
penalties for abusing animals, 3151, 5193 
regulation and enforcement, 3159 
veterinarians to report abuse and neglect, 5193 
Anniversaries 
Ontario Provincial Police 100th anniversary, 5582-5583 
Annual reports 
Office of the Auditor General of Ontario Annual Report 
(2007), 167, 187-188 
Office of the Auditor General of Ontario Annual Report 
(2008), 4572 
Autopsy, 4369 
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Bartolucci, Hon. R. (LIB, Sudbury) (continued) 
Bail hearings 
by video, 654 
Central East Correctional Centre 
contagious virus, 654, 694 
Chief Coroner for Ontario 
disclosure of information, 4370 
Child pornography, 2780 
Christopher's Law (Sex Offender Registry) Amendment 
Act, 2008 (Bill 16) 
first reading, 186 
ministerial statement, 187-188 
second reading, 698-700, 1339 
Community safety, 172, 6227 
Community safety programs 
community policing partnership program, 4021 
Safer Communities - 1,000 Officers Partnership 
program, 1412, 1829, 4021, 6277 
Coroner inquests 
death on premises of correctional institutions, 4371 
Goodwin, James and Ricardo Wesley (died in jail fire), 
5384-5385 
lroaga, Aju (missing tree planter), 1203-1204 
Kashechewan fire 
jury recommendations, 6888 
Liang, Shao-Fang; Vivian and Ivan Chau (murder 
victims), 4022, 4061 
Osidacz, Jared (murder victim), 1100, 1165, 1718, 
2126, 2898, 5687 
power of Minister of Community Safety and Correctional 
Services to hold inquest repealed, 3538, 4370-4372 
Coroners Act, R.S.O. 1990, c.C.37 
section 22 (Minister may direct coroner to hold inquest), 
4022 
Coroners Amendment Act, 2009 (Bill 115) 
general discussion, 7730 
first reading, 3537 
ministerial statement, 3537-3538 
second reading, 4369-4373 
public consultation, 4378 
repeal of section 22 of Coroners Act, 4370, 4372 
Correctional centres, 5186 
construction, 5119 
Correctional services, 6990 
Court security 
costs, 53-54 
Crime, 478 
violent crime, 6227 
Crime prevention, 3136-3137, 3837, 8417-8418, 8501 
Death investigation oversight council, 3537-3538, 4370, 
7652 


complaints committee, 3538, 4370 
Death investigations 
aboriginal communities, 3045 
Diesel spills 
Attawapiskat First Nation, 5995 
Disaster relief 
Haiti earthquake victims (12 January 2010), 9447 
Drivers 
impaired drivers, 4392 
Emergency management, 1605, 6561-6562, 6643 
Emergency Management and Civil Protection Act, R.S.O. 
1990, c.E.9, 6562 
Emergency Management Ontario (EMO), 7524 
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red alert program, 6562 
Trillium Response, 4031-4032, 6562 
Emergency survival kit, 6643 
Fatalities 
Farlow, Annie (infant in hospital care), 7731-7732 
Federal government 
police officer recruitment fund, 1412, 6277 
2,500 front-line police officers program, 3088-3089 
Fire safety, 502 
Fire sprinklers 
mandatory fire sprinkler systems in retirement homes, 
8350-8351 
Firefighter memorials 
Queen's Park 
vandalism, 8996 
Firefighters 
occupational health and safety, 8995 
volunteer firefighters, 55 
Forensic pathologists 
registry, 4370 
Forensic pathology, 4370 
Government record 
Liberal (2003-2010) 
community safety, 1829 
NDP (1990-1995) 
correctional centres, 5119 
correctional services, 5186-5187, 6990 
police services, 6888 
Government service transfer to municipal jurisdiction 
return to provincial jurisdiction 
court security costs, 4025 
Handguns 
ban, 772 
Highway safety 
aircraft enforcement program, 1970 
Highways 
naming highways in memory of fallen police officers, 
5189 
Human smuggling, 8869 
Interprovincial Policing Act, 2009 (Bill 203) 
first reading, 7484 
ministerial statement, 7484-7485 
second reading, 7719-7722 
time allocation motion 
presented, 8967-8968 
Kevin and Jared's Law (Child and Family Services Statute 
Law Amendment), S.O. 2006, c.24, 1100 
Members'/ministers' privileges 
wearing of pins/ribbons/buttons, 3150 
Members/ministers quoting press releases 
Canadian Police Association, 379 
Members/ministers quoting reports 
Office of the Auditor General of Ontario Annual Report 
(2007), 191 
Members/ministers quoting statements 
Gandhi, Mahatma (spiritual and political leader), 3150 
MacDonald, Kate (chief executive officer, Ontario 
Society for the Prevention of Cruelty to Animals), 
1063, 1586 
MacDonald, Shelagh (Canadian Federation of Humane 
Societies), 3151 
Tkachyk, Melissa (World Society for the Protection of 
Animals), 1586 


SPEAKER INDEX / INDEX DES INTERVENANTS 


Bartolucci, Hon. R. (LIB, Sudbury) (continued) 
Members'/ministers' remarks 
withdrawn, 5280 
Mental health care, 4061 
Ministerial statements, presented 
Animal protection, 733-734, 5193 
Coroner's office, 3537-3538, 7651-7652 
Crime Prevention Week, 3837, 8417-8418 
Emergency preparedness, 4031-4032, 6561-6562 
Impaired driving, 4391-4392 
Law enforcement, 7484-7485 
Ontario Police Memorial, 6446 
Ontario Provincial Police, 5582-5583 
Police Association of Ontario, 8609-8610 
Police services, 1412, 6277 
Police Week, 1829, 6811-6812 
Sex offender registry, 187-188 
Ministers redirecting oral questions, 478, 1971, 2390, 
4061, 6941 
Ministry of Community and Social Services 
Constable Joe MacDonald Public Safety Officers’ 
Survivors Scholarship Fund Committee, 5189 
Ministry of Community Safety and Correctional Services 
Attendance Support Management Pilot Program for 
correctional officers, 8213-8214 
Natural disasters 
tornados (20 August 2009) 
government funding for affected communities, 7524 
Offenders 
disclosure of information, 166 
transfer of Christopher Goodwin to Keele Community 
Correctional Centre, 165 
Office of the Chief Coroner 
death investigation system, 3537-3538, 4369-4371 
appointment of other individuals to perform coroner's 
duties, 4371 
organ and tissue retention and disposition, 4371, 7652 
modern facility, 4369 
Ontario Association of Chiefs of Police, 1412, 6277 
Ontario Association of Police Services Boards, 1412, 6277 
Ontario Provincial Police (OPP), 192, 5582-5583 
budget increase, 167 
investigations 
lroaga, Aju (missing tree planter), 1203-1204 
Ontario Society for the Prevention of Cruelty to Animals 
(OSPCA), 3152, 5193 
affiliation of humane societies, 3152 
charge owner with causing and permitting distress to 
animal, 3151 
government funding, 1585 
immediate action if animal is in distress, 3152 
inspect and determine whether standards of care are 
met, 3151 
inspect premises where animals are sold, 3151 
investigation of Toronto Humane Society, 8916-8917 
warrantless entry for inspectors, 3151 
Oral questions, responded to 
Aboriginal land dispute, 9448 
Aboriginal programs and services, 6888 
Animal protection, 1515, 8916-8917 
Animal protection legislation, 1063, 1714 
Attawapiskat First Nation, 5995 
Child pornography, 2779-2780 
Child protection, 4999-5000 
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Community policing, 498 
Coroner's inquest, 4022, 5384-5385 
Coroner's office, 3045, 7730-7731 
Correctional facilities, 654, 694, 2346, 4904-4905 
Correctional facility employees, 4573 
Correctional services, 2210, 2438, 6990, 7477 
Court security, 53-54 
Crime prevention, 478, 8501 
Disaster relief, 2390, 7524, 9447 
Disciplinary hearing, 5466 
Domestic violence, 1100-1101, 1165, 1718, 2126, 2898, 
5687-5688 
Don jail, 5119, 5186-5187 
Electronic surveillance program, 4020-4021 
Emergency preparedness, 1605, 6643 
Fire safety, 502, 8350-8351 
Firearms control, 772 
Firefighters, 8995-8996 
Highway safety, 1970 
Human trafficking, 8869-8870 
Injured workers, 8213-8214 
Mental health services, 4061 
Municipal finances, 4025 
Native land disputes, 52, 1572 
Nuclear waste, 6883-6884 
Parole system, 166 
Police, 4021-4022, 8602 
Police officers, 172-173, 379, 3088-3089, 5189 
Sex offender registry, 167, 191-192, 195, 230-231 
Smoking cessation, 6437 
Special investigations unit, 8601 
Tobacco control, 740, 996, 1054-1055, 1211, 4572, 
5279-5280, 5734, 7695 
Tobacco smuggling, 686, 4379 
Use of tasers, 4422-4423 
Violent crime, 3136-3137, 6227 
Volunteer firefighters, 55 
Workplace safety, 1203-1204 
Pathologists 
registry, 3538 
Pediatric autopsy, 4369 
Pediatric forensic pathology 
public inquiries, 3537, 4369 
Police 
investigations by 
conduct of Dave Switzer and Doreen Henderson, 7477 
Police Association of Ontario, 8609-8610 
Police-government partnerships, 4021 
Police memorials 
Ontario Police Memorial (Queen's Park), 6446 
Police officers, 6437 
hiring, 172-173, 379, 3136, 6277 
federal government funding, 172-173 
use of tasers, 4422 
Police services, 498, 4572 
cross-border policing, 7484-7485, 7719-7722, 8968 
resolution signed by Ontario and Quebec for 
reciprocal legislation, 8967-8968 
government funding, 8602 
Provincial Animal Welfare Act, 2008 (Bill 50) 
general discussion, 1063, 1515, 5193 
public consultation, 1063, 1714 
first reading, 732 
second reading, 1585-1586 
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Bartolucci, Hon. R. (LIB, Sudbury) (continued) 
third reading, 3150-3154, 3159 
public consultation, 3151 
Provincial-municipal partnerships 
provincial-municipal fiscal and service delivery review, 
Public education campaigns 
Crime Prevention Week, 3837, 8417-8418, 8501 
Emergency Preparedness Week, 1605, 6561-6562, 
6643 
International Peace Officers Memorial Day, 6811 
Police Week, 1829, 6811-6812 
Public inquiries 
Ipperwash Provincial Park blockade (6 September 
1995), 6888 
Osidacz, Jared (murder victim), 5688 
Reports 
Inquiry Into Pediatric Forensic Pathology in Ontario 
(Stephen Goudge), 3537, 4369-4371, 5000, 7561- 
7562 
RIDE (program), 4391-4392 
Sex offender registry, 187-188, 231, 698-700, 1339 
compliance rates, 699 
misallocation of operational funds, 195, 231 
public inquiries, 191 
notification of registry re sex offenders, 187 
public inquiries, 230 
registration requirements, 699 
Sex offenders, 231, 2780 
registration, 187-188 
Smoking, 740 
reduction in smoking, 1054-1055 
Smoking cessation, 1054-1055 
Smuggling, 686, 740, 5734 
Solitary confinement 
Ahmad, Fahim; Zakaria Amara, Mohammed Dirie, 2210, 
2437 
Speaker 
election (28 November 2007) 
congratulatory remarks, 52 
Supply Chain and Logistics Coordination Alliance, 6562 
Time allocation motions 
Interprovincial Policing Act, 2009 (Bill 203) 
presented, 8967-8968 
Tobacco products 
illegal sale, 996, 1211, 5279-5280, 7696 
regulation and enforcement, 4379 
Tobacco tax 
law enforcement, 4572 
Toronto Police Service 
Toronto anti-violence intervention strategy (TAVIS), 6227 
Uniform Law Conference of Canada, 7720 
Waste 
nuclear/radioactive waste 
Sudbury, 6883-6884 


Bentley, Hon. C. (LIB, London West) 

Aboriginal blockades 

Highway 6 overpass, 1880-1881 
Aboriginal communities 

police services 

government funding, 7034 

Aboriginal land claims 

Caledonia, 8867-8868, 9544-9545 
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role of Minister of Aboriginal Affairs, 1917-1918 
Aboriginal peoples, 4782, 9276-9277 
Accounting Professions Act, 2009 (Bill 158) 
first reading, 5517 
Administration of justice, 3771, 4102-4103, 4287, 4821- 
4822 
collection of data re court wait times, plea bargains, bail 
violations, court adjournments, 4577 
Krasniqi, Arber case, 4645 
Apology, 3146-3147, 3501, 5392 
Apology Act, 2008 (Bill 59) 
general discussion, 5392 
Apology Act, 2009 (Bill 108) 
first reading, 3146 
ministerial statement, 3146-3147 
second reading, 3501 
third reading, 5392 
Appointments 
Anand, Raj (nomination as chair, Human Rights Legal 
Support Centre), 835-836 
Awards 
Victim Services Awards of Distinction, 6278 
Bail, 3634-3635, 3658, 3677, 3680 
O'Brien, Nathaniel (murder suspect), 3376 
British Columbia 
recovery of tobacco-related health care costs from 
manufacturers of tobacco products, 6827-6828 
Budget Measures and Interim Appropriation Act, 2008 
(No. 2) (Bill 114) 
second reading, 3586 
Business 
regulation, 3399 
Casinos 
used to launder proceeds of crime, 2161-2162 
Child custody, 4890-4891 
criminal record checks, 6609 
Child protection, 2901, 6609 
Ontario Association of Chiefs of Police and Ontario 
Association of Children's Aid Societies police 
records protocol, 9075-9076 
services, 4964 
Compensation 
Truscott, Steven (victim of miscarriage of justice), 1925 
victims of Dr. Charles Smith's work in child-death 
investigations, 4419 
Construction industry 
underground economy, 4087 
Consumer protection 
ticket resale practices, 6395-6396 
Coroner inquests 
Kashechewan fire 
jury recommendations, 7033-7034 
Court administration 
court adjournment, 4574-4575, 4577 
Court cases/actions 
Baltovich, Robert (re murder of Elizabeth Bain), 1246 
legal and consulting fees paid re Ontario Realty Corp. 
case, 4860 
O'Brien, Nathaniel (murder suspect), 3321 
Snobelen, John re firearm charges, 1420 
Varughese, Saramma and Susan John (murder 
victims), 3437-3438, 3676-3677, 3726, 4645 
victims of SARS, 5033 
Virgoe, David (street racing victim), 2292, 2394 
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Bentley, Hon. C. (LIB, London West) (continued) 
Court reporters, 7076 
Crime 
gun-related crime, 478, 3634, 3639, 3658, 3679 
Crime prevention, 1608, 3567-3569, 3635, 3678-3679, 
3728, 4287 
Criminal Code of Canada, 3567-3568 
section 293, 2208 
Criminal justice, 4574 
federal government responsibility, 3567-3568 
Discrimination, 4631 
Domestic violence, 4889-4890, 4964-4965 
access to restraining order, 6686 
Driving offences, 2344 
Economic conditions, 3396-3399 
Election Statute Law Amendment Act, 2010 (Bill 231) 
first reading, 9130 
ministerial statement, 9133 
second reading, 9281-9282 
Elections/by-elections 
barrier-free access, 9281-9282 
fixed dates, 9282 
Electoral process reform, 9281-9282 
authority of Chief Electoral Officer to appoint election 
officials, 9134 
authority of Chief Electoral Officer to modify voting 
process, 9281 
citizens' assemblies, 9282 
Families at risk, 4889 
Family law 
child support, 4156 
evidence in custody hearings, 4156 
pension plans, 4156, 4891, 4964 
reform, 4889-4891, 4893 
restraining orders, 4156, 4248, 8213 
Family Statute Law Amendment Act, 2009 (Bill 133) 
general discussion, 6686 
first reading, 4155 
ministerial statement, 4155-4156 
second reading, 4889-4891, 4893, 4964-4965 
third reading, 6608-6609 
Family support payments 
annual financial disclosure, 4891 
Fatalities 
Varughese, Saramma and Susan John (murder 
victims), 3376 
Federal government record 
Conservatives (2006-2009), 2989 
hiring of police officers, 3020 
Firearms 
smuggling, 2206 
Firearms control, 2205-2206 
Fishers 
harassment, 55 
French-language debates 
Déclarations ministérielles et reponses 
Droit de la famille, 4156 
Droits des peuples autochtones, 9276 
Loi sur la présentation d'excuses, 3146 
Profession de parajuriste, 5692 
Protection du consommateur, 6395 
Réforme électorale, 9133 
Saine gestion publique, 8220 
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Semaine nationale de sensibilisation aux victimes 
d'actes criminels, 6278 
Victimes d'actes criminels, 984-985 
Loi de 2009 sur les professions comptables, projet de 
loi 158 
premiére lecture, 5517 
Gladue (Aboriginal Persons) Court Support Program, 4782 
Good Govemment Act, 2009 (Bill 212) 
first reading, 8219 
ministerial statement, 8219 
second reading 
technical briefings for members, 8361, 8365 
time allocation motion 
responded to, 8561-8562 
technical briefings for members, 8561-8562 
Government accountability, 8220 
Government orders 
Ontario economy 
responded to, 3396-3399 
Government record 
Liberal (2003-2010) 
crime prevention, 3020 
PC (1995-2003) 
legal aid, 5687 
Handguns, 3639 
ban, 772, 2778, 2989 
smuggling, 2989 
Hate crime, 2126, 3965 
Human rights, 164, 2126, 4631 
Human Rights Code Amendment Act, S.O. 2006, c.30, 
164 
Human Rights Legal Support Centre, 4631 
Increasing Access to Qualified Health Professionals for 
Ontarians Act, 2008 (Bill 97) 
third reading, 3986 
Industry 
London region, 3398 
Investing in Ontario Act, 2008 (Bill 35) 
second reading, 1035 
Judges 
unified family court judges, 4890 
Juries Act, R.S.O. 1990, c. J.3 
amended by Bill 212, 8220 
Jurors 
criminal record checks, 6941, 8220, 8361 
Jury rolls : 
aboriginal representation, 2668 
Jury system, 6941-6942 
Justice 
access to, 5687, 5692 
Labour mobility 
public accountants, 7227 
Layoffs, 3397 
Legal aid 
government funding, 7479 
Liberal Party (federal) 
platforms 
economic development, 2989 
employment insurance, 2989-2990 
Members/ministers quoting newspaper articles 
Dunnville Chronicle, 1917-1918 
Members/ministers quoting reports 
Modemizing Ontario's Electoral Legislation: Report of 
the Select Committee on Elections (2009), 9134 
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Bentley, Hon. C. (LIB, London West) (continued) 
Mining industry 
provincial-aboriginal relations, 615 
Ministerial statements, presented 
Aboriginal rights, 9276-9277 
Apology legislation, 3146-3147 
Consumer protection, 6395-6396 
Electoral reform, 9133-9134 
Family law, 4155-4156 
Good governance, 8219-8220 
National Victims of Crime Awareness Week, 6277-6279 
Paralegals, 5692 
Tobacco-related health care costs, 5240 
Victims of crime, 984-985 
Ministers redirecting oral questions, 55, 772, 1248, 1307, 
5033, 5614 
Ministry of the Attorney General 
aboriginal community justice programs, 6279 
government funding, 5384 
aboriginal victims support grant program, 6279 
child victim/witness program, 6278 
domestic violence court program, 6278 
Justice on Target strategy, 4574-4575, 4577 
partner assault response (PAR) program, 6278-6279 
supervised access program, 6278 
SupportLink, 6278 
victim quick response program, 1167, 6278 
victim/witness assistance program (VWAP), 6278 
Ministry of Citizenship and Immigration 
grants to community organizations 
police investigation, 234 
Municipal infrastructure 
government funding 
London, 1035 
Occupational training programs, 3398 
Offenders 
Arenburg, Jeffrey (paranoid schizophrenic) 
release, 128 
two-for-one credits, 3634 
Ontario Human Rights Code, 164 
Ontario Provincial Police (OPP) 
disciplinary hearing against Alison Jevons and Ken 
MacDonald, 3919-3920 
Ontario Women's Directorate 
domestic violence action plan, 6686 
Opposition day motions, responded to 
Violent crime, 3657-3659 
Workplace insurance, 4087 
Young offenders, 3020-3021 
Oral questions, responded to 
Aboriginal affairs, 4782, 5384 
Aboriginal land claims, 8867-8868 
Aboriginal land dispute, 9404, 9498-9499, 9544-9545 
Aboriginal programs and services, 7033-7034 
Aboriginal rights, 614-615 
Bain, Elizabeth, 1246, 1304 
Casinos, 2161-2162 
Child protection, 2901, 9074-9075 
Consumer protection, 5614 
Court reporters, 7076 
Court ruling, 1420 
Crime prevention, 478, 1608 
Domestic violence, 831-832, 892, 4248, 6685-6686, 
8213 
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Firearms control, 772, 2205-2206 
Hate crimes, 3965 
Human rights, 835-836, 2126-2127 
Infectious disease control, 5033 
Jury selection, 2668, 6941-6942 
Justice system, 4574-4575, 4577 
Labour mobility, 7227 
Legal aid, 7479 
Ministry of the Attorney General, 4821-4822, 4860 
Ministry of Citizenship and Immigration grants, 234 
Native land disputes, 1880, 1917-1918 
Ontario Lottery and Gaming Corp., 7476 
OPP disciplinary hearing, 3919-3920 
Pediatric forensic pathology inquiry, 4419 
Polygamy, 2208 
Proceeds of crime, 836-837 
Protection from harassment, 55 
Public inquiry legislation, 8492-8493, 8496, 8786 
Release of psychiatric offender, 128 
Road safety, 2292, 2344, 2394 
Special investigations unit, 2992 
Taxation, 5687 
Truscott, Steven, 1925 
Victims of crime, 1167-1168, 7478, 7578-7579, 7693, 
8212 
Violent crime, 3321, 3376, 3437-3438, 3567-3569, 3634- 
3635, 3637-3639, 3641, 3676-3680, 3726-3728, 
3730, 3770-3771, 4102-4103, 4287, 4291, 4645 
Walkerton tragedy, 420 i 
Young offenders, 2989 
Youth crime, 2732-2733, 2778-2779, 3571-3572 
Paralegals 
regulation, 5692 
Police 
investigations by 
murder of Bailey Zaveda, 3567 
Police officers, 3658 
hiring, 2778-2779, 2989, 3634 
Post-secondary education 
Reaching Higher: The McGuinty Government Plan for 
Postsecondary Education, 3397 
Public education campaigns 
International Human Rights Day, 163-164, 4631 
National Victims of Crime Awareness Week, 6277 
Public inquiries 
bail system, 3635, 3680 
Baltovich, Robert's prosecution, 1304 
scope and cost management, 8362, 8492-8493, 8496, 
8562, 8786 
Public Inquiries Act, R.S.O. 1990, c. P.41 
amended by Bill 212, 8220, 8492-8493, 8496, 8786 
Remedies for Organized Crime and Other Unlawful 
Activities Act, S.O. 2001, c.28, 836 
Reports 
Excessive Background Checks Conducted on 
Prospective Jurors: A Special Investigation Report 
(Information and Privacy Commissioner Ontario), 
8361 
Oversight Unseen: Investigation into the Special 
Investigation Unit's Operational Effectiveness and 
Credibility (André Marin), 2992 
Report of the Review of Large and Complex Criminal 
Case Procedures (Patrick LeSage, Michael Code), 
4575 
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Bentley, Hon. C. (LIB, London West) (continued) 
Review of the Roots of Youth Violence (Roy McMurtry, 
Alvin Curling), 3641 
Sentences (criminal procedure) 
pretrial custody credits, 3658, 3727, 3730 
Smoking, 5240, 5412 
Special investigations unit (SIU), 2992 
Supreme Court of Canada rulings 
Askov decision, 4574 
Task forces 
exit point task force, 4291, 4645 
Ticket Speculation Amendment Act, 2009 (Bill 172) 
first reading, 6395 
ministerial statement, 6395-6396 
Tickets 
prohibiting related primary and secondary ticket sellers 
from selling tickets to same events, 5614, 6395 
Time allocation motions 
Good Govemment Act, 2009 (Bill 212) 
responded to, 8561-8562 


Tobacco Damages and Health Care Costs Recovery Act, 


2009 (Bill 155) 
first reading, 5239 
ministerial statement, 5240 
second reading, 5409-5410, 5412 
third reading, 6827-6828 
Tobacco products manufacturers 
recovery of tobacco-related health care costs from 


manufacturers, 5240, 5409-5410, 5412, 6827-6828 


Tobacco-related diseases, 5240 
United States 
recovery of tobacco-related health care costs from 
manufacturers of tobacco products, 6827-6828 
Victims of crime, 2779, 6278 
compensation, 837, 984-985 
Marshall, Patricia (victim of criminal harassment) 
withdrawal of charges against offender, 7578-7579, 
7693, 8212 
services, 6278-6279 
Victims of domestic violence, 4890 
services, 892, 1167-1168, 3727 
Violence, 3641 
gun violence, 3678 
Violence against women, 4248 
Websites 
www.justiceontargetontario, 4577 
Workplace Safety and Insurance Board (WSIB), 4087 
Young offenders, 2732, 2989 
Young Offenders Act, R.S. 1985, c.Y-1, 2733 
Youth Cnminal Justice Act, S.C. 2002, c.1, 3021 
Youth/students 
government support, 3641 
Youth violence, 3571-3572 
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Animal protection 

Scarborough Bluffs cat colony, 8462 
Anniversaries 

Death of John Lennon 29th anniversary, 9041 
Athletes 

amateur athletes, 78 
Biomedical research 

government funding, 5923 


Birthdays 
Queen Elizabeth II, 6143 
Budget, 6275 
Budget Measures Act, 2009 (Bill 162) 
second reading, 6123-6125 
Capital works projects 
government funding, 6124 
Child and Family Services Statute Law Amendment Act, 
2009 (Bill 103) 
third reading, 4837-4838, 4874, 4879 
Child care, 543-544 
government funding, 543-544 
Child poverty, 174, 5095-5096 
Climatic changes, 7311 
Colleges of applied arts and technology (CAATs) 
Centennial College 
apprenticeship training, 4910 
Congratulatory remarks 
Smith, Nora (recipient, Volunteer Service Award), 886 
Conquest Vacations 
closure, 6077-6078 
Corporate tax reduction, 6809 
Debates re answers to oral questions 
Labour dispute 
participation, 9480-9481 
Early childhood education 
full-day learning for four- and five-year-old children, 5096 
Early childhood educators, 544 
Economic decline 
government response, 6123 
Employment insurance benefits 
Ontario workers, 283 
Employment Protection for Foreign Nationals Act (Live-In 
Caregivers and Others), 2009 (Bill 210) 
second reading, 8189-8193 
public consultation, 8189 
section 34, 8189-8190, 8193 
Energy 
renewable energy projects, 4951 
employment creation, 6778 
Entertainment industry 
government funding, 5923 
Environmental Protection Act (Greenhouse Gas 
Emissions Trading), 2009 (Bill 185) 
second reading, 7311-7314 
Exercise, 78 ; 
Federal government 
transfer payments 
equalization program, 427, 543 
universal child care benefit (UCCB) program, 543 
Festivals 
Durga Puja, 7648 
Foreign caregivers 
protection 
warrantless entry, 8189-8190, 8193 
Good Government Act, 2009 (Bill 212) 
second reading, 8379-8380, 8474 
Government record 
Liberal (2003-2010), 399-400 
NDP (1990-1995) 
omnibus bills, 8474 
PC (1995-2003) 
omnibus bills, 8474 
time allocation motions, 8380 
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(continued) 
Government service transfer to municipal jurisdiction 
return to provincial jurisdiction, 5088 
Greater Toronto and Hamilton Area Transit 
Implementation Act, 2009 (Bill 163) 
second reading, 5898-5899 
Green economy, 5358 
Green Energy and Green Economy Act, 2009 (Bill 150) 
second reading, 5358-5359, 5362-5365 
public consultation, 5362 
third reading, 6778 
Greenhouse gas emissions 
reduction 
cap and trade system (emissions trading), 7311-7312 
Harmonized sales tax, 5924-5925, 6124, 6275 
transition benefit 
$1,000 for single parents or couples, 5924 
Health.care funding 
government funding, 6913-6914 
Health care reform, 6915 
Health professionals 
expansion of scope of practice, 6914 
Health promotion, 6917 
Healthy Food for Healthy Schools Act, 2008 (Bill 8) 
second reading, 310-313 
Holidays 
Family Day, 9273-9274 
Hospital funding 
government funding, 6914 
Housing 
affordable, 6443 
Income tax reduction, 5924 
Interprovincial Policing Act, 2009 (Bill 203) 
second reading, 7897-7901 
Investment in Ontario, 505 
Members'/ministers' personal narratives, 6915 
Members/ministers quoting newspaper articles 
Toronto Star, 5925 
Members/ministers quoting statements 
Kennedy, John F. (former American president), 5923 
O'Neill, Tip (American politician), 5926 
Members'/ministers' remarks 
withdrawn, 8474 
Members' statements 
Animal protection, 8462 
Bangladesh, 5953 
Changa House, 7733 
City of Toronto, 5088 
Durga Puja, 7649 
Family Day, 9273-9274 
Federal-provincial fiscal policies, 283 
Guyana Independence Day, 6949 
Istam, Mohibul and Shamima Jesmin, 9177 
Lennon, John, 9041 
Mackey, James Page, 5286 
On-Track, 8152-8153 
Ontario budget, 6275 
Pan American Games, 8736 
Poverty, 6442-6443, 6559 
Providence Healthcare, 9323 
Public washrooms, 9 
Queen's birthday, 6143 
Rahman, Mehrub, 9002-9003 
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Renewable energy, 4951 

Second Base Youth Shelter, 8311 

Skills training, 4910 

Tamil Canadian community, 6994-6995 
Taxation, 6809 

Variety Village, 493, 9453 

Volunteers, 886 

Weatherhead, David Bennington, 5516-5517 


Midwives 


expansion of scope of practice, 6914 


Ministry of Children and Youth Services 


youth opportunities strategy, 5096 


Ministry of Health Promotion 


Active 2010 
communities in action fund (CIAP), 78 


Ministry of Municipal Affairs and Housing 


provincial rent bank program, 5096 
National/independence/memorial days 
Bangladesh Independence Day, 5953 
Guyana Independence Day, 6949 
Non-profit organizations 
Variety Village, 493, 9453 
Nurses 
hiring, 6914 
Occupational Health and Safety Act, R.S.O. 1990, c.0O.1, 
7728 


On-Track Career & Employment Services, 8152-8153 
Ontario budget speech (26 March 2009) 


responded to, 5923-5927 


Ontario child benefit (OCB), 5096, 6442-6443 
Opposition day motions, responded to 


Pension plans, 6711-6712 


Oral questions, presented 


Economic development, 505 
Healthy living, 78 
Occupational health and safety, 7728 
Poverty, 173-174 
School nutrition programs, 378-379 
Travel industry compensation fund, 6077-6078 
Parenting and family literacy centres, 5096 
Pension plans 
reform, 6712 
Petitions 
Community mediation, 4957 
Driver licences, 1002 
Education funding, 1000 
Employment insurance, 483, 572, 657-658 
Federal electoral representation, 202, 241-242 
Hospital funding, 747 
Ontario budget, 5892, 6003-6005, 6149, 6286, 6451, 
6815-6816, 6954 
Pope John Paul Il, 4869, 4913-4914 
Post-secondary education, 7161, 7238 
Public washrooms, 82, 340, 385, 424-425, 507, 697, 838 
Physiotherapists 
expansion of scope of practice, 6914 
Police services 
cross-border policing, 7898-7901 
Poverty, 173-174, 5095-5096 
Poverty Reduction Act, 2009 (Bill 152) 
general discussion, 5095, 5101 
Poverty reduction strategy, 5095-5096, 5101, 6442, 6559 
community hub program, 5096 
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Berardinetti, L. (LIB, Scarborough Southwest) 
(continued) 
Private members’ public business 
Child poverty 
presented, 5094-5096, 5101 
Day Nurseries Amendment Act (Not for Profit 
Corporations), 2008 (Bill 26) 
second reading, 543-544 
Human rights 
responded to, 9243 
Motor Vehicle Dealers Amendment Act (Disclosure of 
Lemons), 2009 (Bill 164) 
second reading, 6252 
Providence Healthcare, 9323 
Provincial Advocate for Children and Youth, 4874 
Public education campaigns 
Ontario Human Rights Day, 9243 
Regulated Health Professions Amendment Act, 2009 (Bill 
141) 
third reading, 5590 
Regulated Health Professions Statute Law Amendment 
Act, 2009 (Bill 179) 
second reading, 6913-6915, 6917 
Reports 
Breaking the Cycle: Ontario's Poverty Reduction 
Strategy, 5095-5096 
School cafeterias 
ban on trans fat in food and beverages, 310-313 
Social assistance, 5096 
Social assistance benefits 
increase, 6443 
Social housing, 379 
Social Policy Institute, 5096 
Speaker 
election (28 November 2007) 
congratulatory remarks, 9 
Sports competitions 
Pan American Games bid (2015) 
awarded to Toronto, 8736 
Tamil Canadians, 6994-6995 
Tax reduction, 6809 
Throne speech debate 
participation, 93, 399-401, 427-428 
Toronto, 5088 
Toronto Transit Commission (TTC) 
Eglinton Crosstown light rail transit, 5924 
Scarborough Rapid Transit, 5923-5924, 6124 
washrooms, 9 
Transit systems 
Eglinton rapid transit line, 5899 
Transportation infrastructure 
government funding, 5923-5924 
Travel Industry Council of Ontario (TICO), 6078, 6081 
Tributes 
Islam, Mohibu and Shamima Jesmin (artists), 9177 
Mackey, James Page (former Toronto Chief of Police), 
5286 
Rahman, Mehrub (poet, writer, actor and community 
activist), 9002-9003 
Weatherhead, David Bennington (former federal 
member, Scarborough West), 5516-5517 
Uniform Law Conference of Canada, 7898, 7900 
U.S. Steel Canada 
layoffs, 9480-9481 


Volunteers, 886 

Women's emergency shelters 
Changa House, 7733 

Youth shelters 
Second Base Youth Shelter, 8311 
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Aboriginal communities 
health care, 1309 
Athletes 
amateur athletes, 78 
government funding, 6555 
training facilities, 1367 
Automated external defibrillators (AED), 3921-3922 
Breastfeeding, 4418-4419 
Canadian Cancer Society 
Driven to Quit challenge, 1198-1199 
Canadian Olympic Committee 
Road to Excellence program, 2841 
Cancer 
skin cancer, 3141 
Coaches (athletics), 6185-6186 
Congratulatory remarks 
athletes, 2840-2841 
Debates re answers to oral questions 
Tobacco control 
participation, 3470 
Dental care, 5424 
Diabetes, 8551-8552 
Disease prevention, 3470 
Emancipation Day Act, 2008 (Bill 111) 
third reading, 4510 
public consultation, 4510 
Government notice of motions 
Legislative reform 
responded to, 1321-1322 
Health promotion, 3136 
Heart and Stroke Foundation of Ontario, 5089-5090 
Heart disease, 5089-5090, 9372-9373 
Hospitals 
Hospital for Sick Children 
Motherisk program, 4418 
Legislative process 
family friendly reforms, 1321-1322 
Members/ministers quoting statements 
Goodhand, Peter (chief executive officer, Canadian 
Cancer Society, Ontario division), 2563 
Rodriguez, John (mayor, Sudbury), 1056 
Ministerial statements, presented 
Black History Month, 5042, 9326-9327 
Diabetes, 8551-8552 
Healthy schools, 3690 
Heart Month, 5089-5090, 9372-9373 
Nutrition Month, 371 
Olympic and Paralympic athletes, 2840-2841 
Smoke-free Ontario and strategy, 1504 
Smoking cessation, 1198-1199 
Ministers redirecting oral questions, 740, 1054, 1060, 
1105, 1211, 1372, 5279, 5428, 5734, 6437 
Ministry of Education/Ministry of Health Promotion 
healthy schools recognition program, 3690 
Ministry of Health and Long-Term Care 
Children in Need of Treatment (CINOT) dental program, 
5424 
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Best, Hon. M.R. (LIB, Scarborough—Guildwood) 
(continued) 
chronic disease prevention and management, 1056 
Ontario heart health program, 3922, 5090 
Ontario midwifery program, 4419 
Ministry of Health Promotion, 3136, 3470 
action plan for healthy eating and active living, 371, 
7965, 9725-9726 
government funding, 6037-6038 
Active 2010, 1056 
communities in action fund (CIAP), 78, 1056 
EatRight Ontario, 371, 5090 
expenditures, 4470 
Focus community program, 4152, 4331 
Quest for Gold, 1367, 2841 
Ontario athlete assistance program, 6555 
Beres, Mike (recipient), 3827-3828 
Smoke-Free Ontario strategy, 7961 
Sport for More program, 7227-7228 
National/independence/memorial days 
Black History Month, 5042, 9326-9327 
Emancipation Day, 4510 
Nicotine replacement therapy products, 5950 
retail sales tax, 769-770 
Oral questions, responded to 
Aboriginal health promotion, 1309 
Alcohol and drug treatment, 4152, 4331 
Amateur sport, 3827-3828, 8997 
Anti-smoking legislation, 2028-2029, 7644 
Anti-smoking programs, 7149-7150, 8782 
Breastfeeding, 4418-4419 
Dental care, 5424 
Health promotion, 3136, 7965 
Healthy eating, 9726-9727 
Healthy living, 78, 6846 
Heart disease, 3921-3922 
Ministry spending, 4469-4470 
Pan American Games, 2992-2993 
Smoking cessation, 769-770, 5950, 6437, 7961 
Sports and recreation funding, 1056, 1103-1104, 1367, 
6185-6186, 6555, 7227-7228 
Sports funding, 9727 
Tanning salons, 3141 
Taxation, 6037-6038 
Tobacco control, 894, 954, 1101, 3324-3325 
Physical activity guidelines for children, 6846 
Private members’ public business 
Smoke-Free Ontario Amendment Act (Cigarillos), 2008 
(Bill 124) 
second reading, 4304-4305 
Tobacco Tax Reduction Act, 2009 (Bill 199) 
second reading, 7551 
Public education campaigns 
ban on smoking in cars with children present, 2563 
Diabetes Awareness Month, 8551 
Heart Month, 5089, 9372-9373 
Nutrition Month, 371 
Reports 
Review of the Roots of Youth Violence (Roy McMurtry, 
Alvin Curling), 4152 
Skin Cancer Prevention Act, 2008 (Bill 83) 
general discussion, 3141 
Smoke-Free Ontario Amendment Act, 2008 (Bill 69) 
first reading, 1504 


ministerial statement, 1504 
second reading, 1865-1866, 1868-1869 
third reading, 2557-2558, 2562-2563 
Smoke-Free Ontario Amendment Act (Ciganillos), 2008 
(Bill 124) 
third reading, 4508 
public consultation, 4508 
Smoking, 1101, 3324-3325, 3470, 4470, 6437, 7149 
ban on smoking in cars with children present, 1199, 
1504, 1865, 1868-1869, 2557-2558, 2562 
enforcement, 1865-1866, 2563 
second-hand smoke, 1504, 1865 
Smoking cessation programs, 2557, 4470 
government funding, 7551, 8782 
Speaker 
election (28 November 2007) 
congratulatory remarks, 78 
Sports and recreation 
government funding, 1103-1104 
Sports and recreation facilities, 1056, 3828, 6186 
government funding, 6038 
Sports competitions 
Pan American Games bid (2015), 2841, 2992, 3828 
awarded to Toronto, 8997 
Sports programs 
Own the Podium, 2841 
Tanning services/ultra-violet light treatment services 
sale or supply to persons under 19 prohibited, 3141 
Tobacco Control Statute Law Amendment Act, S.O. 2005, 
c.18, 2557, 3324-3325 
Tobacco products 
ban on retail display of cigarettes, 894, 954, 956, 1198- 
1199, 2028, 2562 
ban on sale of cigarillos/flavouring agents, 7644, 8782 
regulating package size, 4305 
purchase, 894 
Tobacco-related diseases, 2562 
Toronto Emergency Medical Services 
cardiac safe city program, 3921 
Websites 
www.healthyontario.com, 5090 
Youth Action Alliance, 7149 
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AbitibiBowater 
sale of hydro dams, 4648, 4696 
Aboriginal children 
education, 4249 
Aboriginal communities, 2170, 4430-4431, 5177-5178 
housing, 1484 
police services, 498, 9595 
Kashechewan First Nation, 348 
Nishnawbe-Aski nation, 348 
schools, 9613-9616, 9624 
Attawapiskat First Nation, 4249 
services, 8268-8269 
Agencies/boards/commissions/etc. 
disclosure of untendered contracts, 7332-7333 
expenditures 
review by Integrity Commissioner, 7671-7672 
Agricultural industry, 8236 
Animal Health Act, 2009 (Bill 204) 
second reading, 8228, 8232, 8236, 8240-8241, 8441- 
8443, 8445 
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Animal protection 
government funding, 1688 
private zoos, 1680, 1683, 1685 
Animal protection organizations 
use of term humane society restricted 
impact on Toronto Humane Society, 1686-1687 
Anniversaries 
Smooth Rock Falls Hospital 60th anniversary, 6274 
Appreciation « 
police officers, 8612 
Apprentices, 3262 
Apprenticeship and Certification Act, S.O. 1998, c.22 
amended by Bill 175, 8809 
Automobile industry 
bailout package, 4596-4597, 4601 
Chrysler Group LLC 
layoffs, 4856 
General Motors of Canada Ltd. 
layoffs, 4856 
Automobile insurance, 4457-4458 
Banks 
regulation, 3226-3227 
service charges, 4598 
Bridge maintenance 
transfer to provincial responsibility, 1056-1057, 1097 
Bridges 
overpass collapse (Laval), 1056 
Budget, 4856 
budget speech rehearsal, 5622 
Budget deficit, 6521 
Budget Measures and Interim Appropriation Act, 2008 
(No. 2) (Bill 114) 
second reading, 3625 
third reading, 4048-4052 
Building codes 
revision, 6761-6762 
Bullying, 7067 
Business 
government assistance, 4599 
Cable/satellite providers 
requirement to broadcast legislative proceedings of the 
province or territory, 3255 
Canada-United States relations, 3909-3910 
Canadian Mass Transit Vehicles Act, 2008 (Bill 31) 
first reading, 328 
Canadian Police Information Centre (CPIC), 3911-3912 
Capital investments, 4050 
Carpools, 4205-4206 
Casinos 
Casino Rama (Orillia) 
gambling-generated revenue, 351 
Charitable fundraising, 3835 
Child pornography 
reporting, 454-455 
law enforcement, 455 
Child sexual exploitation, 454 
Children's aid societies (CASs) 
aboriginal and Francophone services, 8829 
government funding, 8029 
oversight by Ombudsman, 7927-7928 
Timmins—James Bay 
Centre Jeanne Sauvé, 8505 
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Payukotayno : James Hudson Bay Family Service, 
8505, 8526, 8647-8648, 8683, 8820-8821, 9036, 
9077 
Colleges Collective Bargaining Act, 2008 (Bill 90) 
third reading, 2971-2972 
Colleges of applied arts and technology (CAATs) 
collective bargaining 
successor rights, 2971-2972 
Commercial loans 
government to backstop loans, 4050 
Commercial vehicle operator's registration (CVOR), 2589 
Committee process 
Bill 218, 8974 
Committees 
Select Committee on Elections, 2498 
Concurrence in supply debate (December 2008) 
participation, 4595-4601 
Concurrence in supply debate (December 2009) 
participation, 9144-9148 
Conferences/seminars/symposiums 
2010 OGRA/ROMA Annual Conference, 9406 
Congratulatory remarks 
National Students Against Impaired and Distracted 
Driving Day, 3448 
Conservation officers, 197 
Consumer credit, 4597-4598 
Consumer protection 
energy contracts, 1312-1313, 8357 
Coroner inquests 
Kashechewan fire 
jury recommendations, 6888, 7033-7034 
Corporate income tax, 3227-3228 
Corporate tax exemptions 
Ontario tax exemption for commercialization (OTEC) 
eligibility for refund, 3109-3110 
Corporate taxes 
deferred payment for research and development, 4599 
Corporations 
accountability for government funding, 6015 
Corporations Tax Act, R.S.O. 1990, c.C.40, 4049 
Cosmetic Pesticides Ban Act, 2008 (Bill 64) 
second reading, 2021 
Cosmetic surgery 
regulation, 4852 
Countering Distracted Driving and Promoting Green 
Transportation Act, 2009 (Bill 118) 
second reading, 4095, 4197-4202, 4205-4206 
public consultation, 4198-4200, 4202 
Court cases/actions 
Platinex Inc. v. Kitchenuhmaykoosib Inninuwug First 
Nation, 347 
Cross-border travel, 3909-3915 
requirement for passport/identity card 
impact on wait times for passports, 2281-2282 
Crown Forest Sustainability Act, 1994, S.O. 1994, c. 25, 
8808-8809 
Death investigations 
aboriginal communities, 3045 
Dialysis, 2523-2524 
Diamond industry, 6535 
Diamond royalty, 414 
Diesel spills 
Attawapiskat First Nation, 5995, 6332-6333 
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Bisson, G. (NDP, Timmins—James Bay) (continued) 
Doctor shortage 
Hearst, 2033 
Driver distractions, 3650, 4197-4199 
Driver education/training, 4033, 4213, 4455-4457, 4463 
Driver examinations 
northern Ontario, 7579 
Driver licences, 4457 
banned licences, 2086-2087, 2160 
graduated licences, 4454, 5985-5986 
restriction from carrying more than one passenger 
aged 19 and under, 4212-4213, 4442, 4455-4456, 
4458-4459, 4463 
zero blood alcohol concentration level for drivers 21 
years of age or younger, 4033, 4441, 4453-4454, 
4459, 4463 
personal information, 2087, 2160 
secure driver licences, 2282-2283 
senior drivers’ conditional licence, 9058-9060 
Driving 
ban on use of cellular telephones and electronic 
entertainment devices while driving, 3650, 4095, 
4197-4199, 4202, 4205, 4457 
hand-held tablets, 4095, 4200 
push-to-talk technology, 4200-4201 
two-way radio and dispatching system, 4200 
Economic conditions, 3226, 3232, 3625, 4595-4596 
Economic decline 
northern Ontario, 2799-2800 
Education Amendment Act (Keeping Our Kids Safe at 
School), 2009 (Bill 157) 
third reading, 7067 
eHealth Ontario 
expenditures 
accountability, 7670 
Election finance reform, 9135 
Elections/by-elections 
returning officers 
appointment, 2322 
Electoral process reform, 9135-9136 
Electricity rates, 3225 
impact on farmers, 8442 
industrial rates, 3231, 4051-4052, 4857, 9260 
Employers 
requirement to contribute 1% of payroll amount to 
workforce training, 3261-3262 
Employment, 2991 
Employment creation, 463 
Employment Protection for Foreign Nationals Act (Live-In 
Caregivers and Others), 2009 (Bill 210) 
second reading, 8160, 8163-8164, 8184-8189, 8192 
amendments, 8185-8186 
Employment standards, 4985 
allegations of abuse 
Dhalla, Ruby case, 8160, 8163, 8184-8185 
Employment Standards Amendment Act (Temporary Help 
Agencies), 2009 (Bill 139) 
second reading, 4985 
third reading, 6347, 6351-6352, 6354, 6359, 6363-6364 
Endangered Species Act, 2007 (Bill 184) 
general discussion, 2295 
integration into forest management plans, 2296 
Energy 
renewable energy, 5175-5176 
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renewable energy projects 
buy-Ontario provision, 6763 
employment creation, 6774 
incentives for homeowners, 6762-6763 
Energy conservation, 6761-6762, 6765 
smart meters, 5173 
Energy Consumer Protection Act, 2010 (Bill 235) 
second reading, 9260 
Energy efficiency, 1012 
Enumerators/enumeration, 2498-2499, 9135 
Evacuation 
Kashechewan First Nation reserve, 1423 
Far North Act, 2009 (Bill 191) 
ministerial statement 
public consultation, 7158 
Farmers 
government funding, 8443, 8445 
hog farmers 
Bartels, Wayne, 8228, 8447-8448 
Fatalities 
George, Dudley (lpperwash Provincial Park blockade (6 
September 1995)), 4430 
Federal government 
fiscal accountability, 6013-6014 
transfer payments 
equalization program, 2798-2799, 2802-2803, 3070 
Federal-provincial-municipal partnerships 
infrastructure, 4779-4780 
Federal-provincial relations, 359 
Fire sprinklers 
mandatory fire sprinkler systems in retirement homes, 
9065-9066 
Firearms 
driving with unlawfully possessed firearm in motor 
vehicle prohibited, 1356-1357 
First Nations Technical Institute 
government funding, 644-645 
Flight training, 4456 
Foreign caregivers 
protection, 8165 
warrantless entry, 8163-8164, 8186-8187, 8189, 8192 
Foreign workers 
agricultural workers 
protection, 8186 
Forest industry, 3225 
reduction in use of absorbable organic halides (AOX), 
6311-6313 
sawmill closures 
government response, 9146-9147 
Tembec sawmill (Smooth Rock Falls), 7651, 7693- 
7694, 7828 
Forest resources management, 8808-8809 
French-language debates 
Affaires d'intérét public émanant des députés 
Loi de 2008 modifiant la Loi sur les relations de travail 
(accréditation), projet de loi 65 
deuxiéme lecture, 1556 
Déclarations des députés 
Affaires francophones, 66 
Bénévoles, 1195 
Bouthillier, Jack, 5787 
Hopital de Smooth Rock Falls, 6274 
Loisirs dans les régions du nord, 6756 
Radio communautaire, 4153 
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Bisson, G. (NDP, Timmins—James Bay) (continued) 
Soutiens a l'emploi, 3143-3144 
Déclarations ministérielles et reponses 
Journée nationale du souvenir des victimes de la 
route, 4068 
Recherche scientifique, 6499-6500 
Semaine nationale des biotechnologies, 7487-7488 
Jour de l'opposition 
Taxation, 6520 
Loi de 2010 modifiant des lois en ce qui concerne 
l'apprentissage des jeunes enfants a temps plein, 
projet de loi 242 
deuxiéme lecture, 9611-9612, 9615 
Loi de 2009 modifiant la Loi sur les normes d'emploi 
(agences de placement temporaire), projet de loi 
139 
troisieme lecture, 6347-6350 
Loi de 2009 modifiant la Loi sur les professions de la 
santé réglementées, projet de loi 141 
deuxiéme lecture, 4850 
Loi de 2008 modifiant le Code de Ia route (systeémes 
limiteurs de vitesse), projet de loi 41 
troisieme lecture, 2589, 2592-2593 
Loi de 2009 sur le réglement des conflits de travail a 
l'Université York, projet de loi 145 
deuxiéme lecture, 4771 
Loi de 2009 sur I'énergie verte et I'6conomie verte, 
projet de loi 150 
deuxiéme lecture, 5067-5068 
Loi de 2008 sur I'Office des télécommunications 
éducatives de langue frangaise de I'Ontario, projet 
de loi 55 
deuxiéme lecture, 1622-1623, 1631-1635 
troisieme lecture, 2382-2385 
Ordre du jour 
Heures de séance, 7068-7070 
Pétitions 
Services diagnostiques, 7929, 8076-8077 
Questions orales 
Impdts fonciers, 5317 
Full Day Early Learning Statute Law Amendment Act, 
2010 (Bill 242) 
second reading, 9522, 9602, 9605-9606, 9610, 9612- 
9615, 9624-9625, 9627-9628 
Fundraising, 3834-3835 
Germany 
renewable energy, 5175 
solar energy generation, 6763 
Globalization, 4600 
Good Government Act, 2009 (Bill 212) 
second reading, 8380-8381, 8385, 8387-8391, 8393, 
8395, 8474 
amendments, 8393 
Goods and services tax (GST) 
reduction, 2801-2802 
Government accountability, 6014 
Government notice of motions 
Ipperwash Provincial Park 
responded to, 9590-9596 
Legislative reform 
responded to, 1317-1319 
Select Committee on Elections 
responded to, 2322-2323, 2498-2500 
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Government orders 
Federal-provincial fiscal policies 
responded to, 2798-2805 
Ontario economy 
responded to, 3224-3228 
Government record 
Liberal (1985-1990) 
time allocation motions, 8636-8637 
Liberal (2003-2010), 344-345 
poverty, 346 
Government service transfer to municipal jurisdiction 
impact on municipal infrastructure, 670-671 
Greater Toronto and Hamilton Area Transit 
Implementation Act, 2009 (Bill 163) 
second reading, 5774 
Green economy, 5171, 5175-5176 
Green Energy and Green Economy Act, 2009 (Bill 150) 
second reading, 5171, 5173-5178 
third reading, 6761-6765, 6773-6774 
Green industry, 5176 
Green technology, 5171 
Greenhouse gas emissions 
reduction, 2590, 4206 
Harmonized sales tax, 8859-8860, 9144-9146 
impact on aboriginal peoples, 5619, 8672-8673, 8751, 
8860, 9278 
impact on housing industry, 6520 
impact on real estate industry, 8860 
impact on small business, 8858-8859 
impact on transportation and warehousing industry, 8860 
public consultation, 8637-8638, 8751-8752, 8843 
Health care funding 
accountability and oversight, 8438 
Healthy Food for Healthy Schools Act, 2008 (Bill 8) 
second reading, 309, 317 
Highway improvement 
Highway 67 (Highway 11 to Highway 101), 998 
Highway Traffic Amendment Act (Speed-limiting 
Systems), 2008 (Bill 41) 
second reading, 1005, 1011-1016 
third reading, 2588-2593 
public consultation, 2592-2593 
Home insurance 
rental home insurance, 8322-8323 
Homeless persons 
shelter 
Good Samaritan Inn (Timmins), 346-347 
Hospital beds 
long-term-care beds 
shortage, 670 
Timmins and District Hospital, 173 
Ideas for the Future Act, 2008 (Bill 100) 
second reading, 3101-3102, 3109-3110, 3112-3116 
Imprisonment 
aboriginal protesters, 694 
India, 3910 
Industry shutdowns 
Shebandowan mine, 2972 
Infrastructure Canada 
municipal rural infrastructure fund (MRIF) 
Canada-Ontario municipal rural infrastructure fund 
(COMRIF), 1543 
Infrastructure Ontario 
municipal infrastructure investment initiative (MIll), 1543 
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Bisson, G. (NDP, Timmins—James Bay) (continued) 
International trade agreements, 8808 
Japan, 3910 
Job protection commissioner, 3231 
Jordan's Principle, 6332-6333 
Kindergarten 
full-day, 9610, 9624-9625 
impact on daycare centres, 9602, 9606, 9612, 9628 
impact on French-language school boards, 9522 
impact on schools already offering program, 9628 
Korex Companies 
collective agreements, 2572-2573 
Labour mobility, 8806 
Lake Simcoe Protection Act, 2008 (Bill 99) 
second reading, 2758 
Land use planning 
Far North, 7158 
Law enforcement, 4202 
Legislative Assembly 
press gallery 
great northern getaway (fundraising for charities), 5667 
Legislative chamber 
accessibility, 5622 
Legislative procedure 
conduct of House Proceedings 
naming of members from Bruce—Grey—Owen Sound 
and Lanark—Frontenac—Lennox and Addington, 
8951-8952 
motions 
time allocation motions, 7669, 8636 
omnibus bills, 8390-8391, 8393, 8474 
oral questions 
use of question period, 8461 
private members’ public business, 4202 
tabling of documents, 8826-8827 
Legislative proceedings 
televised 
Ontario Parliament Network, 3255 
Legislative process, 8485-8486, 8488 
family friendly reforms, 1319 
oral questions, 1317-1318 
Legislature schedule/agenda, 4595-4596 
prorogation, 4601 
Liberal Party (federal) 
platforms 
carbon tax, 2990 
Livestock 
protection, 1680 
Long-term-care facilities, 348-349 
Manitoba 
automobile insurance, 4458 
Manufacturing industry 
layoffs, 2800, 4856-4857 
Marshall Plan (European recovery program), 3910 
Members'/ministers' expenditures 
review, 7671-7672 
Members'/ministers' personal narratives, 549, 3262, 3909- 
3910, 4033, 4198, 4771, 5627-5628, 9059, 9473-9474 
Members‘/ministers' privileges 
wearing of pins/ribbons/buttons, 559 
Members/ministers quoting books 
Erskine May's Parliamentary Practice (22nd ed.), 8826- 
8827 
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House of Commons Procedure and Practice (Robert 
Marleau, Camille Montpetit), 8673 
Members/ministers quoting electronic mail messages 
Louttit, Stan (grand chief, Mushkegowuk Council), 9036 
Members/ministers quoting press releases 
Louttit, Stan (grand chief, Mushkegowuk Council), 694 
Members/ministers quoting reports 
Report of the Ipperwash Inquiry (Sidney Linden), 9591- 
9595 
Members/ministers quoting statements 
De Beers Canada, 414 
Members'/ministers' remarks 
Liberal (2003-2010) 
Cansfield (Etobicoke Centre) 
as Minister of Natural Resources, 7694 
NDP (2003-2010) 
Hampton, Howard (Kenora—Rainy River) 
as leader of the third party, 3225 
withdrawn, 1209, 1318, 3725 
Members' statements 
Aboriginal children's services, 8829 
Aboriginal rights, 2170 
Arthritis, 2787-2788 
Children's aid societies, 8503 
Collective bargaining, 4475 
Driver examination centres, 8152 
Employment supports, 3143-3144 
Forest industry, 7651 
Fundraising, 3834-3835 
Great northern getaway, 5667 
Mining industry, 9126-9127 
Municipal finance, 8463 
Ontario Northland Transportation Commission labour 
dispute, 38 
Pesticides, 324 
Smooth Rock Falls Hospital, 6274 
Mine workers 
occupational health and safety, 5627 
Mineral exploration 
regulation and enforcement, 7798, 8056-8057 
Mining Act, R.S.O. 1990, c.M.14 
reform, 7793-7794 
reform consultation, 2783, 4026 
Mining Amendment Act, 2009 (Bill 173) 
ministerial statement 
section 204(2), 6448 
second reading, 6528-6538 
time allocation motion 
responded to, 7795-7798 
third reading, 8054-8057 
Mining Amendment Act (Resources Processed in 
Ontario), 2010 (Bill 243) 
first reading, 9324-9325 
Mining industry, 414, 505, 5627-5628 
consultation with First Nations, 694, 7795-7797 
mining legislation and regulations, 6528-6536 
new mine opening, 6448 
Detour Lake mine, 5628 
Kamiskotia Lake mine, 5628, 6533-6534 
map staking, 6448, 7797, 8055-8056 
northern Ontario, 6532-6533 
occupational health and safety, 8442-8443 
provincial-aboriginal relations, 414, 8054-8055 
regulations, 6448, 6534 
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Bisson, G. (NDP, Timmins—James Bay) (continued) 
revenue sharing, 6447 
royalties, 6535 
use of toxic chemicals, 6309-6311 
Ministerial statements, responded to 
Aboriginal affairs, 8267-8268 
Aboriginal rights, 9277-9278 
Consumer protection, 8357 
Crime Prevention Week, 8419 
Electoral reform, 9135-9136 
First Nations Technical Institute, 644-645 
George, Maynard Sam, 4430-4431 
Land development, 7157-7158 
Mining industry, 414, 5627-5628, 6447-6448 
National Tourism Week, 7157 
Photo cards, 2253 
Police Association of Ontario, 8612 
Road safety, 3448, 3650, 4033 
Seat belts, 1096-1097 
Ministry of Aboriginal Affairs, 9596 
Ministry of Natural Resources 
forest sector prosperity fund (FSPF), 5577 
loan guarantee program (LGP), 5577 
Mortgages 
teaser rates, 3226-3227 
Municipal Act, S.O. 2001, c. 25 
amended by Bill 212, 8388, 8390, 8395 
Municipal Act, S.O. 2001, c.25, 3914 
Municipal Elections Act, S.O. 1996, c. 32 
amended by Bill 212, 8393 
Municipal government services 
government funding, 9406 
Municipal infrastructure 
government funding, 1542-1543, 4857 
Timmins—James Bay, 998 
Natural disasters 
floods 
water level monitors, 1208 
NDP documents/plans 
purchase of uranium in Elliot Lake, 458 
NDP (federal) 
platforms, 2990 
Northern Ontario 
grants 
northern health travel grant (NHTG) program, 2523- 
2524 
Occupational training programs, 4599-4600 
Ontario budget speech (25 March 2008) 
responded to, 662-663, 669-671, 676 
Ontario disability support program (ODSP) benefits 
increase, 347 
travel and transportation to and from medical 
appointments, 4753 
Ontario innovation tax credit, 4049 
Ontario Labour Mobility Act, 2009 (Bill 175) 
second reading, 8806-8811 
Ontario Lottery and Gaming Corp. (OLG) 
expenditures 
accountability, 7670 
Ontario Municipal Board (OMB) 
citizen appeals of board decisions to cabinet revoked, 
8380-8381, 8388-8389 
Ontario Northland Railway, 5774 
Ontario Northland Transportation Commission, 6392 
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bus service reduction, 2738 
strikes, 38 
Ontario Public Service Employees Union (OPSEU) 
collective bargaining, 4475 
Ontario Securities Commission (OSC), 2990 
Ontario Society for the Prevention of Cruelty to Animals 
(OSPCA) 
government funding, 1685-1686 
Ontario Tax Plan for More Jobs and Growth Act, 2009 
(Bill 218) 
second reading, 8676, 8843, 8858-8860 
Opposition day motions, responded to 
Government accountability, 6013-6015 
Health care oversight, 8438-8439 
Taxation, 6520-6522, 8751-8752 
Tobacco control, 1484-1485 
Oral questions, presented 
Aboriginal affairs, 563-564, 4026 
Aboriginal children's services, 8820-8821, 9036, 9077 
Aboriginal education, 4249 
Aboriginal programs and services, 6888, 7033-7034 
Aboriginal rights, 694 
Agency spending, 7332-7333 
Attawapiskat First Nation, 5995, 6332-6333 
Bus transportation, 2738 
Children's aid societies, 8029, 8647, 8683 
Collective bargaining, 2572-2573 
Community policing, 498 
Conservation officers, 197 
Consumer protection, 1312-1313 
Coroner's office, 3045 
Doctors’ services, 2033 
Driver education, 1822 
Driver examination centres, 8412 
Driver licences, 2086-2087, 2160, 7579 
Emergency evacuation, 1423 
Endangered species, 2295-2296 _ 
Environmental assessment, 2609-2610, 3186 
Federal Liberal election promises, 2989-2990 
Financial institutions, 2990-2991 
Flooding, 1208 
Forest industry, 4648, 4696-4697, 5577 
Government services, 7339 
Health care, 173 
Information and Privacy Commissioner, 3440 
Infrastructure program funding, 4779-4780 
Labour dispute, 3376-3377, 3643, 3735 
Manufacturing and forestry sector jobs, 4857-4858, 
7693-7694, 7828 
Manufacturing jobs, 4856-4857 
Mining industry, 505, 9123-9124, 9268, 9451-9452, 
9548, 9580-9581 
Municipal finances, 8459, 9406 
Municipal funding, 8261-8262 
Municipal infrastructure, 998, 1056-1057 
Northern health travel grant, 2523-2524, 4753 
Ontario economy, 3230-3232 
Ontario Northland Transportation Commission, 6392 
Property taxation, 5317 
Provincial purchasing policy, 561-562 
Public consultation, 2782-2783 
Road safety, 4212-4213, 4623-4624 
Taxation, 5619 
Trucking safety, 1769-1770 
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Workers' compensation, 298 
Order of Ontario recipients 
George, Maynard Sam, 4430-4431 
Passports, 3911-3912 
security, 3911-3912 
Pension Benefits Amendment Act, 2010 (Bill 236) 
second reading, 9460, 9467-9468, 9471-9478 
public consultation, 9478 
Pension plans, 3227 
reform, 3231, 9460, 9471-9472, 9474-9475 
authority of Superintendent of Financial Services, 9476 
surplus funds, 9475-9476 
Pesticides/herbicides 
ban on use and sale of cosmetic pesticides, 2021 
petitions, 324 
Petitions 
Child protection, 6759 
Clayton Brown Public School, 9586-9587 
Focus Community program, 7160 
Gasoline prices, 3883 
Home care, 529 
Long-term care, 3846-3847 
Lottery winnings, 243 
Pesticides, 339-340 
Road safety, 6698 
Taxation, 8315-8316, 9046 
University labour dispute, 4701, 4703, 4788-4790 
Wood harvesting, 8223 
Photo Card Act, 2008 (Bill 85) 
general discussion 
protection of privacy, 3440 
second reading, 2276-2286, 2426-2427, 2430-2431 
public consultation, 2283-2284, 2426-2427 
third reading, 3863, 3908-3915 
Photo identification cards, 2253, 2431, 3908 
basic photo cards, 2280 
children under age 16, 2280-2281 
combined photo cards, 2280 
cost, 2280-2281 
enhanced photo cards, 2280 
lost, 2276 
passport alternative for cross-border travel, 2278-2279 
photo comparison technology, 2281-2282 
privacy/security of information, 2286, 2427, 3908, 3911- 
3915 
radio frequency identification chip technology, 2283, 
2426, 3914-3915 
regulations, 3913-3914 
public consultation, 3913-3914 
wait times, 2281-2282 
Photo radar, 4199-4200, 4455 
Police Association of Ontario, 8612 
Police services, 498 
Poultry industry, 8441 
Poverty Reduction Act, 2009 (Bill 152) 
second reading, 5564 
Private members’ public business 
Canadian Mass Transit Vehicles Act, 2008 (Bill 31) 
second reading, 456-458, 464-465 
public consultation, 458 
Child Pornography Reporting Act, 2008 (Bill 37) 
second reading, 454-455 
public consultation, 454-455 
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Children's aid societies 
responded to, 8525-8526 
Employment supports 
responded to, 3070 
Fire Protection and Prevention Amendment Act (Fire 
Sprinkler Retrofitting), 2009 (Bill 214) 
second reading, 9065-9066 
Highway Traffic Amendment Act (Senior Driver's 
Conditional Licence), 2009 (Bill 227) 
second reading, 9058-9060 
Labour Relations Amendment Act (Replacement 
Workers), 2009 (Bill 86) 
second reading, 7934-7935 
Legislative channel 
responded to, 3255 
Public Transportation and Highway Improvement 
Amendment Act (Assistance to Municipalities), 2008 
(Bill 38) 
second reading, 1542-1543 
Residential Tenancies Amendment Act (Rental 
Insurance), 2009 (Bill 209) 
second reading, 8322-8323 
Skills training 
responded to, 3261-3262 
Smoke-Free Ontario Amendment Act, 2008 (Bill 42) 
second reading, 549 
Unlawful Firearms in Vehicles Act, 2008 (Bill 56) 
second reading, 1356-1357 
Private-public partnerships 
SuperBuild Growth Fund, 1543 
Property tax, 6521 
Property tax increases, 5317 
Protests 
aboriginal day of action, 563-564 
Provincial-aboriginal agreements, 1484 
revenue-sharing agreement, 2170 
Provincial Animal Welfare Act, 2008 (Bill 50) 
second reading, 1680, 1683-1688 
section 6, 1680, 1686 
third reading, 3153 
Provincial parks 
lpperwash Provincial Park 
occupation of park, 351 
transfer process agreement returning to Chippewas of 
Kettle and Stony Point First Nation, 9590-9591 
Psoriatic arthritis, 2787-2788 
Public education campaigns 
Crime Prevention Week, 8419 
Good Governance Week, 7927-7928 
National Day of Action, 2170 
Public Sector Expenses Review Act, 2009 (Bill 201) 
time allocation motion 
responded to, 7669-7672 
Regulated Health Professions Amendment Act, 2009 (Bill 
141) 
second reading, 4852 
Reports 
Inquiry Into Pediatric Forensic Pathology in Ontario 
(Stephen Goudge), 3045 
Report of the Ipperwash Inquiry (Sidney Linden), 564 
Research and innovation, 4049-4050, 4599 
government funding, 3114-3115, 4599 
Research in Motion Limited, 4599 
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Residential Tenancies Amendment Act (Rental 
Insurance), 2009 (Bill 209) 
second reading 
public consultation, 8323 
Road maintenance, 1096-1097 
Road safety, 1096-1097 
new technologies in law enforcement, 4033 
Road Safety Act, 2009 (Bill 126) 
general discussion 
public consultation, 4213 
second reading, 4441-4442, 4453-4459, 4463 
public consultation, 4459 
third reading, 5985-5986 
ServiceOntario 
closure of private licence and permit offices 
Kapuskasing, 7339 
Smail business, 4600 
auditing, 4050-4051, 4600 
collection/remittance of provincial sales tax/goods and 
services tax, 4051, 4600 
Socialism, 4598 
Southern Ontario economic development agency, 2990 
Speed limiters, 1011-1012, 1016, 2588-2592 
driver/operator to set maximum speed at 105 kilometres 
per hour, 4623-4624 
highway safety, 2590 
impact on greenhouse gas emissions, 1005 
impact on trucking industry, 1005 
overtaking other vehicles, 1013-1014 
reduction of greenhouse gas emissions, 2588-2590, 
2592-2593 
road safety, 2591, 2593 
tampering device prohibited, 2592 
vehicles originating outside Ontario, 1013 
Speed limits, 2591, 4441-4442, 4454-4455 
Standing Orders 
S.O. 16 Order and Decorum and Conduct of Members - 
Adjournment for disorder, 8928 
S.O. 21(a) Privilege - Privileges, 8672 
S.O. 37(d) oral Questions - No arguments or opinions, 
8461 
Strikes 
DriveTest driving examiners, 8152, 8411 
Supreme Court of Canada rulings 
British Columbia health care workers, 4770 
Tax increases 
authority of government to raise taxes, 8676 
Tax rebates 
gasoline tax rebate 
highway construction, maintenance or operation, 1542- 
1543 
Taxpayer Protection and Balanced Budget Act, S.O. 
1999, c.7, 8676 
Technical Standards and Safety Authority (TSSA) 
role in occupational health and safety standards 
enforcement, 8481-8484 
Technical Standards and Safety Statute Law Amendment 
Act, 2009 (Bill 187) 
second reading, 8481-8486, 8488 
time allocation motion 
responded to, 8636-8639 
Tembec Inc. 
layoffs, 5577 
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shutdown, 5577 
Temporary help agencies, 4985 
Temporary help agency employees 
protection, 6351-6352, 6358, 6363-6364 
Throne speech debate 
participation, 344-351, 354, 359, 362 
Time allocation motions 
Mining Amendment Act, 2009 (Bill 173) 
responded to, 7795-7798 
Public Sector Expenses Review Act, 2009 (Bill 201) 
responded to, 7669-7672 
Technical Standards and Safety Statute Law 
Amendment Act, 2009 (Bill 187) 
responded to, 8636-8639 
York University Labour Disputes Resolution Act, 2009 
(Bill 145) 
responded to, 4794-4795 
Toronto Transit Commission (TTC) 
25% Canadian content in transit vehicles purchased in 
Ontario, 562 
Toxic substances 
labelling, 6313 
reduction plan, 6291, 6304-6305, 6309, 6314-6315 
emissions reduction, 7174 
impact on forest industry, 6545 
regulation and enforcement, 6313 
Toxics Reduction Act, 2009 (Bill 167) 
second reading, 6291, 6304-6305, 6309-6315, 6545 
third reading, 7173-7174 
Transfer payments 
Ontario municipal partnership fund (OMPF), 8261-8262, 
8459 
Timmins, 8463 
Transit systems, 5774 
air-rail link between Union Station and Pearson airport, 
2609 
environmental assessment, 3186 
environmental assessment process, 2609-2610 
purchase of mass transit vehicles, 328 
made in Ontario, 456-458, 561-562 
smart cards, 2430-2431 
Transportation services, 4205 
coordination, 5774 
Treaties 
James Bay Treaty (Treaty No. 9), 4249 
Treaty Commission of Ontario, 9591-9594 
Truck drivers 
training/licensing, 1822 
Trucking industry 
safety standards 
regulation and enforcement, 1769-1770 
Trucks 
speed limit capped at 105 km. per hour, 2588-2590 
United States 
bank bailout, 3227 
border security, 2277-2279 
economic decline, 3102, 3112-3113 
financial market crisis, 2990 
national security, 3909 
presidential election, 2804 
terrorist attacks on World Trade Center, Pentagon and 
Pennsylvania (11 September 2001), 3910 
transit vehicles, 457 
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Bisson, G. (NDP, Timmins—James Bay) (continued) 
Universities/colleges 
government funding, 4769, 4794 
York University 
collective bargaining, 4769-4770, 4772-4773, 4794- 
4795 
Voters’ lists, 2498-2500 
accuracy, 2321 
Voters/voting 
advance polls in aboriginal communities, 2499 
Water supply 
contamination 
Kashechewan First Nation reserve, 1484 
Workers 
injured workers, 3725-3726, 3793-3794, 3796 
replacement workers 
ban on use during strike or lockout, 7934-7935 
Workers’ compensation benefits 
coverage for construction workers, 3722-3726, 3793- 
3794 
excluded workers, 3794 
health care and equipment supplies 
purchases from preferred suppliers, 298 
Workers’ rights 
right to collectively bargain, 4768, 4772, 4795 
right to strike, 4734 
Workplace Safety and Insurance Amendment Act, 2008 
(Bill 119) 
second reading, 3722-3726, 3793-3794, 3796 
Workplace Safety and Insurance Board (WSIB), 3725- 
3726 
Xstrata PLC 
layoffs, 4858 
shutdown of copper and zinc operations at Kidd Met 
site, 9123-9124, 9126-9127, 9147-9148, 9268, 
9451-9452, 9548, 9580-9581 
strikes, 3376 
use of Ontario Northland trains, 3643, 3735 
York University Labour Disputes Resolution Act, 2009 
(Bill 145) 
second reading, 4734, 4768-4773 
time allocation motion 
responded to, 4794-4795 


Bradley, Hon. J.J. (LIB, St. Catharines) 
Airports 
Buttonville airport 
closure, 5884-5885 
subsidy, 5083 
Automobile accidents/fatalities, 5978 
Automobile industry 
export, 418 
Automobile insurance 
uninsured drivers, 7641-7642 
Automobile safety devices 
seat belts, 1095 
Automobiles 
damage, 5886 
ZENN cars, 742 
Bicycles 
electric bicycles, 4440 
Bridges 
government funding, 1057 
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British Columbia 
secure driver licences, 2272 
Bus transportation 
northern Ontario 
cancellation of services by Greyhound Canada, 7432- 
7433, 7480, 8308-8309, 8547 
Buses 
GO Transit buses, 475 
Capital works projects 
government funding, 5691 
Carpools, 3647-3648, 4093, 4215, 6172 
Climatic changes 
government response, 1002 
Congratulatory remarks 
Brock Badgers (winner, Canadian university men's 
basketball championship), 327-328 
Countering Distracted Driving and Promoting Green 
Transportation Act, 2009 (Bill 118) 
general discussion, 6440 
first reading, 3646 
ministerial statement, 3647-3648 
second reading, 4091-4094, 4096, 4278 
public consultation, 4091-4094, 4278 
third reading, 6171-6173, 6175 
Court cases/actions 
Baltovich, Robert (re murder of Elizabeth Bain), 1304 
Coco Paving (1990) Inc. v. Ontario (Transportation), 
8864 
Cross-border travel, 6944 
alternative to passport requirement, 6335 
high-security driver licence card, 503-504 
non-drivers' identity cards, 504 
requirement for passport/identity card, 2272 
Department of Finance 
public transit capital trust, 567 
Domestic violence, 831-832 
Driver distractions, 2089, 2669, 4091-4093 
Driver education/training 
beginner driver education (BDE) curriculum standards, 
1163-1164 
collision rates for drivers who enrolled in the beginner 
driver education program, 192-193 
Driver examination centres 
fraudulent identification produced at DriveTest facilities, 
7522-7523 
Driver examinations 
northern Ontario, 7579 
Driver licences, 192-193 
banned licences, 2086-2087 
enhanced driver licences, 2250, 2348, 6335, 6555- 
6556, 6944 
protection of privacy, 7077-7078 
fraud, 4024 
graduated licences, 2669, 4031, 4213, 4438-4439, 5978 
extending length of G1 and G2 periods, 4520 
restriction from carrying more than one passenger 
aged 19 and under, 4144, 4213, 4439, 4520, 4613 
zero blood alcohol concentration level for drivers 21 
years of age or younger, 4067, 4439, 4613, 5979, 
5986 
personal information, 2087, 2160 
secure driver licences, 170, 2271-2274 
suspended licences, 4440 
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Bradley, Hon. J.J. (LIB, St. Catharines) (continued) 
Drivers 
aggressive drivers, 2994 
impaired drivers, 4030-4031, 4066-4067, 4092-4093, 
4329-4330, 4439-4440 
driver licence suspension, 6390-6391 
reduction, 8786-8787 
new drivers, 2669 
Driving 
ban on use of cellular telephones and electronic 
entertainment devices while driving, 2089, 3647, 
4091-4094, 4096, 6171-6173, 7691, 8146 
Driving instructors, 193 
Driving schools, 193 
Election Statute Law Amendment Act, 2010 (Bill 231) 
second reading, 9680 
Elections/by-elections 
Haliburton—Kawartha Lakes—Brock, 4784-4785 
Employment creation, 4822 
Go Green Ontario, 1002 
Government procurement policy 
vehicles for use by ministers, 5422 
made in Ontario, 5422 
Government record 
Liberal (2003-2010) 
road safety, 5979 
PC (1995-2003) 
environmental protection, 4785 
GO Transit, 5513 
transit systems, 5827 
Greater Toronto and Hamilton Area Transit 
Implementation Act, 2009 (Bill 163) 
first reading, 5691 
ministerial statement, 5691-5692 
Greenbelt plan 
5th anniversary, 9579-9580 
Highway construction 
Highway 24 (Brantford and Cambridge), 2328 
Highway 69 to Highway 17 southway bypass, 6556 
Highway improvement 
Highway 417, 743, 8920 
federal government funding, 743 
Highway 407 east extension, 3138 
Highway 6 (Highway 403 and Highway 5), 2090 
Highway 35 (Highway 115 to Lindsay), 5509-5510 
Highway 403 (King Street to Wilson Street), 2090 
Highway 6 (Mar to Tobermory), 2670-2671 
Highway 406 (Port Robinson Road and East Main 
Street), 4472, 6046-6047 
Highway maintenance, 5885 
Highway safety, 1971 
culverts on TransCanada highway west of Sudbury, 
9171 
Highway service centres 
adult-sized personal care areas, 1210 
closure for refurbishment 
eastern Ontario, 4752-4753 
Highway tolls, 9216 
Highway 407, 8603 
billing problems, 8998-8999 
Highway Traffic Amendment Act (Speed-limiting 
Systems), 2008 (Bill 41) 
general discussion, 1251 
public consultation, 5618 
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first reading, 410 
ministerial statement, 410-411 
second reading, 1002-1003 
third reading, 2583-2584 
public consultation, 2583 
Highway Traffic Amendment Act (Use of Portable 
Equipment by Novice Drivers), 2006 (Bill 135), 2669 
Highways 
high-occupancy vehicle (HOV) lanes 
Trafalgar Road and Guelph Line, 2090 
Housing 
affordable, 9644-9645 
Infrastructure Ontario 
municipal infrastructure investment initiative (MIII), 567 
Legislative procedure 
members'/ministers' attendance in legislature, 2304 
oral questions 
use of question period, 8032 
private members’ public business, 4092-4094, 4278 
Legislative process, 5977 
Licence plates 
personalized licence plates, 78-79, 174 
criteria, 79 
Members'/ministers' constituents 
congratulatory remarks, 3380 
Members/ministers quoting newspaper articles 
Globe and Mail (Toronto), 1731 
Northem Life, 1731 
Toronto Star, 1731 
Members/ministers quoting statements 
Christianson, Peter (president, Young Drivers of 
Canada), 4438 
Forgeron, Don (vice-president, Ontario, Insurance 
Bureau of Canada), 4438 
Grodziniski, Bill (commander, Ontario Provincial Police), 
4439 
Miller, Margaret (president, Mothers Against Drunk 
Driving), 4066 
Mulcahy, Tim, 4438 
Murie, Andrew (CEO, MADD Canada), 4438 
Myers, Jason (president, Canadian Manufacturers and 
Exporters Association), 475 
Perry, Jan (Clarksburg), 4438 
Solomon, Rob (director, Mothers Against Drunk 
Driving), 4438 
Swinson, Carolyn (spokesperson, MADD Canada), 4438 
Metrolinx 
board of directors, 5691 
closed meetings, 8651 
Ministerial statements, presented 
National Day of Remembrance for Road Crash Victims, 
4066-4067 
Photo cards, 2250 
Public transit, 5691-5692 
Road safety, 3446-3447, 3647-3648, 4030-4031 
Seat belts, 1095 
Speed-limiting systems, 410 
Ministers redirecting oral questions, 51, 2292, 5990, 
6988, 8261 
Ministry of Transportation 
contracts 
Bot Construction Group (Highway 402), 8920 
Coco Paving Inc., 8862 
medical condition report, 1057-1058 
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Bradley, Hon. J.J. (LIB, St. Catharines) (continued) 
personalized licence plate review committee, 174 
Municipal infrastructure 
government funding, 1057 
National Citizens Coalition, 9680 
Office of the Premier 
cabinet office, 4093-4094 
Ontario Northland Transportation Commission 
annual report, 745 
bus service reduction, 2738 
financial statement, 745 
Oral questions, responded to 
Accessibility for the disabled, 1210 
Affordable housing, 9644-9645 
Aggressive driving, 2994 
Air quality, 1251, 7523 
Air-rail link, 4780 
Automobile insurance, 7641-7642 
Border security, 503-504, 2348 
Bus transportation, 2738, 7432-7433, 7480, 8308-8309, 
8547 
Buttonville airport, 5083, 5884-5885 
Carpooling, 4215 
Disclosure of medical information, 1057-1058 
Drinking and driving, 4329-4330, 6390-6391, 8786-8787 
Driver education, 192-193, 1822-1823 
Driver examination centres, 7522-7523, 7921-7922, 
8150-8151, 8306, 8348, 8352, 9170 
Driver licences, 2086-2087, 2160, 4024, 6335, 6555- 
6556, 6944, 7077-7078, 7579-7581 
GO Transit, 239, 5686, 5996, 6271-6272, 6805-6806, 
6986-6987, 7726-7727, 8031 
Government contracts, 8862, 8864, 8920 
Greenbelt, 9579-9580 
Gridlock, 2090-2091 
Highway 406, 4472 
Highway 407, 4784-4785, 8998-8999 
Highway construction, 743-744 
Highway improvement, 2670-2671, 5509-5510, 6046- 
6047 
Highway interchange, 6556 
Highway maintenance, 5885-5886 
Highway safety, 1971, 2089-2090 
Highway service centres, 4752-4753 
Highway tolls, 9216 
Information and Privacy Commissioner, 3440 
Licence plate review committee, 78-79, 174 
Low-speed vehicles, 742 
Manufacturing jobs, 418, 475-476 
Municipal finances, 51 
Municipal infrastructure, 1057 
Ontario Northland Transportation Commission, 745 
Provincial purchasing policy, 562, 5422-5423, 5824- 
5825, 5989 
Public transit, 4822, 5125-5126, 5190, 5315-5316, 
5468, 5513-5514, 5827, 5829-5830, 5949-5950, 
6987, 7520-7521, 8651 
Public transportation, 2164-2165, 3528-3529 
Rail service, 381 
Road safety, 1163-1164, 1573-1574, 2292-2293, 3377, 
4144-4145, 4213, 4383-4384, 4520, 4622-4624, 
6440, 7691, 8146 
Schoo! bus safety, 997-998 
Secure driver licences, 170 
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Transit funding, 523-524, 1207 
Transit services, 3875 
Transportation infrastructure, 567, 3138-3139, 9171 
Transportation policy, 476-477 
Trucking safety, 1371, 1769-1770, 5617-5618 
Vehicle safety, 1574 
Young drivers, 2669 
Photo Card Act, 2008 (Bill 85) 
general discussion, 2348 
protection of privacy, 3440 
first reading, 2249 
ministerial statement, 2250 
second reading, 2271-2274, 2328 
third reading, 3859-3862 
Photo identification cards, 2250, 2274, 2348 
enhanced photo cards, 2348 
passport alternative for cross-border travel, 2271-2274 
photo comparison technology, 2250 
Poverty Reduction Act, 2009 (Bill 152) 
second reading, 5256 
Public education campaigns 
National Day of Remembrance for Road Crash Victims, 
4066-4067 
National Students Against Impaired and Distracted 
Driving Day, 3446-3447 
Roadcheck 2008, 2293 
spring seat belt campaign, 1095 
Public service, 745 
Public Vehicles Act, R.S.O. 1990, c.P.54, 4215 
Railways 
electrification of diesel trains, 7523 
Peterborough to Toronto, 381, 3139 
Regional transportation plan (The Big Move) 
greater Toronto and Hamilton area, 5691-5692 
RIDE (program), 4329-4330 
Road maintenance, 5886 
Road safety, 1095, 1163, 2583-2584, 3446, 4030-4031, 
4092-4093, 4329, 4437, 4439, 4520, 6440 
regulation and enforcement, 1573-1574 
wildlife collisions, 3377 
winter driving, 4622 
Road Safety Act, 2009 (Bill 126) 
general discussion, 6440 
public consultation, 4144, 4213, 4383-4384 
first reading, 4030 
ministerial statement, 4030-4031 
second reading, 4437-4441, 4612-4613 
public consultation, 4437-4438, 4441 
regulations, 4440-4441 
third reading, 5977-5980, 5983, 5986 
Safer Roads for a Safer Ontario Act, S.O. 2007, c.13, 
2292, 2994 
School bus safety, 998 
Speed limiters, 410-411, 1251, 2583-2584 
driver/operator to set maximum speed at 105 kilometres 
per hour, 4622-4623, 5617-5618 
impact on greenhouse gas emissions, 1002 
reduction of greenhouse gas emissions, 2583 
Strikes 
DriveTest driving examiners, 7580-7581, 8150-8151, 
8307, 8348, 8352, 9170 
Toronto Transit Commission (TTC) 
Eglinton Crosstown light rail transit, 5830 
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Bradley, Hon. J.J. (LIB, St. Catharines) (continued) 
Spadina Ave. subway extension to York University, 418, 
475 
Traffic congestion, 567, 2090 
Transit systems 
air-rail link between Union Station and Pearson airport, 
5125 
public consultation, 3875, 4780, 5190 
82% Ontario content in manufacture of transit vehicles, 
5989 © 
gasoline tax funding, 1207, 5315-5316, 5829 
Hamilton, 2090-2091 
Peterborough, 2164 
GO Transit, 4822, 5514, 5996 
commuter rail line between Toronto and 
Peterborough, 567 
electrification of rail lines, 6986-6987 
Georgetown south service expansion, 5125, 6987, 
7520-7521, 7726-7727 
government funding, 239, 5513 
Hamilton Junction project, 4822 
noise reduction in west Toronto diamond project, 6271- 
6272, 6805-6806, 8030 
Peterborough, 2165, 5996 
Weston, 5126 
government funding, 239, 523-524, 1207, 1251, 2090, 
2165, 5827 
Hamilton, 524 
Haliburton—Kawartha Lakes—Brock, 5510 
merging of GO Transit and Metrolinx, 5691, 5949-5950 
Move Ontario 2020 plan, 476, 3529 
purchase of mass transit vehicles 
made in Ontario, 562 
rapid transit action plan, 1251 
25% Canadian content in transit vehicles purchased in 
Ontario, 5824-5825 
25% Ontario content in transit vehicles purchased in 
Ontario, 5989 
Transportation, 3528-3529 
Transportation system 
government funding, 3529 
Tributes 
Dean, Gordon (former member, Wentworth), 7206-7208 
Lawrence, Allan (former member, St. George), 6501- 
6503 
MacDonald, Donald (former member, York South), 1730 
Snow, James (former Minister of Transportation and 
Communications), 6282-6283 
Truck drivers 
training/licensing, 1371, 1822-1823 
Trucking industry 
safety standards 
regulation and enforcement, 1574, 1769-1770 
Trucks 
speed limit capped at 105 km. per hour, 2583-2584 
United States 
border security, 2272 
Western hemisphere travel initiative (WHTI), 2250 
Youth/students 
political engagement, 5983 


Broten, Hon. L.C. (LIB, Etobicoke—Lakeshore) 
Adoption disclosure 
disclosure veto, 7076 
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Anniversaries 
Islington Junior Middle School 175th anniversary, 2352- 
2300 
Annual reports 
Breaking the Cycle: the First Year: Ontario's Poverty 
Reduction Strategy 2009 Annual Report (Ministry of 
Children and Youth Services), 8993-8994 
Office of the Provincial Advocate for Children and 
Youth, 2008-2009, 9501 
Apology, 3505 
Apology Act, 2009 (Bill 108) 
second reading, 3505 
Autism services 
intensive behavioural intervention (IB1) 
government funding, 8145-8146 
Awards 
Ontario Senior Achievement Award, 3881 
Books 
Investing in a Sustainable World: Why Green is the New 
Color of Money on Wall Street (Matthew Kiernan), 
6053 
Business education tax 
reduction, 3427 
C. difficile outbreaks 
public inquiries, 2456-2457 
Capital works projects 
government funding, 3428 
Cataract surgery 
wait times 
reduction, 1118 
Cemeteries 
Lakeshore Asylum Cemetery, 5486 
Child abuse, 3381-3382 
prevention, 3734 
Child pornography 
reporting, 367, 449-450, 456, 3734, 4505-4506 
Child Pomography Reporting Act, 2008 (Bill 37) 
general discussion, 8148 
first reading, 368° 
third reading, 4505-4506 
Child poverty, 8781-8782 
Child protection, 456, 3734, 4505-4506, 8692 
Child sexual abuse, 4505-4506 
Child sexual exploitation, 450 
Children's aid societies (CASs) 
Children's Aid Society of Simcoe County 
government funding, 8501 
government funding, 7959, 8029-8030, 8601-8602, 9122 
Timmins—James Bay 
Payukotayno : James Hudson Bay Family Service, 
8647-8648, 8683, 8820-8821, 9036, 9077 
York Region Children's Aid Society 
government funding, 8499-8500 
Children's mental health care 
government funding 
Hamilton, 9502-9503 
York Region, 9501-9502 
Climatic changes 
government response, 1005 
Coalition for Music Education in Canada 
Music Monday, 1614-1615 
College of Physicians and Surgeons of Ontario (CPSO), 
2651, 4039 
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Broten, Hon. L.C. (LIB, Etobicoke—Lakeshore) 
(continued) 
Colleges Collective Bargaining Act, 2008 (Bill 90) 
third reading, 2933 
Colleges of applied arts and technology (CAATs) 
collective bargaining 
inclusion of part-time and sessional employees, 2933 
Community Living, 2823 
Community safety, 772, 3347, 3761-3762 
Community service agencies, 3745 
Community support services, 3745 
Congratulatory remarks 
Humber Valley Sharks peewee AA, 5005 
Law, Don (recipient, Ontario Senior Achievement 
Award), 3882 
Courthouses 
Toronto West courthouse, 6234 
Crown wards 
services, 3734 
Denmark 
wind power, 6820 
Depression (1929), 6052 
Diabetes, 3938-3939 
Doctors 
international medical graduates (IMGs), 3988 
removing barriers, 2650-2651, 2653, 2660, 3986-3989 
five-point action plan, 2651 
Domestic violence, 4972-4973, 4977 
access to restraining order, 6685-6686 
government funding for women and children in shelters, 
8870 
Economic conditions, 3427, 3429, 6052-6054 
Economic growth 
five-point economic plan, 3427-3429 
Education, 445-446 
Education funding 
government funding, 3429 
Electronic health records 
protection of privacy, 2224-2225 
Employment creation, 3070, 5154 
Energy 
fossil fuels 
reduction in reliance, 5436-5437 
renewable energy, 5012-5016, 5072, 5158-5159, 5348 
feed-in tariff, 5012, 5058, 5154, 5177, 6724 


renewable energy projects, 5012-5014, 5350, 6731-6732 


aboriginal participation, 6570 
community consultation, 6570 
employment creation, 5170, 5341-5342, 5447-5448, 
6724, 6819 
health effects, 6570-6571 
Energy conservation, 5013, 6825 
Energy supply 
reliability, 5445 
supply mix, 6572-6573 
Epilepsy, 5738-5739 
Fairs 
4th Annual Government and Community Services Fair, 
2009, 5668 
Family law 
reform, 4972-4973, 4977, 4981 
restraining orders, 1997, 4974 
Family Service Ontario, 6598 
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Family Statute Law Amendment Act, 2009 (Bill 133) 
general discussion, 6685 
second reading, 4972-4974, 4977, 4981 
Famines 
Ukraine (1932-1933), 1787 
Festivals 
Toronto international Film Festival 
government funding for completion of Toronto 
International Film Festival Bell Lightbox facility, 
7281 
Film and television production industry, 5032 
Fire alarms 
visual fire alarms in public buildings, 5115-5116 
Food habits, 262 
French-language debates 
Affaires d'intérét public émanant des députés 
Loi de 2008 sur le devoir de signaler les cas de 
pomographie juvénile, projet de loi 37 
deuxiéme lecture, 450 
Loi de 2008 sur le Mois de la sensibilisation au 
diabéte, projet de loi 113 
deuxiéme lecture, 3939 
Loi de 2009 sur Il'érection de panneaux dans les parcs 
provinciaux et a l'emplacement d'‘importantes 
attractions touristiques provinciales, projet de loi 
21 
deuxiéme lecture, 1781 
Déclarations ministérielles et reponses 
Journée de l'affaire «personne», 7968 
Mois de la prévention de la violence faite aux femmes, 
8416-8417 
Mois de l'histoire des femmes, 7968 
Loi de 2008 sur le devoir de signaler les cas de 
pomographie juvénile, projet de loi 37 
premiére lecture, 368 
Loi de 2009 sur I'énergie verte et l'économie verte, 
projet de loi 150 
deuxiéme lecture, 5012-5014 
Loi de 2008 sur les services et soutiens favorisant 
l'inclusion sociale des personnes ayant une 
déficience intellectuelle, projet de loi 77 
troisieme lecture, 2821 
Loi de 2008 sur I'Office des télécommunications 
éducatives de langue francaise de I'Ontario, projet 
de loi 55 
deuxiéme lecture, 1623, 1953 
The Gatehouse, 4977 
Genocide 
Ukraine (1932-1933), 1787 
Government notice of motions 
Legislative reform 
responded to, 1259-1261 
Personal health information protection 
responded to, 2223-2225 
Government orders 
Ontario economy 
responded to, 3427-3429 
Government record 
Liberal (2003-2010) 
health care, 1118-1119 
Green Energy and Green Economy Act, 2009 (Bill 150) 
second reading, 5012-5016, 5058-5059, 5072, 5153- 
5154, 5158-5159, 5170, 5177, 5341-5342, 5348, 
5350, 5356, 5436-5437, 5445, 5447-5448 
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Broten, Hon. L.C. (LIB, Etobicoke—Lakeshore) 
(continued) 


third reading, 6569-6573, 6581, 6724, 6731-6732, 6819- 


6820, 6825-6826 
amendments, 6581 
public consultation, 6732 
Handguns 
ban, 772 
Health care, 3746 
accessibility, 2650-2651, 3986-3988 
Health regulatory colleges, 3986-3988, 3990 
Healthy Food for Healthy Schools Act, 2008 (Bill 8) 
second reading, 261-265 
Highway Traffic Amendment Act (Speed-limiting 
Systems), 2008 (Bill 41) 
second reading, 1005 
Holiday messages, 122 
Home care, 4122 
government funding, 3745 
Home energy audits, 6569-6570 
Hospices (terminal care) 
Dorothy Ley Hospice, 3427-3428 
Hospital beds 
long-term-care beds 
Simcoe-Grey, 4122 
Hospital services 
emergency 
wait times, 1118 
Trillium Health Centre, 3427 
Hospitals 
reporting on C. difficile rates, 2457 
reporting on patient safety indicators, 2457 
Hurricane Hazel (1954), 1517 
Inactive Cemeteries Protection Act, 2009 (Bill 149) 
second reading 
preamble, 5486 
Income tax reduction, 5806-5807 
Increasing Access to Qualified Health Professionals for 
Ontarians Act, 2008 (Bill 97) 
second reading, 2650-2651, 2653, 2660, 2723 
third reading, 3986-3989, 4002, 4039 
Investing in Ontario Act, 2008 (Bill 35) 
second reading, 820, 964 
third reading, 1699-1700 
Kindergarten 
full-day, 8458-8459 
Landlord and tenant 
tenants’ protection, 4523 
Legislative proceedings 
televised 
Ontario Parliament Network, 3257 
Legislative process 
family friendly reforms, 1259-1260 
Members'/ministers' constituencies/constituency events 
Etobicoke—Lakeshore 
Gems of the Lakeshore, 1980, 7038-7039 
holiday season in Etobicoke—Lakeshore, 122 
riding of Etobicoke—Lakeshore, 39, 2903-2904 
Shop the Shore, 7583 
Members'/ministers' personal narratives, 261-264, 1787, 
4122, 6052 
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Members/ministers quoting books 
The Naked Corporation: How the Age of Transparency 
Will Revolutionize Business (Don Tapscott, David 
Ticoll), 6058 
The New Paradigm for Financial Markets: The Credit 
Crisis of 2008 and What It Means (George Soros), 
6054 
Off-Ramps and On-Ramps: Keeping Talented Women 
on the Road to Success (Sylvia Ann Hewlett), 1260- 
1261 
Oh, The Places You'll Go! (Dr. Seuss), 8692 
Members/ministers quoting committee submissions 
Association of International Physicians and Surgeons of 
Ontario, 4002 
Wilson, David (chair and CEO, Ontario Securities 
Commission), 6053 
Members/ministers quoting electronic mail messages 
Islington Junior Middle School, re, 445 
Members/ministers quoting newspaper articles 
Toronto Star, 5072, 5806, 6820 
Members/ministers quoting statements 
Canadian Diabetes Association, 3939 
Canadian Wind Energy Association, 5058-5059 
Cross, Pamela (legal consultant and advocate against 
violence against women), 4972 
deGroot-Maggetti, Greg (co-chair, 25 in 5 Network for 
Poverty Reduction), 8995 
Doncaster, Deborah (chair, Green Energy Act Alliance), 
5058 
King, Mervyn (chair, board of directors, Global 
Reporting Initiative), 6058 
Lutes, Mark (David Suzuki Foundation), 6573 
MacQuarrie, Barbara (community director, Centre for 
Research and Education on Violence against 
Women and Children), 4972 
McGregor, Heather (CEO, YWCA Toronto), 4972 
Miller, David (mayor, Toronto), 820 
Schabas, Richard (medical officer of health, Hastings 
and Prince Edward counties), 2457 
Scheer, Hermann (general chairman, World Council for 
Renewable Energy), 5058 
Tellier, Nicole (director, Advocates’ Society), 4972 
Zhan, Catherine (chair, diabetes expert panel), 3939 — 
Members’ statements 
Child Abuse Prevention Month, 3381-3382 
Education Week, 1461 
Epilepsy, 5738-5739 
Events in Etobicoke—Lakeshore, 2903-2904 
Gems of the Lakeshore, 1980, 7038-7039 
Government and community services fair, 5667-5668 
Holiday season in Etobicoke—Lakeshore, 122 
Humber Valley Sharks, 5005 
Islington Junior Middle School, 2352-2353 
Lakeshore Lions Arena, 940 
Law, Don, 3881-3882 
Music Monday, 1614-1615 
Occupational health and safety, 3578 
Raise-a-Reader Day, 2789 
Remembrance Day ceremony, 4113 
Riding of Etobicoke—Lakeshore, 39 
Shop the Shore, 7583 
Tibetan Canadians, 5999 
Toronto International Film Festival, 7281 
Toronto West courthouse, 6233 
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Broten, Hon. L.C. (LIB, Etobicoke—Lakeshore) 
(continued) 
Ubisoft, 7482 
Women's Legal Education and Action Fund, 1359-1360 
Mental health care, 6598 
Metrolinx, 1699 
Mimico Waterfront Linear Park, 3428 
Ministerial statements, presented 
Persons Day, 7968 
Woman Abuse Prevention Month, 8416-8417 
Women's History Month, 7968 
Ministers redirecting oral questions, 8995 
Ministry of Economic Development and Trade 
advanced manufacturing investment strategy (AMIS) 
program, 3429 
Ministry of Health and Long-Term Care 
aging-at-home strategy, 3745, 4122 
HealthForceOntario strategy, 2723 
Ministry of Training, Colleges and Universities 
job action centres, 3428 
Pathways to Education program, 1461 
second career strategy, 3428-3429 
National/independence/memorial days 
Holodomor Memorial Day, 1786-1787, 5307 
Non-profit organizations 
Women's Legal Education and Action Fund, 1359-1360 
Obesity 
children, 263 
Occupational health and safety, 3578 
regulation and enforcement, 1940 
Ontario Securities Commission (OSC) 
to establish best practice corporate social responsibility 
(CSR) and environmental, social and governance 
(ESG) reporting standards, 6052-6053 
Ontario Women's Directorate, 1997 
domestic violence action plan, 6686 
Opposition day motions, responded to 
Government spending, 5805-5807 
Infectious disease control, 2456-2457 
Ontario economy, 1118-1119 
Tobacco control, 1495 
Workplace Safety and Insurance Board, 1940 
Oral questions, presented 
Adoption disclosure, 7076 
Child protection, 3734 
Domestic violence, 6685-6686 
Firearms control, 772 
Mental health services, 6598 
Ontario film and television industry, 5032 
Property taxation, 741 
School boards, 1713-1714 
Tenant protection, 4523 
Toronto waterfront, 1516-1517 
Workplace insurance, 4148 
Workplace safety, 6140, 7433 
Oral questions, responded to 
Aboriginal children's services, 8820-8821, 9036, 9077 
Autism services, 8145-8146 
Child care, 9693 
Child poverty, 8781-8782 
Child protection, 8148-8149, 9122 
Children and youth, 9501 
Children's aid societies, 7959, 8029-8030, 8499-8501, 
8601-8602, 8647-8648, 8683 
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Children's mental health services, 9502-9503 
Crime prevention, 8501 
Domestic violence, 8870 
Full-day kindergarten, 8458-8459 
Poverty, 8993, 8995 
Payday loan industry 
regulation, 1582-1583 
Payday Loans Act, 2008 (Bill 48) 
second reading, 1582-1583 
Personal Health Information Protection Act, S.O. 2004, 
c.3, Sched. A 
review by Standing Committee on Social Policy, 2223 
Personal Information Protection and Electronic 
Documents Act, S.C. 2000, ¢c.5, 2224 
Persons with disabilities 
attendant services 
direct funding, 3745-3746 
developmental disabilities 
homes and residential facilities 
inspection without notice, 2821-2822 
person-directed planning, 2821 
waiting list for services, 2822 
services, 2771-2772 
Petitions 
Graffiti, 1927, 2211, 2576, 2613, 2902-2903 
Poverty reduction strategy, 8993-8995 
Private members' public business 
Assistance to the disabled — 
responded to, 3745-3746 
Breast Cancer Screening Act, 2009 (Bill 200) 
second reading, 7446-7447 
Child Pomography Reporting Act, 2008 (Bill 37) 
second reading, 449-450, 456 
Corporate reporting requirements 
presented, 6051-6054, 6058-6059 
Diabetes Awareness Month Act, 2008 (Bill 113) 
second reading, 3938-3939 
Education Statute Law Amendment Act (Electronic 
Sexual Material), 2009 (Bill 202) 
second reading, 7741-7742 
Employment supports 
responded to, 3070 
Fuel safety 
responded to, 3347 
Holodomor Memorial Day Act, 2008 (Bill 61) 
second reading, 1786-1787 
Holodomor Memorial Day Act, 2009 (Bill 147) 
second reading, 5307-5308 
Inactive Cemeteries Protection Act, 2009 (Bill 149) 
second reading, 5486 
Legislative channel 
responded to, 3257 
Long-term care 
responded to, 4122 
Lori Dupont Act (Domestic Violence Protection), 2008 
(Bill 10) 
second reading, 1997-1998 
Safer Communities and Neighbourhoods Act, 2010 (Bill 
106) 
second reading, 3761-3762 
Visual Fire Alarm System Act, 2009 (Bill 148) 
second reading, 5115-5116 
Propane explosions 
Sunrise Propane, 3347 
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Broten, Hon. L.C. (LIB, Etobicoke—Lakeshore) 
(continued) 
Provincial-municipal relations, 820 
Public education campaigns 
Child Abuse Prevention Month, 3381, 3734 
Diabetes Awareness Month, 3938-3939 
Epilepsy Awareness Month, 5738-5739 
Flick Off, 964 
National Victims of Crime Awareness Week, 984 
Persons Day, 7968 
Purple Day, 5739 
Raise-a-Reader Day, 2789 
Universal Children's Day, 8692 
Woman Abuse Prevention Month, 8416-8417 
Women's History Month, 7968 
Remembrance Day, 4113 
Rent increases 
cap on rent increase, 4523 
Reports 
Examining the Potential Cost of the Ontario Green 
Energy Act, 2009 (London Economics 
International), 6825 
Report on Removing Barriers for Intemational Medical 
Doctors (Laurel C. Broten), 3986-3987 
School breakfast programs, 262 
School cafeterias 
ban on trans fat in food and beverages, 262 
healthier menu choices, 263 
School vending machines 
ban on unhealthy food and beverages, 262-263 
Senior citizens, 446 
quality of life, 741 
Senior homeowners’ property tax grants, 741 
Services and Supports to Promote the Social Inclusion of 
Persons with Developmental Disabilities Act, 2008 
(Bill 77) 
third reading, 2771-2772, 2821-2824 
amendments, 2772 
Smoke-Free Ontario Amendment Act, 2008 (Bill 69) 
second reading, 1907 
Smoking, 1495 
ban on smoking in cars with children present, 1907 
Speaker 
election (28 November 2007) 
congratulatory remarks, 39 
Sports and recreation facilities 
Lakeshore Lions Arena, 940 
Sports programs 
Future Team Canada program, 5005 


Trans fatty acids, 263 
Transit systems 
government funding, 3428 
Victims of domestic violence 
protection, 1997-1998 
Video gaming industry 
government funding 
Ubisoft, 7482 
Violence against women, 1727, 4213, 4432, 8416-8417 
Day of Remembrance and Action on Violence Against 
Women, 9044 
Websites 
www.gogreenontario.ca, 1005 
Wind turbines, 5013 
health effects, 5356 
Women in politics, 1261 
Workers' compensation benefits 
coverage for executive officers of construction 
companies, 4148 
Workplace harassment/violence, 1997, 6140, 7433 
Workplace injuries, 3578 
Workplace Safety and Insurance Amendment Act, 2008 
(Bill 119) 
general discussion, 4148 
Workplace Safety and Insurance Board (WSIB) 
experience rating system, 1940 


Brown, M.A. (LIB, Algoma—Manitoulin) 
Agencies/boards/commissions/etc. 
expenditures 
review by Integrity Commissioner, 7559 
Algoma University Act, 2008 (Bill 80) 
general discussion, 2135 
second reading, 2118-2119 
Anniversaries 
St. Joseph Island Plowmen's Association 75th 
anniversary, 8353-8354 
Automobile insurance 
uninsured drivers, 7541 
penalties, 7541-7542 
Automobile insurance rates/premiums 
young drivers, 4442-4443 
Birth announcements 
granddaughter of Michael A. Brown 
(Algoma—Manitoulin), 5237 
Child care 
federal government funding, 9693 
Children's aid societies (CASs) 
government funding, 8149 


Colleges of applied arts and technology (CAATs) 
Confederation College, 3088 
Consumer protection 
identity theft, 1888 
vacation clubs/time-shares, 1888 
Cormorants 
double-crested cormorants 
hunting, 1158 
Countering Distracted Driving and Promoting Green 
Transportation Act, 2009 (Bill 118) 
second reading, 4094-4095 
Cross-border travel 
requirement for passport/identity card, 3915 
Doctor shortage, 4057 
Driver distractions, 4094 


Throne speech debate 
participation, 445-447 
Tibetan Canadian Cultural Centre, 5999 
Tibetan Canadians, 5999 
Tobacco products 
illegal sale 
regulation and enforcement, 1495 
Toronto Catholic District School Board 
school board trustees 
expenditures, 1714 
Toronto Transit Commission (TTC) 
rehabilitation of Kipling subway station, 1700 
Toronto waterfront 
revitalization, 1516 
West Don Lands, 1517 
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Brown, M.A. (LIB, Algoma—Manitoulin) (continued) 
Driver education/training, 4535 
Driver licences 
graduated licences, 4553 
restriction from carrying more than one passenger 
aged 19 and under, 4463 
zero blood alcoho! concentration level for drivers 21 
years of age or younger, 4463 
suspended licences, 4441 
Drivers 
age discrimination, 4442, 4553 
impaired drivers, 4441, 4562, 4566 
new drivers, 4538 
speeding convictions, 4540-4541 
Driving 
ban on use of cellular telephones and electronic 
entertainment devices while driving, 4094-4095 
Driving schools, 4535 
Employment-related benefits 
organ donor leave, 5225 
Employment Standards Amendment Act (Organ Donor 
Leave), 2009 (Bill 154) 
second reading, 5225 
Federal government 
transfer payments 
equalization program, 3191 
Fires, 2292 
Fish and Wildlife Conservation Amendment Act (Double- 
Crested Cormorants), 2008 (Bill 62) 
first reading, 1158 
Go Green Ontario 
emissions reduction targets, 1003 
Government record 
NDP (1990-1995) 
time allocation motions, 4085 
PC (1995-2003) 
time allocation motions, 4085 
Government service transfer to municipal jurisdiction 
roads/bridges, 1544 
Great Lakes, 3323 
protection, 3323 
Green Energy and Green Economy Act, 2009 (Bill 150) 
second reading, 5334 
Highway Traffic Amendment Act (Speea-limiting 
Systems), 2008 (Bill 41) 
second reading, 1003-1006, 1011, 1174, 1178, 1188, 
1193 
public consultation, 1004 
third reading, 2584-2585, 2588 
Holiday messages, 282 
Hospital beds 
long-term-care beds, 3962 
Hospital closure 
Matthews Memorial Hospital, 5285 
Hunting/trapping licences 
moose tag lottery, 6083 
Infrastructure Ontario 
municipal infrastructure investment initiative (MIII), 1544 
Investing in Ontario Act, 2008 (Bill 35) 
second reading, 810 
Lake Huron Centre for Coastal Conservation 
green ribbon beach program, 726 
Lake Superior, 4308-4309, 4312 
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Legislative Assembly 
press gallery, 6666 
Legislative procedure 
motions 
time allocation motions, 7799 
Libraries/schools 
use of Internet filtering software, 7741-7742 
Local news media 
Algoma—Manitoulin, 6666-6667 
government funding, 6665-6667, 6672 
Long-term-care facilities, 3962 
Medical schools 
Northern Ontario School of Medicine, 3088 
Medical transplants 
organ and tissue donation, 5225 
Members'/ministers' constituencies/constituency events 
Algoma—Manitoulin 
coastlines, 726 
Hornepayne sawmill, 1241 
riding of Algoma-Manitoulin, 282, 4307-4308 
Members'/ministers' constituents 
condolences, 37 
obituaries, 37 
Members'/ministers' personal narratives, 2119 
Members/ministers quoting statements 
Bradley, David (president, Ontario Trucking 
Association), 1178 
Hargrove, Buzz (former president, Canadian Auto 
Workers), 3191 
Members' statements 
Algoma University, 2135 
Certified General Accountants of Ontario, 6604 
Debassige, Augustine Timothy, 37 
Federal-provincial fiscal policies, 3191-3192 
Healthy schools, 3326 
Hornepayne sawmill, 1241 
Huron Central Railway, 7341 
Matthews Memorial Hospital, 5285 
Niska North mill, 6143 
Northern economy, 516 
Riding of Algoma—Manitoulin, 282 
Rural economic development, 9650 
St. Joseph Island Plowmen's Association, 8353-8354 
Mining Act, R.S.O. 1990, c.M.14 
reform, 7800 
Mining Amendment Act, 2009 (Bill 173) 
second reading, 6785-6788, 6930 
time allocation motion 
responded to, 7799-7800 
Mining industry 
consultation with First Nations 
mining legislation and regulations, 6785-6787 
Ministry of Education 
healthy schools 
Eating Well Looks Good on You, 3326 
Ministry of Health Promotion 
northern fruit and vegetable pilot project, 3326 
Municipal infrastructure 
Espanola 
government funding, 810 
municipal roads and bridges fund, 1544 
Municipalities 
government funding, 1544-1545 
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Brown, M.A. (LIB, Algoma—Manitoulin) (continued) 
Niska North Inc. 
government funding, 6143 
Northern Ontario 
government funding, 516 
occupational training, 3088 
skilled labour, 3877 
Northern Ontario Heritage Fund Corporation (NOHFC) 
emerging technology program, 1715 
Ontario Energy Board Amendment Act (Door-to-door 
Electricity Retail), 2009 (Bill 230) 
first reading, 9083 
Opposition day motions, responded to 
Government spending, 5808 
Workplace insurance, 4085 
Oral questions, presented 
Access to health care, 4057 
Consumer protection, 1888 
Forest firefighting, 2291-2292 
Great Lakes, 3323 
Long-term care, 3962 
Moose tags, 6083 
Northern Ontario, 3088, 3877-3878 
Northern Ontario heritage fund, 1715 
Snowmobiling, 1209 
Patients 
alternate level of care patients 
northern Ontario, 3962 
Pension Benefits Amendment Act, 2010 (Bill 236) 
second reading, 9713 
Petitions 
Disabled persons parking permit program, 839, 900, 
1065, 1108, 1169, 1214, 1257, 1426 
Hospital funding, 7345 
Road safety, 7529 
Photo Card Act, 2008 (Bill 85) 
second reading, 2274-2277, 2423, 2431-2432 
third reading, 3862-3864, 3915 
Photo identification cards, 2423, 3915 
cost, 2277 
passport alternative for cross-border travel, 2275 
privacy/security of information, 2423 
radio frequency identification chip technology, 3915 
Private members' public business 
Automobile insurance 
responded to, 7541-7542 
Canadian Mass Transit Vehicles Act, 2008 (Bill 31) 
second reading, 458-459 
Highway improvement 
responded to, 6664 
Lake Superior Day 
presented, 4307-4309, 4311-4312 
News media 
presented, 6665-6667, 6672 
Public Transportation and Highway Improvement 
Amendment Act (Assistance to Municipalities), 2008 
(Bill 38) 
second reading, 1544-1545 
Water quality 
responded to, 726 
Public education campaigns 
Lake Superior Day, 4307, 4312 
Public Sector Expenses Review Act, 2009 (Bill 201) 
second reading, 7558 


Quebec 
procurement policy for mass transit, 458 
Railways 
Huron Central Railway, 7341 
Road safety, 1011, 2584-2585, 4094, 4441 
Road Safety Act, 2009 (Bill 126) 
second reading, 4441-4443, 4463, 4535, 4538, 4540- 
4541, 4549, 4553, 4557, 4562, 4566 
public consultation, 4549, 4557, 4562 
Rural Ontario 
economic development, 9650 
Snowmobiling 
government funding, 1209 
Southern Ontario 
economic development program, 3192 
Speaker 
election (28 November 2007) 
congratulatory remarks, 37 
Speed limiters, 1003-1004, 1178, 1188, 2584-2585 
impact on greenhouse gas emissions, 1003, 1006, 
1011, 1174 
reduction in collision, 2584 
reduction of greenhouse gas emissions, 2584 
Tax rebates 
gasoline tax rebate 
highway construction, maintenance or operation, 6664 
Technical Standards and Safety Authority (TSSA), 8086 
Technical Standards and Safety Statute Law Amendment 
Act, 2009 (Bill 187) 
second reading, 8086 
Time allocation motions 
Mining Amendment Act, 2009 (Bill 173) 
responded to, 7799-7800 
Tobacco Damages and Health Care Costs Recovery Act, 
2009 (Bill 155) 
second reading, 6208 
Tobacco products manufacturers 
recovery of tobacco-related health care costs from 
manufacturers, 6208 
Transit systems 
gasoline tax funding, 1544 
Trillium Gift of Life Network 
program for reimbursing expenses of living organ 
donors (PRELOD), 5225 
Trucking industry 
safety standards, 1004 
Trucks 
speed limit capped at 105 km. per hour, 2584, 2588 
Unemployment 
services, 3878 
Universities/colleges 
Algoma University, 2135 
northern Ontario, 2118 
Wildfires, 2291 
Wind turbines, 5334 
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Agreement on Internal Trade, 7369-7371 
Agricultural industry, 1207 
Anniversaries 
Cornwall Youth Centre 10th anniversary, 407 
Women Entrepreneurs of Cornwall and Area 10th 
anniversary, 367 
Apology, 3504-3505 
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Brownell, J. (LIB, Stormont-Dundas—South Glengarry) 
(continued) 
Apology Act, 2009 (Bill 108) 
second reading, 3504-3505 
Awards 
Canadian Community Newspapers Association Silver 
Quill award, 6693 
Healthy Hospital Innovators Award, 4153 
Premier's awards for agri-food innovation excellence, 
1207 
Boys and Girls Clubs of Canada, 407 
British Home Child Day Act, 2010 (Bill 241) 
first reading, 9275 
Brownfield sites 
redevelopment, 1661 
Budget, 601 
Budget Measures and Interim Appropriation Act, 2008 
(Bill 44) 
second reading, 843-844 
Canadian Forces, 3776 
Capital works projects 
government funding, 6494 
Catholic schools, 2097 
Cemeteries 
Haynes Cemetery, 5482 
Mount Pleasant Cemetery, 5482 
prohibition on relocation of inactive cemeteries, 4912, 
5480-5482 
protection, 5480-5482, 5486-5487 
Red Cloud Cemetery, 5482 
Richview Memorial Cemetery, 5481-5482 
St. James’ Cathedral Cemetery, 5482 
Charlottenburgh Park 
planting of trees, 4026 
Children with disabilities 
deaf/hearing-impaired children 
Project Kids HEAR, 7966 
Children's services 
government funding 
Stormont-—Dundas-—South Glengarry, 1885-1886 
Community museums 
government funding, 7033 
Congratulatory remarks 
Shaver, Rick (general manager and co-founder, 
Seaway News), 6693 


Villeneuve, Noble (inductee, Glengarry Agricultural Wall 


of Fame), 6341 
Wheeler, Maggie (author and recipient, Outstanding 
Business Professional Award of the Year, Women 
Entrepreneurs of Cornwall and Area), 8654 
Drug dispensing machines 
safety, 6641-6642 
Eastern Ontario development fund, 601 
Employment-related benefits 
organ donor leave, 5221 
Employment Standards Amendment Act (Organ Donor 
Leave), 2009 (Bill 154) 
second reading, 5221 
Energy 
renewable energy, 1308, 3272 
renewable energy projects, 5068 
Verdant Power tidal power project, 1308 
Food and beverage processing industry, 6892 


Good Govemment Act, 2009 (Bill 212) 
second reading, 8377 
technical briefings for members, 8377 
Government service transfer to municipal jurisdiction, 
2160 
Grain Farmers of Ontario, 8415-8416 
Green Energy and Green Economy Act, 2009 (Bill 150) 
second reading, 5068 
Green industry, 5081 
Harmonized sales tax 
exemptions, 8600 
impact on senior citizens, 8600 
Home children (Canadian immigrants), 9377-9379, 9382- 
9383 
Hospital redevelopment 
Cornwall Community Hospital, 682, 1049, 1157, 6494 
Winchester District Memorial Hospital, 4582 
Hospitals 
Cornwall Community Hospital, 4153 
Immigrants 
living in smaller communities, 172 
services, 172 
Inactive Cemeteries Protection Act, 2009 (Bill 149) 
first reading, 4911-4912 
Land transfer tax 
simultaneous sending of notice of assessment to agent 
and assessed person, 4030 
Land Transfer Tax Amendment Act, 2008 (Bill 127) 
first reading, 4030 
Make Poverty History campaign 
Stand Up and Take Action initiative, 8216-8217 
Members'/ministers' constituencies/constituency events 
Stormont-Dundas—South Glengarry 
city of Cornwall, 2134, 4331-4332, 8152 
Cooper Marsh Conservation Area, 4425 
Miller, Jana, 3380 
Quilt of Belonging, 123-124 
riding of Stormont-Dundas—South Glengarry, 11, 3278 
Members'/ministers' constituents 
retirement, 4909 
Members'/ministers' personal narratives, 5481 
Members/ministers quoting electronic mail messages 
Harrison, Michael (Toronto), 5482 
Leggett, Dawn, 5481 
Members/ministers quoting newspaper articles 
Brockville Recorder and Times, 2265 
Members/ministers quoting statements 
Reid, Trudy (CEO, Winchester District Memorial 
Hospital), 4582 
Members' statements 
Boileau, Mark, 8071 
Boys and Girls Clubs of Canada, 407 
Canadian Forces, 3776 
Catholic school trustees, 2097 
Charlebois, Gérald "Chuck," 4909 
City of Cornwall, 2134, 4331-4332, 6085, 8152 
Cooper Marsh Conservation Area, 4425 
Cornwall Community Hospital, 682, 1049, 1157, 4153 
Food and beverage processing industry, 6892 
Grain Farmers of Ontario, 8415-8416 
Infrastructure program funding, 6494 
Miller, Jana, 3380 
NDP leadership, 4113 
Olympic torch relay, 4295 
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Brownell, J. (LIB, Stormont-Dundas—South Glengarry) 
(continued) 
Ontario budget, 600 
Ostler, Gary, 2495 
Poverty, 8216-8217 
Quilt of Belonging, 123-124 
Riding of Stormont-Dundas—South Glengarry, 11, 3278, 
7280 
Services for the hearing impaired, 7966 
Shaver, Rick, 6693 
Stormont, Dundas and Glengarry Highlanders, 3491 
Villeneuve, Noble, 6341 
Wheeler, Maggie, 8654 
Winchester District Memorial Hospital, 4582-4583 
Women Entrepreneurs of Cornwall and Area, 367 
Ministry of Agriculture, Food and Rural Affairs 
Rural Connections broadband program, 4620 
Ministry of Culture 
museum and technology fund, 7033 
Movies 
86400, 6085 
Municipal infrastructure 
government funding, 3272 
Stormont—Dundas-—South Glengarry, 843-844, 7280 
Museums, 7033 
NDP 
leadership candidates, 4113 
Ontario Catholic School Trustees' Association, 2097 
Ontario Heritage Trust, 4107 
Premiers’ gravesites program, 4107 
Ontario Labour Mobility Act, 2009 (Bill 175) 
second reading, 7372 
Opposition day motions, responded to 
Rural schools, 2265-2266 
Oral questions, presented 
Agriculture industry, 1207-1208 
Arts and cultural funding, 7033 
Brownfield sites, 1661-1662 
Children and youth services, 1885-1886 
Conservation, 4026 
Heritage conservation, 4107 
Infrastructure renewal, 3272 
Labour mobility, 6687 
Municipalities, 2160-2161 
Remote drug dispensing, 6641-6642 
Renewable energy and conservation, 1308 
Rural Ontario, 4620 
Social assistance, 4288-4289 
Student assistance, 3771-3772 
Support services for newcomers, 171-172 
Taxation, 8600 
University and college funding, 6190-6191 
Waste management, 5080-5081 
Petitions 
Cemeteries, 5695-5696, 5792, 5794, 5838, 6090, 6200, 
6346-6347, 6504, 6608, 6697, 6758, 6814, 6853, 
6895, 7000-7002, 7042, 7092, 7208, 7210, 7439, 
7840, 7970-7972, 8038-8039, 8077, 8118-8120, 
8155, 8269-8270, 8358-8360, 8422, 8468, 8615, 
8658, 9279-9281 
Child custody, 3092-3093, 3188, 3451, 3499, 3779- 
3780, 3883-3884, 4035, 4116, 4160, 4220-4221, 
4255-4256, 4336, 4435-4436, 4635, 4661, 4828, 
4912-4913, 4955, 5008, 5047, 5094, 5132, 5196, 
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5246, 5391, 5477-5478, 5695-5697, 5792-5793, 
5840, 6091, 6344, 6505-6506, 6699, 6817, 6854, 
6897, 7001-7002, 7044 
Heritage conservation, 8614 
Highway 138, 1213-1214, 1669, 1825, 2245, 2576 
Longboat, Tom, 7881, 7971-7972, 8037, 8078, 8117, 
8156-8157 
Poverty Reduction Act, 2009 (Bill 152) 
second reading, 5253-5254 
Poverty reduction strategy, 4289 
Private members’ public business 
British Home Child Day Act, 2010 (Bill 241) 
second reading, 9377-9379, 9383 
Inactive Cemeteries Protection Act, 2009 (Bill 149) 
second reading, 5480-5482, 5486-5487 
Kindness Week 
responded to, 7458 
Provincial-municipal partnerships 
provincial-municipal fiscal and service delivery review, 
2160-2161 
compensation payments in lieu of taxes for 
hydroelectric stations, 2161 
Public education campaigns 
British Home Child Day, 9377-9379, 9383 
Kindness Week, 7458-7459 
Reports 
Report of the Propane Safety Review Panel (Michael 
Birk, Susana Katz), 8043, 8488-8489 
Rural Ontario 
broadband access, 4620 
Schools 
Stormont—Dundas—South Glengarry, 2265-2266 
Snowmobiling, 1209 
Social service agencies 
government funding, 4288 
Speaker 
election (28 November 2007) 
congratulatory remarks, 11 
Student assistance, 3772 
Summit meetings 
Premier's summit on agri-food, 1207-1208 
Technical safety standards, 8042 
Technical Standards and Safety Authority (TSSA) 
governance model, 8041-8043 
Technical Standards and Safety Statute Law Amendment 
Act, 2009 (Bill 187) 
second reading, 8042-8043, 8084-8085, 8488-8489 
Throne speech debate 
participation, 396-397 
Tours 
Following the Glens, 3491 
Tributes 
Boileau, Mark (recipient, Economic Developer of the 
Year award), 8071 
Ostler, Gary (priest, St. Columban's parish), 2495 
Universities/colleges 
enrolment increase, 6190-6191 
government funding, 6190-6191 
infrastructure projects, 6190 
Warships 
HMCS Charlottetown, 3776 
Waste management/programs 
recycling 
blue box program, 5081 
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Brownell, J. (LIB, Stormont-Dundas—South Glengarry) 
(continued) 
Workers 
skilled workers, 6687 
certification, 6687 


Bryant, M. (LIB, St. Paul's) 
Aboriginal blockades 
Caledonia 
intervention of Minister of Aboriginal Affairs, 1966 
Deseronto, 1466 
eastern Ontario, 1245 
Highway 6 overpass, 1466, 1883, 1887 
Aboriginal communities 
illegal sale of tobacco products, 1482-1483 
Aboriginal! land claims, 1366 
Ancaster fairgrounds, 1208 
Brantford 
police services, 422 
Caledonia, 1922 
Deseronto, 1417-1418, 1499 
development freeze on provincially owned lands, 1061 
Douglas Creek Estates, 1103 
law enforcement, 1245 
Aboriginal protests 
Deseronto, 1420, 1466 
peacekeeping work by Ontario Provincial Police, 1470 
development sites in Brantford, 1366, 2121 
funding for Brantford Police Service, 1420 
Appreciation 
Belcourt, Tony (outgoing president, Metis Nation of 
Ontario), 826 
Automobile dealers 
closure of dealership, 6334 
Automobile industry, 3636, 4143, 4815-4817, 5274 
Chrysler Group LLC 
emergency loans, 4517 
equity stake, 6433-6434 
government funding, 4145 
layoffs, 5274 
conditions for bailout, 5314 
Daimler AG 
layoffs, 3274 
employment, 4287-4288 
federal government funding, 3184 
Ford Motor Company of Canada 
government funding, 4145 
General Motors of Canada Ltd. 
concession agreements with workers, 5315 
emergency loans, 4517 
restructuring plan, 5425-5426 
government funding, 3406, 3636, 4145, 4285, 4517, 
4816-4817, 5945-5946, 6688, 6839-6840 
grants/loans, 3680 
industry shutdowns, 4646 
legacy costs, 4944 
Ontario automotive strategy fund, 3636 
short-term credit financing plan, 4645-4646 
Automobile parts industry 
government funding, 5945-5946 
Automotive Parts Manufacturers' Association of Canada 
short-term loans, 3679-3680 
Budget, 6338 
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Budget Measures and Interim Appropriation Act, 2008 
(Bill 44) 
third reading, 1641 
Budget surplus 
transfer of funds to municipalities for infrastructure 
projects, 1280 
Business 
government assistance, 5573 
Buy Ontario policy, 3404-3405 
Capital tax 
elimination, 4144 
Committee process 
Bill 42, 952 
Community development trust fund, 6082 
Companies 
government funding, 5122, 5275, 5277, 5315 
Court cases/actions 
Platinex Inc. v. Kitchenuhmaykoosib Inninuwug First 
Nation, 334, 951-952 
Debates re answers to oral questions 
Native land disputes 
participation, 1499 
Tobacco control 
participation, 1498 
Eastern Ontario development fund, 2895-2896 
Economic conditions, 5121 
international, 4145 
Economic development 
Hamilton, 3087 
Economic growth, 5276 
five-point economic plan, 3179-3180, 5080 
government funding, 4998 
Employment creation, 4143, 4285, 4816, 4818 
Essar Steel Algoma Inc. 
pipe plant, 3575 
Evacuation 
Kashechewan First Nation reserve, 1423 
Federal government 
transfer payments 
equalization program, 3184, 3918 
First Nations Technical Institute 
government funding, 642 
French-language debates 
Déclarations ministérielles et reponses 
Nation métisse, 826 
Government-automobile parts industry partnerships, 3824- 
3825 
Government-business partnerships, 3405 
Government funding, 4693, 4818, 4859 
Government notice of motions 
Legislative reform 
presented, 1215-1224 
Government orders 
Ontario economy 
responded to, 3404-3406 
Government programs 
government funding, 5576 
Government record 
NDP (1990-1995) 
time allocation motions, 1280 
unemployment, 4859 
PC (1995-2003) 
time allocation motions, 1280 
unemployment, 4859 


SPEAKER INDEX / INDEX DES INTERVENANTS 


Bryant, M. (LIB, St. Paul's) (continued) 
Harmonized sales tax, 6225-6226 
impact on government employees, 6688 
Haudenousaunee Development Institute (HDI) 
development fees, 377, 477, 525-526 
Imprisonment 
aboriginal protesters, 523, 694-695, 768-769, 1305- 
1306, 1665, 2122, 2159 
Investing in Ontario Act, 2008 (Bill 35) 
time allocation motion 

presented, 1279-1281 
Investment in Ontario, 3406, 3917-3918, 5275 
Land development 

aboriginal-housing developer consultation, 689 
Layoffs, 5275 
DDM Plastics, 3274 
Russel Metals Inc., 4997-4998 
Legislative procedure 
oral questions, 2240 
order and decorum and conduct of members in the 
House, 1249-1250, 3492 
personal attacks on members, 2739 
points of order, 2895 
private members' public business, 1221 
speech should be related to topic being discussed, 1710 
Legislative process 
family friendly reforms, 1098-1099, 1160-1163, 1205, 
1220-1224, 1421 

evening sittings, 1220, 1280 

oral questions, 1161, 1221-1224, 1248, 1365-1366 

scheduling for committee meetings, 1562 
Magna International Inc. 

layoffs, 4282, 4285, 6338 
Manufacturing industry, 3087, 5275, 6338 
government funding, 3319 
jobs plan, 4516 
Members'/ministers’ conduct 
Smitherman, George (Toronto Centre) 

Minister of Health and Long-Term Care, 1765 
Members'/ministers' correction of record, 1475, 4864 
Members'/ministers' privileges 

access to information, 559 
Members/ministers quoting journal articles 
Manufacturing and Technology News, 3405 
Members/ministers quoting letters 
McGuinty, Dalton re prayer in the Legislature, 2511 
Members/ministers quoting newspaper articles 
Hamilton Spectator, 1099 
Members/ministers quoting reports 
Report of the Ipperwash Inquiry (Sidney Linden), 1482 
Members/ministers quoting statements 
Canadian Federation of Independent Business, 2668, 
2738 
Fantino, Julian (commissioner, Ontario Provincial 
Police), 1499, 1966 
Hillier, Randy (former president, Ontario Landowners 
Association), 1418 
Members'/ministers' remarks 
PC (1995-2003) 
Chudleigh, Ted (Halton), 6803 
PC (2003-2010) 
Tory, John (Dufferin—Peel-Wellington—Grey) 
as Leader of the Opposition, 1204-1205 
withdrawn, 1162, 2159 
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Members'/ministers' resignations 
Bryant, Michael (Minister of Economic Development), 
7204-7205 
Mining Act, R.S.O. 1990, c.M.14, 136, 1973-1974 
Mining industry 
consultation with First Nations, 136, 653, 694-695, 1305- 
1307, 1973-1974 
joint panel, 1307 
mining exploration permit given to Platinex Inc. 
appeal, 2122 
northern table discussions between government and 
Nishnawbe-Aski Nation, 419 
provincial-aboriginal relations, 378, 523 
Ministerial statements, presented 
First Nations Technical Institute, 642-643 
Metis Nation, 825-826 
Ministers redirecting oral questions, 2898, 4943, 4947, 
5232, 6334, 6751 
Ministry of Aboriginal Affairs 
new relationship fund, 1974, 2295 
Ministry of Economic Development and Trade 
advanced manufacturing investment strategy (AMIS) 
program, 2898, 3369-3370, 3636, 3769, 3824-3825, 
4143, 4145, 4696 
manufacturing loan program, 4144 
Next Generation of Jobs Fund, 3370-3371, 3679-3680, 
3729, 3917, 4143, 4617-4618, 4818 
funding for Axiom Corp., 4282 
Ontario Automotive Investment Strategy (OAIS), 4144 
Open for Business initiative, 5576 
Navistar International Corp. 
funding agreement with government, 3921 
layoffs, 3921 
Northern Ontario 
government funding, 6750 
Ontario French-language Educational Communications 
Authority Act, 2008 (Bill 55) 
second reading, 1618 
Ontario Provincial Police (OPP) 
government instruction on course of action 
Ipperwash Provincial Park blockade (6 September 
1995), 1609 
Ontario-Saskatchewan partnership 
employment supply chain, 2897 
Ontario-United States relations 
trade, 3917 
Opposition day motions, responded to 
Tobacco control, 1482-1483 
Oral questions, responded to 
Aboriginal affairs, 563-564, 768-769, 2295 
Aboriginal rights, 136, 334, 378, 419, 523, 653, 694- 
695, 951-952, 1305-1307, 1665, 1973-1974, 2122, 
2158-2159 
Automobile industry, 4143-4145, 4285, 4287-4288, 
4517, 4645-4646, 4749, 4815-4817, 4944, 5314- 
5315, 5425-5426, 5462, 5945-5946, 6334, 6433- 
6434, 6839-6840 
Committee business, 952-953 
Decorum in chamber, 1250 
Development fees, 377, 422, 477, 525-526, 689, 1208 
Eastern Ontario development, 2895-2896 
Economic development, 6802-6803 
Emergency evacuation, 1423 
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Bryant, M. (LIB, St. Paul's) (continued) 
Employment supports, 3319, 4282, 4617-4618, 4693, 
4997-4998, 5121-5122, 5232 
Government investments, 3369-3370 
Government spending, 4515-4516 
Legislative reform, 1098-1099, 1160-1163, 1204-1205, 
1248, 1365-1366, 1421 
Lord's Prayer, 1760-1761 
Manufacturing jobs, 2898, 3087-3089, 3575, 3636, 
3679-3680, 3729, 3769-3770, 3824-3825, 3921, 
4696, 4818, 4946, 5274-5277, 6338 
Municipal police services, 1420 
Native land disputes, 1061, 1103, 1245, 1366, 1417- 
1418, 1466, 1469-1470, 1609, 1881, 1883, 1887, 
1922, 1966-1967, 2121 
Northern Ontario development, 6082, 6750 
Ontario economy, 2667-2668, 2738, 2897, 3184, 3274, 
3370-3371, 3917-3918, 4859, 5080, 5573, 5576 
Stelco, 5464, 5468-5469 
Taxation, 6225-6226, 6688 
Thunder Bay economy, 3179-3180 
Tobacco control, 1473, 1713 
PC Party documents/plans, 3369-337 1 
Prayer in the Legislature, 2510-2511 
recitation of the Lord's Prayer, prayers from other 
religions and moment of silence, 2510-2511 
removing the Lord's Prayer from the daily proceedings 
of the Legislature, 1760-1761 
Protests 
aboriginal day of action, 563-564 
Provincial-aboriginal agreements 
Metis Nation of Ontario, 825-826 
Provincial-aboriginal partnerships, 2158 
Provincial-aboriginal relations, 334, 349-350 
Public inquiries 
lpperwash Provincial Park blockade (6 September 
1995), 1061, 1967 
Regulations, 2668 
Reports 
Report of the Ipperwash Inquiry (Sidney Linden), 564, 
1609 


Summary and Analysis of Submissions to the Speakers 


Panel on Prayers in the Legislature, 2510-2511 
Roxul Inc., 6802 
Smoke shops 
Argyle Street (Caledonia), 1466, 1473, 1713 
Standing Orders 
S.O. 2 Definitions, 1215 
S.O. 57 Financial Procedures - Budget motion and 
presentation, 1218, 1233 
S.O. 62 Financial Procedures - Concurrence debate - 
Equal division of time, 1218 
S.0. 63 Financial Procedures - Supply Bill procedure, 
1219 
S.O. 45 Motions, 1218 
S.0. 46 Motions, 1218 
S.O. 5 Presiding Officers - Appointment procedure for 
presiding officers, 1215 
S.O. 42 Special Debates - Opposition days, 1218 
S.O. 9(a) Meetings of the House - Daily adjournment, 
1216 
S.O. 8(a) Meetings of the House - Meeting time, 1216 
S.O. 6(a) Meetings of the House - Parliamentary 
calendar, 1215-1216 


Cc 


S.O. 30(a) Routine Proceedings - Order of Routine 
Proceedings, 1217 
S.O. 24(a) Rules of Debate - 20 minute time limit, 1217 
S.O. 4(a) Special Debates - Throne debate, 1217 
S.O. 66(b) Financial Procedures - Equal division of time, 
1219 
S.O. 79(b.1) Public Bills - 3 readings for all bills, 1219 
S.O. 37(b) Routine Proceedings - Proceedings on 
adjournment, 1217 
S.O. 4(c) Appointment of First and Second Deputy 
Chairs of the Committee of the Whole House - 
Deputy Chairs' duties, 1215 
S.O. 96(e) Private Members’ Public Business - Recess, 
1219 
S.O. 106(h) Committees, 1219 
Stanpac Inc. 
government loan, 3918 
Steel industry, 5274 
Tax rebates, 3769-3770 
Tax relief, 2668, 2738 
Throne speech debate 
participation, 349-350 
Time allocation motions 
Investing in Ontario Act, 2008 (Bill 35) 
presented, 1279-1281 
Training programs, 3405 
Transit systems 
Move Ontario 2020 plan, 4818 
Unemployment, 5121 
Unemployment rate, 4515 
United States 
automobile industry, 4517 
financial relief, 4646 
financial assistance to automobile parts industry, 5945- 
5946 
Universities/colleges 
York University 
strike, 4693 
U.S. Steel Canada, 5276 
layoffs, 5232 
pension guarantee, 5276-5277 
Yves Landry Foundation 
grant to foster training in innovation within the 
manufacturing sector, 3087 


Cansfield, D.H. (LIB, Etobicoke Centre) 
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AbitibiBowater, 5120 

financial restructuring, 6845-6846 

government funding, 3371, 3729 

sale of hydro dams, 5120 
Aggregate extraction 

permit, 4808 
Aggregate Resources Act, R.S.O. 1990. c.A.8, 4808 
Algonquin Provincial Park 

logging 

public consultation, 298 

Apprenticeship training programs, 5854 
Charlottenburgh Park 

planting of trees, 4026-4027 
Climatic changes, 236 
Conservation officers, 197 
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Cansfield, D.H. (LIB, Etobicoke Centre) (continued) 


Home energy rating report, 3340 
government funding, 237 


Hunting/trapping licences 


Cormorants moose tag lottery, 6083 
population control, 1106 Insecticides 
Deer hunting TreeAzin, 835 


licences, 3877 
Electricity rebates, 4055 
Employment insurance, 5953-5854 
Endangered species 
polar bear, 7434-7345 
protection, 1969 
snapping turtle, 4653 
woodland caribou, 2640 
Endangered Species Act, 2007 (Bill 184) 
general discussion, 1969 
consultation with forest industry, 9037 
integration into forest management plans, 2290-2291, 
2296, 2441, 2640 
Energy 
spot market sales, 5037 


Invasive species, 835, 2996 
emerald ash borer, 835, 2996 
gypsy moth, 651 
Invasive species centre, 835, 2996 
Land use planning 
Far North, 7154-7155, 8733 
Members’ statements 
Energy retailers, 9651 
Ministerial statements, presented 
Great Lakes-St. Lawrence River Basin Water 
Resources Compact, 3328-3329 
Land development, 7154-7155 
Ministers redirecting oral questions, 3729 
Ministry of Natural Resources, 237 
assistance to British Columbia on fighting forest fires, 


Environmental assessment process 
restriction on municipal proponents, 4317 
Evergreen (non-profit environmental organization), 2521- 
2522 
Far North Act, 2009 (Bill 191) 
first reading, 7153 
ministerial statement, 7154-7155 
Federal members'/ministers' remarks 
Conservative (2006-2009) 
Ritz, Gerry (Battlefords—Lloydminster) 
as Minister of Agriculture and Agri-Food, 2996 
Firelogic Inc., 5120 
Fires, 2291 
Fishers 
harassment, 56 
Forest fires 
prevention, 2292 
Forest industry, 2441-2442, 2640, 4055, 5037, 5120, 5577 
government funding, 4056 
sawmill closures 
Tembec sawmill (Smooth Rock Falls), 7642, 7694 
Forest resources management 
Nipissing Forest 
safety in movement of logs, 3139 
Goods and services tax (GST) 
reduction, 299-300 
Government record 
NDP (1990-1995) 
industry shutdowns, 3372 
Great Lakes, 3323 
protection, 3323-3324, 3328-3329 
Great Lakes-St. Lawrence River Basin Sustainable Water 
Resources Agreement, 3328-3329 
Great Lakes-St. Lawrence River Basin Water Resources 
Compact, 3328-3329 
Greenhouse gas emissions 
reduction, 236 
Hazardous waste sites 
Canadian International Paper Co. waste water pond 
(Haweksbury) 
rehabilitation, 7273 
Highway Traffic Amendment Act (Speed-limiting 
Systems), 2008 (Bill 41) 
second reading, 1181-1182 
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7694-7695 
forest sector prosperity fund (FSPF), 5120 
moose program review, 1716 
Outdoors Card, 299 
Plant a Tree Challenge, 2521 
tag allocation system, 3683 


National/independence/memorial days 


Holodomor Memorial Day, 1788-1789, 5308 


Natural disasters 


floods, 1060-1061, 1063, 2291 
water level monitors, 1209 


Northern Ontario, 3372 
Oral questions, responded to 


Aboriginal affairs, 8733 

Aggregate extraction, 4808 

Climate change, 236, 2521-2522 

Conservation, 4026 

Conservation officers, 197 

Contaminated property, 7273 

Contaminated soil, 237-238 

Cormorants, 1106 

Endangered species, 1969-1970, 2290-2291, 2296, 
4653, 7434-7435 

Fish and wildlife management, 1769 

Flooding, 1060-1061, 1063, 1208-1209, 5466 

Forest firefighting, 2291-2292, 7694-7695 

Forest industry, 298, 2441-2442, 2640, 4055-4056, 
5037, 5120, 5577, 6845-6846, 9037 

Goods and services tax, 299-300 

Grassy Narrows First Nation, 1884 

Great Lakes, 3323-3324 

Gypsy moth infestation, 651 

Hunting licences, 3877 

Invasive species, 835, 2996 

Manufacturing and forestry sector jobs, 3371-3372, 
7642, 7694 

Manufacturing jobs, 3729 

Moose tags, 1716, 6083 

Protection from harassment, 56 

Resource management, 237 

Road safety, 3683 

Sewage treatment, 8070 

Transportation of goods, 3139 

Waste management, 3641-3642 
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Cansfield, D.H. (LIB, Etobicoke Centre) (continued) 
Wildlife management, 3878-3879, 9040 
Wildlife protection, 9220-9221 
Private members’ public business 
Employment insurance 
responded to, 5853-5854 
Environmental Assessment Amendment Act, 2008 (Bill 
123) 
second reading, 4317 
Holodomor Memorial Day Act, 2008 (Bill 61) 
second reading, 1788-1789 
Holodomor Memorial Day Act, 2009 (Bill 147) 
second reading, 5308 
Home Energy Rating Act, 2008 (Bill 101) 
second reading, 3340 
Provincial-aboriginal agreements 
Grassy Narrows First Nation, 1884 
Regulations 
fishing, 1769 
Reports 
Lightening the Ecological Footprint of Logging in 
Algonquin Provincial Park (Recommendations of 
the Ontario Parks Board), 298 
Road safety 
wildlife collisions, 3683 
Safeguarding and Sustaining Ontario's Water Act, S.O. 
2007, c.12, 3324, 3328 
School boards 
governance 
reform, 7406 
Speaker 
election (28 November 2007) 
congratulatory remarks, 56 
Speed limiters, 1182 
Student Achievement and School Board Governance Act, 
2009 (Bill 177) 
second reading, 7406, 7411 
public consultation, 7406 
Tembec Inc. 
shutdown, 5577 
Trees Ontario Foundation, 2521-2522 
Unemployment, 5854 
Waste management/programs 
Estaire, 3641-3642 
Wildlife management 
coyotes, 3878-3879 
elk, 9040 
Wildlife protection 
deer, 9220-9221 


Caplan, D. (LIB, Don Valley East) 
Access Centre for Internationally Educated Health 
Professionals, 6750 
Advisory committees 
advisory committee on mental health and addictions, 
6989 
Agencies/boards/commissions/etc. 
expenditures 
review by Integrity Commissioner, 7472 
Apology, 3147 
Appointments 
King, Arlene (chief medical officer of health of Ontario), 
6234-6235 
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Appreciation 
Sullivan, Barbara (chair, Health Professions Regulatory 
Advisory Council), 6694 
Breastfeeding, 3048-3049 
Burk's Falls and District Health Centre 
government funding, 6388 
C. difficile outbreaks, 2826, 2893 
investigation, 2826 
Canada Health Infoway, 5822 
Canadian Hearing Society, 6989 
Cancer drugs 
Avastin, 7729 
Cancer prevention programs, 6388 
Cancer surgery 
wait times, 6388 
Capital works projects 
government funding, 3478 
ReNew Ontario, 3684, 5886 
Casinos 
Casino Windsor, 2569-2570 
Chemotherapy, 6388 
Chief medical officer of health, 6266 
Children with disabilities 
government funding, 4060 
Chronic diseases, 5000 
College of Physicians and Surgeons of Ontario (CPSO), 
2649-2650 
certificates of registration, 5687 
Colleges of applied arts and technology (CAATs) 
Seneca College of Applied Arts and Technology 
joint program with York University, 3478 
Commitment to the Future of Medicare Act, S.O. 2004, 
c.5, 3085-3086, 3091 
Committees 
Select Committee on Elections, 2308-2309 
Select Committee on Mental Health and Addictions, 
4471, 4647-4648, 5780, 6989 
Community health centres (CHCs), 4864 
Conservation areas 
Eramosa karst, 655 
land conservation, 2348 
public consultation, 2571 
transfer to Hamilton Conservation Authority, 2571 
Cosmetic surgery 
regulation, 4628 
Creating Access to Regulated Employment (CARE), 6750 
Dental care, 4024 
government funding, 3042 
Schabler, Ken case, 5428 
Diabetes, 5000 
Diabetes registry, 5822-5823, 7189-7190 
Dialysis, 4905 
Disease management, 3442 
Doctor shortage, 5947 
Doctors, 5687, 5947, 6686 
accessibility, 3682 
international medical graduates (IMGs) 
removing barriers, 2649-2650, 3926 
Drug dispensing machines 
safety, 6641-6642 
Economic conditions, 3476-3477 
Economic growth 
five-point economic plan, 3477-3479 
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Caplan, D. (LIB, Don Valley East) (continued) 
eHealth Ontario, 5822-5823, 5881, 5945, 7027-7028, 
7032, 7072, 7079-7081, 7144, 7190, 7224-7225 
board of directors, 5822-5823 
consultants, 7072 
contracts, 7029, 7073, 7219 
Courtyard Group Ltd., 7030 
IBM, 7770 
expenditures, 7028, 7072, 7074, 7077-7078, 7140- 
7141, 7144-7145 
Khalil Barsoum (former board member), 7472 
procurement, 7030 
resignation of Geoff Smith and Khalil Barsoum (former 
board members), 7471-7472 
review by Auditor General, 7072-7073, 7077-7079, 
7140-7141, 7145, 7186-7188, 7190, 7193, 7195, 
7219, 7222-7224, 7226 
review by PricewaterhouseCoopers, 7072-7073, 7077- 
7079, 7081, 7140-7141, 7144-7145, 7186-7188, 
7190, 7193, 7219, 7222-7223, 7226, 7272 
Electricity rates 
industrial rates, 3479 
Electronic Child Health Network (ECHN), 5822 
Electronic health records, 6800, 7027, 7029, 7032, 7140, 
7144, 7219, 7223 
Employment insurance benefits 
Ontario workers, 3477 
Escherichia coli outbreak 
Harvey's restaurant, 3533-3534 
Essential Public Transit Services Act, 2010 (Bill 246) 
first reading, 9414 
Exports, 3477 
Family health teams, 3682, 6686, 6944 
Farmers 
beef farmers 
government funding, 2242 
Federal government 
transportation action plan for the GTA (FLOW), 133 
Government notice of motions 
Legislative reform 
time allocation motion 
presented, 1521-1522 
Select Committee on Elections 
presented, 2308-2309 
Government-Ontario Medical Association agreements, 
3927 
Government orders 
Ontario economy 
responded to, 3476-3479 
Government record 
Liberal (2003-2010) 
mental health care, 4062 
NDP (1990-1995) 
long-term care, 5381 
mental health care, 4061, 4251, 5780 
nurses, 4108-4110, 4695 
public health care, 6079 
PC (1995-2003) 
health care, 4464, 4781, 4940, 6384, 7192 
health care funding, 6383 
hospital funding, 5424 
hospital services, 6383, 6391 
Joseph Brant Memorial Hospital, 4325 
mental health care, 4061, 4621 
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nurses, 4108-4110, 4208, 6229 
Hallmark Canada, 3477 
Health care, 3086, 3682, 4148, 4208, 4387, 4464, 4905, 
5001, 5735-5736, 6079, 7027-7029, 7075 
accessibility, 2649-2650 
alternate level of care, 6388 
Brampton, 4619 
electronic health care, 5997, 6797-6798, 6800 
French-language services, 5035-5036, 6749 
government funding, 5082 
Haliburton—Kawartha Lakes—Brock, 4864 
rural and northern Ontario, 6385, 6391 
strategic plan, 6987-6988 
transfer of patient from Mexico to Canada 
George-Pazzano, Victoria case, 6331-6332 
Health care funding 
government funding, 3091, 3527, 4208, 4286, 4325, 
4464, 4940, 5001, 5735, 6269, 6383-6384 
Health professionals 
expansion of scope of practice, 6694 
Health regulatory colleges, 2649 
inspection powers, 4628 
power to directly observe regulated health 
professionals, 4628 
Healthy Food for Healthy Schools Act, 2008 (Bill 8) 
second reading, 305 
Highway improvement 
Highway 407 east extension, 133-134 
H1N1 influenza A (swine flu), 6383, 6431-6432 
cases, 6266, 6333 
emergency preparedness, 6265-6267, 6333 
health plan for influenza pandemic, 6431, 6433, 6436 
Home care, 4751, 5233 
competitive bidding, 3963 
government funding, 3963, 5233, 5733, 5993 
Mettinen, Mina case, 4751 
Home care workers, 5993 
collective bargaining, 5233, 5733 
Hospital beds 
long-term-care beds, 3962 
Hospital boards 
elected boards, 3685-3686 
Hospital closure 
small, rural and northern hospitals, 6385 
Hospital construction 
government funding 
St. Joseph's Health Centre, 4650 
Markdale hospital, 3684 
Oakville-Trafalgar Memorial Hospital, 5085, 5886 
Sudbury Regional Hospital, 7274-7275 
Hospital expansion, 2833 
Milton District Hospital, 5085 
Oakville-Trafalgar Memorial Hospital, 3140-3141 
Hospital funding 
government funding, 4283, 4286, 4325, 4464, 4819, 
5001, 5736, 5887, 6269, 6383, 6387, 6391, 6884- 
6885 
Bluewater Health, 4821 
Cambridge Memorial Hospital, 4322-4323 
Grand River Health Centre, 4323 
high-growth hospitals, 4283, 5320, 5423-5424 
Joseph Brant Memorial Hospital, 4325 
Lakeridge Health Corp., 5736-5737 
Muskoka Algonquin Healthcare, 4289 
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Oakville-Trafalgar Memorial Hospital, 2833 
small, rural and northern hospitals, 4940, 6385 
St. Joseph's Healthcare, 5887 
St. Mary's General Hospital, 4286, 4323 
Strathroy Middlesex General Hospital, 6847 

population needs-based funding, 4464 
Hospital housekeeping, 3442 
Hospital redevelopment 
Cornwall Community Hospital 
hiring local workers, 3966-3967 
Peel Memorial Hospital, 4619 
Hospital services 
emergency 
McMaster University Medical Centre, 2899-2900, 3138 
Port Colborne and Fort Erie, 5188 
wait times, 3186, 4945, 5084 
Lakeridge Health Corp. 
emergency department closure, 5736 
obstetric and newborn services 
Hamilton Health Sciences, 4110 
physiotherapy services 
St. Joseph's Healthcare, 5887 
Hospitals, 6389-6390 
Cambridge Memorial Hospital 
downsizing to urgent care centre, 5382 
employment, 5001 
London Health Sciences Centre 
untendered contracts awarded, 7424-7425, 7729 
Petrolia Hospital (CEE) 
emergency department, 4821 
reporting on C. difficile rates, 2826, 3048 
infection control practices, 2896 
reporting on patient safety indicators, 4628 
St. Michael's Hospital 
assault by hospital security guards, 5003 
Thunder Bay Regional Health Sciences Centre 
angioplasty, 5036 
Timmins and District Hospital 
wraparound services, 3962 
York Central Hospital 
dialysis satellite unit, 4905 
Hurricane Hazel (1954), 1517 
Immunization 
influenza, 4109 
Increasing Access to Qualified Health Professionals for 
Ontarians Act, 2008 (Bill 97) 
general discussion 
public consultation, 3926 
second reading, 2649-2650 
Infectious diseases 
prevention/control of infectious diseases, 3048 
Infrastructure Canada 
Building Canada Fund (BCF), 591 
municipal rural infrastructure fund (MRIF), 2242 
Canada-Ontario municipal rural infrastructure fund 
(COMRIF), 591 
Infrastructure Ontario, 5886 
municipal infrastructure investment initiative (MIIl), 481, 
603, 2605 
list of successful applicants, 615-616 
Integrated Public Health Information System (IPHIS), 6079 
Investing in Ontario Act, 2008 (Bill 35) 
general discussion, 481 
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third reading, 1693 
Job protection commissioner, 3479 
Kidney diseases, 4905 
Laboratory services 
community-based 
Muskoka Algonquin Healthcare, 3043, 3182-3183, 
3375 
Legislative procedure 
matters before the court, 1252 
speech should be related to topic being discussed, 1705 
Legislative process, 305 
Local health integration networks (LHINs), 4283, 5992- 
5993 
Champlain Local Health Integration Network 
Aging in Place, 6886 
geographic boundaries, 6386 
Hamilton Niagara Haldimand Brant Local Health 
Integration Network 
public consultation, 3046-3047 
northeast 
ALC wraparound services, 4290 
Long-term care, 4248-4249 
government funding, 6388 
Long-term-care facilities, 3962, 6691 
personal care, 5381 
standard of care, 5684, 5737 
Long-term-care funding 
government funding, 3436 
Long-Term Care Homes Act, S.O. 2007, c.8, 5684 
regulations, 6691 
Long-term-care workers, 5381 
Magnetic resonance imaging (MRI), 5035, 5184-5185 
Haliburton—Kawartha Lakes—Brock, 4948 
Ottawa, 5035 
wait times, 5035, 5185 
Medical isotopes 
shortage, 7192-7193 
Medical officers of health, 2891-2892, 3533, 4147-4149 
Medical procedures 
wait times, 3086, 3374, 3527, 4209, 7191 
Ottawa region, 4699 
Medical schools 
student admission, 5686, 6944 
Medical students/graduates, 6944 
Medical transplants 
organ and tissue donation, 6187 
Wallace-Vitelli, Kaylee case, 5881-5882 
Members'/ministers' correction of record, 5086 
Members/ministers imputing motive, 1705 
Members/ministers quoting newspaper articles 
Belleville Intelligencer, 2893 
Hamilton Spectator, 3138 
Niagara Falls Review, 4781 
Toronto Star, 7219 
Members/ministers quoting reports 
Review of the Niagara Health System Hospital 
Improvement Plan (Jack Kitts), 5188 
Members/ministers quoting statements 
Badawey, Vance (mayor, Port Colborne), 5188 
Bell, Bob (president and CEO, University Health 
Network), 7220 
Closson, Tom (president, Ontario Hospital Association), 
5736 


SPEAKER INDEX / INDEX DES INTERVENANTS 
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Dumanian, Julia (president and CEO, Cambridge 
Memorial Hospital), 5383 
Fucile, Wendy (president, Registered Nurses’ 
Association of Ontario), 6490 
Ganter, Ralph (senior director for planning and 
integration, Erie St. Clair Local Health Integration 
Network), 6386 
Gardam, Michael (director of infectious disease 
prevention and control, Ontario Agency for Health 
Protection and Promotion), 6333 
Giulietti, Rita (spokesperson, Friends of the Eramosa 
Karst), 2348 
Goel, Vivek (president and CEO, Ontario Agency for 
Health Protection and Promotion), 2896 
Gordon, Jim (former mayor, Sudbury), 4650 
Haslam-Stroud, Linda (president, Ontario Nurses 
Association), 5274 
Hawksworth, Vicki (supervisor of environmental health 
and prevention services, Lambton county), 6433 
Hope, Randy (mayor, Chatham-Kent), 4821 
Issenman, Robert (professor, McMaster University), 
3138 
Kitts, Jack (ex-officio governor, Board of Governors, 
Ottawa Hospital), 4781 
Letovsky, Eric (chief of department of emergency 
medicine, Credit Valley Hospital), 4945 
Low, Donald (medical director of laboratories, Ontario 
Public Health Agency), 6432 
Manahan, Andy (executive director, Residential and 
Civil Construction Alliance of Ontario), 9391 
Martin, Murray (CEO, Hamilton Health Sciences), 5887 
McGeer, Allison (director of infection control, Mount 
Sinai Hospital), 6266, 6433 
Mohammed, Naveed (chief of emergency medicine, 
Brampton Civic Hospital), 4945 
Moore, Leith (chair, Building Industry and Land 
Development Association), 9391 
Rubin, Donna (chief executive officer, Ontario 
Association of Non-Profit Homes and Services for 
Seniors), 5381 
Saracino, Bob (regional councillor, Port Colborne), 5188 
Schabas, Richard (medical officer of health, Hastings 
and Prince Edward counties), 2893 
Sullivan, Terry (president and CEO, Cancer Care 
Ontario), 6388 
Switzer, Gary (CEO, Erie St. Clair Local Health 
Integration Network), 6386 
VanderBent, Sue (executive director, Ontario Home 
Care Association), 4751 
White, Greg and Joe Accardi (president and executive 
director, Ontario Sewer and Watermain 
Construction Association), 9391 
Williams, Robin (chief medical officer of health, Niagara 
region), 6333, 6433 
Yusuf, Salim (professor of medicine, McMaster 
University), 3047 
Members/ministers quoting television programs 
The Agenda, 5886 
Members'/ministers' record 
Liberal (2003-2010) 
Caplan, David (Don Valley East) 
as Minister of Health and Long-Term Care, 7518- 
7519 
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PC (1995-2003) 
Witmer, Elizabeth (Kitchener—Waterloo) 
as Minister of Health, 2892-2893 
Members'/ministers' remarks 
PC (1995-2003) 
Witmer, Elizabeth (Kitchener—Waterloo) 
as Minister of Health and Long-Term Care, 4283 
withdrawn, 3372, 4153, 4464, 4622, 5945 
Members' statements 
Sivalingam, Nagaratnam, 9699 
Menta! health care, 4470-4471, 4647-4648 
Durham region, 4251 
government funding, 4061, 4251, 5780 
increase, 4621-4622 
Ministerial statements, presented 
Apology legislation, 3147 
Health professions, 6694 
Municipal infrastructure, 603 
Patient safety, 4628 
Ministers redirecting oral questions, 3141, 3774, 4061, 
4108, 4249, 6227 
Ministry of Health and Long-Term Care 
aging-at-home strategy, 3681, 4322-4323, 6388, 6885- 
6886 


critical care strategy, 4808 
diabetes strategy, 5084-5085 
ER strategy, 5084 
Health Care Connect, 4755, 4859-4860, 5236 
influenza immunization program, 4109 
maternal newborn access to care strategy, 3275 
nursing retention fund, 5279 
Ontario CritiCall program, 3275 
Ontario newborn screening program, 6946 
Operation Health Protection, 5033-5034 
personal support worker stabilization strategy, 5233, 
5733 
surge management program, 4807-4808 
Ministry of Training, Colleges and Universities 
second career strategy, 3477 
Municipal infrastructure, 481 
government funding, 603, 1693 
Timmins—James Bay, 998 
Niagara Health System 
government funding, 3685 
Northern Ontario 
grants 
northern health travel grant (NHTG) program, 5036 
health care, 6269 
Northern Ontario growth plan, 2243 
Nurse practitioner-led clinics, 4057, 5235-5236, 5280, 
6750 
Sudbury clinic, 5235 
Nurse practitioners, 3682, 6750 
Nurses, 5279 
hiring, 3527, 4108, 4110, 4695, 5273, 5279-5280, 6268, 
6800 
occupational health and safety, 5320 
Obesity 
surgery, 5000, 5085 
Ontario budget speech (25 March 2008) 
responded to, 591 
Ontario drug benefit program (ODB) 
coverage for Elaprase 
Lanese, Andrew case, 4649-4650 
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Caplan, D. (LIB, Don Valley East) (continued) Local health integration networks, 2899-2900, 3046- 
coverage for Myozyme, 4522 3047, 3137-3138, 3685, 5992-5993, 6386 
Troy, Greg case, 4651 Long-term care, 3436, 3962, 5381, 5684, 5737, 6691 
Ontario health insurance plan (OHIP) Medical evacuation, 6331-6332 
inclusion of prostate-specific antigen test as insured Medical isotopes, 7192-7193 
service, 3924, 4783 Mental health services, 4061-4062, 4251, 4470-4471, 
provision of insulin pumps and supplies as insured 4621-4622, 4647-4648, 5780, 6989 
service, 3439-3440 Minister's comments, 4248-4249 
Ontario health premium, 861, 4110 Minister's record, 7518-7519 
elimination, 6391 Ministry contracts, 7191-7192 
Ontario Lottery and Gaming Corp. (OLG) Municipal infrastructure, 615-616, 998-999 
collective bargaining, 2569 Municipal infrastructure funding, 2605 
Warren, Jim (former vice-president, strategic Newborn screening, 6946 
relationships) Northern health services, 5036 
salary increase, 834 Northern Ontario development, 2242-2243 
Ontario Water Board, 9391 Nurses, 4108-4110, 4695, 5273-5274, 5279-5280, 
Oral questions, responded to 6229, 6489-6490, 6750 
Access to health care, 3085-3086, 3186, 3275, 3374, Obstetrical care, 4110 
3682, 4057, 4522, 5686-5687 Ontario drug benefit program, 4649-4651 
Agency spending, 6797-6798 Organ donation, 5881-5882, 6187 
Breastfeeding, 3048-3049 Physiotherapy services, 5887 
C. difficile, 2826, 2892-2893, 2896, 3048 Prostate cancer screening, 3924 
Cancer treatment, 6388, 7729 Public health, 2891-2892, 3533-3534, 4147-4149, 5082, 
Casino employees, 2569-2570 6079 
Children's health services, 4060-4061 Remote drug dispensing, 6641-6642 
Conservation, 568-569, 655, 2347-2348 Rural and northern health services, 6269 
Cornwall Community Hospital, 3966-3967 Rural health services, 4940 
Dental care, 3042, 4024-4025, 5428 Senior citizens, 6885-6886 
Diabetes treatment, 3439-3440 Special care homes, 4807, 4861 
Diagnostic services, 4783, 4948, 5035, 5184-5185 Toronto waterfront, 1516-1517 
Dialysis, 4905 Transfer payments, 3527 
Doctor shortage, 5946-5947, 6686 Pathways Health Centre for Children, 4060 
Douglas Memorial Hospital, 4781 Patient safety, 2826, 4628, 4853, 6694 
Electronic health information, 5822-5823, 5881, 5945, PC Party documents/plans 
6800, 7027-7032, 7072-7075, 7077-7081, 7140- expenditures, 5945 
7141, 7144-7145, 7186-7190, 7193, 7195, 7219- health care funding, 2899, 3924, 4148, 4208, 4322 
7220, 7222-7226, 7272, 7471-7473, 7765, 7770 Pediatric surgery 
Eramosa karst, 2571 wait times, 3275 
Executive compensation, 834 Physiotherapy services, 5887 
Flu immunization, 4109 Population growth, 2833 
French-language services, 5035-5036, 6749 Prescription writing 
Government accountability, 5996-5997 e-prescribing system, 6798, 7029, 7075 
Health care, 3091, 3926-3927, 4619, 4755, 4819, 4821, Private health clinics 
4859-4860, 4864, 5000, 5235-5236, 5320, 5735- violations of the Canada Health Act, 3091 
5736, 6383-6384, 6944, 6987-6988 Private members' public business 
Health care funding, 2899, 4208-4209, 4289-4290, Sustainable Water and Waste Water Systems 
5001, 6884-6885 Improvement and Maintenance Act, 2010 (Bill 237) 
Highway 407, 133-134 second reading, 9390-9392, 9397-9398 
Home care, 3681, 3963, 4751, 5233, 5733, 5993 Provincial Infectious Diseases Advisory Committee 
Hospital funding, 4283, 4286, 4325, 4464, 4650, 5382- (PIDAC), 2892 
5383, 5736-5737, 6385, 6387-6388, 6391, 7274- Public education campaigns 
(eae International Nurses Day, 6750 
Hospital governance, 3685-3686 RecycleMe.org, 6187 
Hospital infrastructure, 6389-6390 Public Health Agency of Canada 
Hospital security, 5003 travel advisory, 6267 
Hospital services, 2832-2833, 3140-3141, 3375, 3442, Public health units, 2892, 6266 
3684, 4322-4323, 4699, 4807-4808, 4945, 5084- Grey Bruce Health Unit 
5085, 5188, 5423-5424 6847 government funding, 5082 
Hospital spending, 7524-7525, 7729 review, 5082 
Infectious disease control, 4387-4388, 4523, 5033- local pandemic influenza contingency plan, 6271 
5034, 6265-6267, 6271, 6333, 6431-6433, 6436 isolation and quarantine facilities, 6271 
Infrastructure program funding, 5886 reporting on outbreaks, 2896 


Infrastructure renewal, 481, 2241-2242 
Laboratory services, 3043, 3182-3183 
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Public Transportation and Highway Improvement 
Amendment Act (Noise Remediation), 2010 (Bill 244) 
first reading, 9325 
Regulated Health Professions Amendment Act, 2009 (Bill 
141) 
first reading, 4628 
ministerial statement, 4628 
second reading, 4853 
Regulated Health Professions Statute Law Amendment 
Act, 2009 (Bill 179) 
general discussion, 6750 
first reading, 6693-6694 
ministerial statement, 6694 
Reports 
Better Access to Outpatient Magnetic Resonance 
Imaging in Ontario - But For Whom? (John You, 
Vikram Venkatesh, Andreas Laupacis), 5184-5185 
Cancer System Quality Index 2009 (Cancer Quality 
Council of Ontario), 6388 
Chief Medical Officer of Health Annual Report 2007 
(Working Together to Build a Stronger Public Health 
System), 4147-4148 
Eroding Public Medicare: Lessons and Consequences 
of For-Profit Health Care Across Canada (Natalie 
Mehra), 3085 
Home Care: Change We Need (Carol Kushner, Patricia 
Baranek, Marion Dewar), 3963 
Niagara Health System: Hospital Improvement Plan, 
3685 


Ontario's eHealth Strategy, 2009-2012 (eHealth 
Ontario), 7187 
Part Two Report of the Walkerton Inquiry: A Strategy for 
Safe Drinking Water (Dennis O'Connor), 2892 
People Caring for People: Impacting the Quality of Life 
and Care of Residents of Long-Term Care Homes 
(Shirley Sharkey), 3436, 5684 
Special Report on French Language Health Services 
Planning in Ontario, 2009 (Francois Boileau), 6749 
Tooth Decay in Ontario's Children: An Ounce of 
Prevention - A Pound of Cure (Ontario Dental 
Association), 4024 
Watertight: The case for change in Ontario's water and 
wastewater sector (Expert Strategy Water Panel), 
9391 
Research and innovation, 3478 
Rural Ontario 
health care, 6269 
Senior citizens 
community-based services, 3681 
Smart Systems for Health Agency (SSHA), 5823, 5881, 
5945, 7028, 7030-7032, 7187, 7190, 7226 
expenditures, 5881 
consultants, 6797 
operational review, 5996, 6797, 7080, 7144, 7189, 7223- 
7224 
Speaker 
election (28 November 2007) 
congratulatory remarks, 133 
Special care homes 
Goodfellow Home for Special Care 
inspection, 4861 
inspection, 4807, 4861 


Standing Orders 
S.O. 23(g) Rules of Debate - Matters out of order in 
debate - Matters sub judice, 1252 
Streptococcus A infection, 4387-4388, 4523 
Sustainable Water and Waste Water Systems 
Improvement and Maintenance Act, 2010 (Bill 237) 
first reading, 9179 
Time allocation motions 
Legislative reform 
presented, 1521-1522 
Toronto waterfront 
revitalization, 1516-1517 
West Don Lands, 1516-1517 
Tributes 
Sivalingam, Nagaratnam (founder, Tamil Eelam Society 
of Canada and community activist), 9699 
Unemployment rate, 3479 
United States 
electronic health records, 6800, 7027 
Water utilities 
financial stability, 9391 
public ownership, 9391 
regulation, 9390-9391, 9397-9398 
Websites 
Your Health Care Options, 4860, 5236 
World Health Organization (WHO) 
travel advisory, 6267 


Carroll, M.A. (LIB, Barrie) 
Afghanistan 
women's rights, 6472-6473 
Art Gallery of Ontario (AGO) 
restoration and reconstruction, 4062 
Artists, 2489 
Arts and culture 
federal government funding 
reduction, 2735-2736 
government funding, 826, 1505, 2736, 3684-3685, 4578 
Hamilton, 3684 
Koerner Hall (Royal Conservatory of Music), 8460 
Barrie-Innisfil Boundary Adjustment Act, 2009 (Bill 196) 
second reading, 7494 
Budget, 6885 
Budget Measures Act, 2009 (Bill 162) 
second reading, 6031-6035 
Canadian Film Centre 
government funding, 3322 
Canadian Museum for Human Rights 
government funding, 5781 
Collaborative Seniors Portal Network, 2302 
Colleges of applied arts and technology (CAATs) 
Sheridan Institute of Technology and Advanced Learning 
creative previsualization unit, 4578 
Community museums 
government funding, 7033 
Crime against seniors 
elder abuse, 2392, 6081-6082, 6552 
Cultural attraction agencies 
government funding, 6041 
Cultural industry, 1369, 6033 
Dominion Institute 
veteran appreciation day, 3925 
Festivals 
Sunfest, 6146 
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Carroll, M.A. (LIB, Barrie) (continued) 
Film and television production industry, 500 
Ontario film and television tax credit (OFTTC), 500, 
322) 00c2 
Fire sprinklers 
mandatory fire sprinkler systems in retirement homes, 
7430-7431 
French-language debates 
Déclarations ministérielles et reponses 
Journée de sensibilisation a la prévention des 
mauvais traitements a l'égard des personnes 
agées, 3327-3328 
Mois des personnes agées, 2302-2303, 7201-7202 
Subventions culturelles, 826 
Subventions pour les arts et la culture, 1505, 6146 
Questions orales 
Anciens combattants, 3925 
Government record 
Liberal (2003-2010), 1026 
economic development, 6031-6032 
senior citizens, 6033 
PC (1995-2003) 
budget deficit, 6035 
Harmonized sales tax, 6885 
impact on arts community, 8735 
Heritage conservation 
Lister Block, 2644 
Investing in Ontario Act, 2008 (Bill 35) 
second reading, 1026 
Lake Simcoe Protection Act, 2008 (Bill 99) 
third reading, 4342 
Land use planning 
Barrie, 7494 
Legislative building/grounds 
heritage conservation, 9174, 9221-9222 
Life Institute, 7201 
Members/ministers quoting statements 
MacMillan, Margaret (author), 6472 
Ministerial statements, presented 
Arts and cultural funding, 1504-1505, 6145-6146 
Cultural funding, 826 
Ontario Elder Abuse Awareness Day, 3327-3328 
Seniors’ Month, 2302-2303, 7201-7202 
Ministers redirecting oral questions, 613, 3048, 5083, 
5122 
Ministry of Culture 
budget increase, 826 
entertainment and creative cluster partnerships fund, 
4578 
museum and technology fund, 7033 
Ministry of Health and Long-Term Care 
aging-at-home strategy, 7202 
Movies 
Away From Her, 500 
Museums, 7033 
National/independence/memorial days 
Black History Month, 4907 
Ontario Arts Council, 3684-3685 
Celebrate Our Artists weekend, 2489 
government funding, 1505, 2736, 6082, 6146 
Ontario child benefit (OCB) 
increase, 6032 
Ontario Heritage Trust, 4107, 6492 
Doors Open Ontario, 4107, 6492 
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government funding, 6492 
Premiers’ gravesites program, 4107 
Ontario Media Development Corp. 
interactive digital media fund, 826 
screen-based content initiative, 5032 
Ontario Network for the Prevention of Elder Abuse 
(ONPEA) 
elder abuse strategy, 7202 
government funding, 7431 
government funding, 2392 
seniors' safety line, 6081, 7202 
Ontario property and sales tax credit, 741 
Ontario Seniors' Secretariat, 7201 
Ontario's strategy to combat elder abuse, 2392 
Ontario Trillium Foundation, 3049 
Oral questions, responded to 
Art Gallery of Ontario, 4062 
Arts and cultural funding, 2735-2736, 3684-3685, 4578, 
6885, 7033, 8460 
Black History Month, 4907 
City of Toronto, 5082 
Cultural funding, 5781, 6041-6042 
Cultural protection, 1369 
Elder abuse, 2392, 6081-6082, 7431 
Fire safety, 7430-7431 
Heritage conservation, 2349, 2644, 4107, 6492, 9174, 
9221-9222 
Ontario artists, 2489, 6082 
Ontario film and television industry, 500, 3322, 5032 
Ontario Trillium Foundation, 3049 
Property taxation, 741 
Public libraries, 199, 1425 
Retirement homes, 3926, 7081 
Royal Ontario Museum, 613 
Senior citizens, 5463-5464, 6552-6553 
Taxation, 8735 
Tourism, 7270 
Veterans, 1821, 3925 
Private members' public business 
Afghan family law 
responded to, 6472-6473 
Public education campaigns 
Ontario Elder Abuse Awareness Day, 3327 
Seniors' Month, 2302, 7201-7202 
Public libraries, 1425 
Remembrance Day, 3925 
Retirement homes 
regulation, 7081 
standards of care, 3926 
public consultation, 3926 
Royal Botanical Gardens 
government funding, 6042 
Royal Ontario Museum (ROM) 
Michael Lee-Chin Crystal, 613 
Rural libraries 
government funding, 199 
Senior citizens, 2302-2303 
abuse, 3327-3328 
services, 7201 
Senior homeowners’ property tax grants, 741 
Sharon Temple, 5781 
Status of Ontario's Artists Act, S.O. 2007, c.7, Sched. 39, 
6082 
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Carroll, M.A. (LIB, Barrie) (continued) 
Toronto 
cultural attractions, 5082 
ranked fourth best city for cultural experience, 5082 
Toronto Festival of Arts, Culture and Creativity (Luminato) 
government funding, 826 
Veterans, 1821, 2303, 3925 


Chan, Hon. M. (LIB, Markham—Unionville) 
An Act for the Abolition of the Slave Trade (1807) 
bicentenary of British legislation, 23, 300 
Awards 
Lincoln M. Alexander Award, 4576 
Ontario Medal for Good Citizenship, 8865 
Ontario Medal for Young Volunteers, 6389 
Ontario Volunteer Service Awards, 5583 
ChangeTheWorld: Ontario Youth Volunteer Challenge, 
5583, 6389 
Citizenship, 3280-3281 
Cultural industry 
government funding, 9315 
Discrimination 
racial, 468-469 
Doctors 
international medical graduates (IMGs), 4041-4042 
bridge training programs, 4041 
Economic development, 9272 
Fair Access to Regulated Professions Act, S.O. 2006, 
c.31, 4041 
Federal government 
Chinese head tax apology, 2571-2572 
Immigrants, 5083 
access to professions and trades, 7918-7919 


bridge training programs, 1921-1922, 2209, 6950, 6990, 


8029-8030, 9038-9039 
government funding, 6436, 7275, 7831 
employment programs, 2209 
language training, 1168 
services, 172, 1168, 2834, 8065-8066, 8309, 8456- 
8457, 8687-8688 
access to federal government services, 7772-7773 
Immigration 
provincial nominee program, 1475 
website, 4296 
Increasing Access to Qualified Health Professionals for 
Ontarians Act, 2008 (Bill 97) 
third reading, 4041-4042 
Language instruction, 2834, 3965-3966 
English as a second language (ESL), 3965, 6804, 9172 
French as a second language (FSL), 3965, 6804 
Members/ministers quoting statements 
Kennedy, John F. (former American president), 8865 
Ministerial statements, presented 
Asian and South Asian Heritage Month, 6562 
Citizenship Week, 3280-3281, 8035 
Immigrants’ skills, 6950 
Immigration information, 4296 
International Day for the Elimination of Racial 
Discrimination, 468 
International Volunteer Day, 4477 
National Volunteer Week, 1411-1412, 6145 
Portuguese Canadian community, 2449-2450 
South Asian and Asian Heritage Month, 1463 
Volunteer Service Awards, 5583 


Volunteers, 69 
Ministers redirecting oral questions, 6437 
Ministry of Citizenship and Immigration 
Engaging Youth from Diverse Ethno-Cultural 
Communities: A Working Model, 2347 
Roots of Freedom grants, 23 
strategic partnership initiative, 5664 
Trades Win Support program, 6436 
National/independence/memorial days 
Asian Heritage Month, 6562 
Chinese Canadian Head Tax Redress Day, 2572 
Portuguese History and Heritage Month, 2450 
South Asian Heritage Month, 1463, 6562 
Non-profit organizations, 5664 
Office of the Fairness Commissioner, 4041 
Oral questions, responded to 
Abolition of British slave trade, 23, 300 
Chinese-Canadian Head Tax Redress Day, 2571-2572 
City of Toronto, 5082 
Cultural funding, 9315 
Fair access to professions, 2209, 7918-7919 
Immigrant services, 7772-7773, 7831, 8309, 8456-8457, 
8687-8688, 9038-9039 
Immigrants, 8029-8030 
Immigrants’ skills, 1475, 1921-1922, 6990-6991, 7275 
Immigration policy, 8065-8066 
Language training, 1168, 2834, 3965-3966, 6804, 9172 
Lincoln M. Alexander Award, 4576-4577 
Order of Ontario, 4805-4806 
Promoting Ontario, 9272 
Skilled trades, 6436 
Support services for newcomers, 172 
Tourism, 9499-9500, 9723 
Volunteers, 2346-2347, 5664, 6389, 8865-8866 
Order of Ontario recipients, 4805-4806 
Public education campaigns 
Citizenship Week, 3280, 8035 
International Day for the Elimination of Racial 
Discrimination, 468-469 
International Volunteer Day, 69, 4477 
National Volunteer Week, 1411-1412, 6145, 6389 
Tourism industry, 9499-9500, 9723 
Volunteers, 69, 1411-1412, 2346-2347, 3281, 4477, 
5583, 5664, 6145, 6389, 8865-8866 
awards, 4477 
immigrant volunteers, 69, 4477 
youth, 4477, 6389 
Websites 
www.ontarioimmigration.ca, 172 


Chudleigh, T. (PC, Halton) 
Aboriginal land claims 
Caledonia, 9447-9448, 9544-9545 
Douglas Creek Estates, 9404 
Algoma University Act, 2008 (Bill 80) 
third reading, 2152-2154 
Animal Health Act, 2009 (Bill 204) 
time allocation motion 
public consultation, 8572 
responded to, 8571-8573 
Appointments 
Arnett, Jim (special adviser on auto restructuring), 4464- 
4465 
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Chudleigh, T. (PC, Halton) (continued) 
Apprenticeship training 
ratio of tradespeople to apprentices, 2872 
Automobile industry, 2487, 3958-3959, 4464-4465, 5384 
auto sector investment fund, 1920, 2488, 2515 
value-for-money review by Auditor General, 2488, 
2515-2516 
conditions for bailout, 5314 
Daimler AG 
layoffs, 3274 
Fiat Group, 1604 
Ford Motor Company of Canada 
Essex engine plant, 612, 643-644 
government funding, 7048 
General Motors of Canada Ltd., 6114 
government funding, 2873 
job guarantee in return for government assistance, 
2515 
layoffs, 1158 
job guarantee in return for government assistance, 3958 
layoffs, 3958 
legacy costs, 4944 
Automobiles 
government purchase of automobiles made in Ontario, 
3077-3078 
Awards 
Ontario Award for Paramedic Bravery, 4934 
Biotechnology industry 
job guarantee in return for government assistance, 2568- 
2569 
Birthdays 
Halpenny, Chloe (legislative page), 3515 
Blackouts/brownouts, 7056 
Books 
The World is Flat (Thomas Friedman), 2929 
Bottled water 
prohibition on sale, 3945 
Budget, 5460 
balanced budget, 568 
1991, 568 
Budget deficit, 3484-3485, 3527, 3669, 7147, 8399 
Budget Measures Act, 2009 (Bill 162) 
second reading, 6030, 6034, 6114 
Budget Measures and Interim Appropriation Act, 2008 
(No. 2) (Bill 114) 
second reading, 3669, 3673 
Budget surplus 
transfer of funds to municipalities for infrastructure 
projects, 964-965, 967 
Business 
government assistance, 6596 
Cancer 
colorectal cancer, 3325 
Casinos 
Casino Windsor, 3673 
Child and Family Services Statute Law Amendment Act, 
2009 (Bill 103) 
second reading, 3164-3165 
Colleges Collective Bargaining Act, 2008 (Bill 90) 
third reading, 2929-2930, 2937 
Colleges of applied arts and technology (CAATs) 
Algoma University College, 2152 
economic development program, 2152-2153 
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collective bargaining 
inclusion of part-time and sessional employees, 2937 
Compensation for Victims of Crime Act, R.S.O. 1990, c. 
C.24 
amended by Bill 212, 8398 
Congratulatory remarks 
Bright, Steven (participant, Sears National Kids Cancer 
Ride), 7151 
Coroners Act, R.S.O. 1990, c.C.37, 7020 
section 22 (Minister may direct coroner to hold inquest), 
7022 
Coroners Amendment Act, 2009 (Bill 115) 
third reading, 7020, 7022 
Corporate tax exemptions 
Ontario tax exemption for commercialization (OTEC) 
eligibility for refund, 3029 
Corporate tax reduction, 499, 1512, 3527 
Corporate taxes, 2991 
Corporations 
executive compensation caps for corporations receiving 
grant or loan from Ontario, 7047-7048 
Countering Distracted Driving and Promoting Green 
Transportation Act, 2009 (Bill 118) 
second reading, 4095-4096, 4100-4101 
Criminal statistics, 4131 
Debates re answers to oral questions 
Hospital services 
requested, 9299 
participation, 9299 
Demonstrations 
aboriginal occupation in Caledonia, 6830 
Drivers, 4095-4096 
age discrimination, 4568 
new drivers, 4532 
Driving 
ban on use of cellular telephones and electronic 
entertainment devices while driving, 4100 
Economic conditions, 586, 768, 1159-1160, 1185, 2153, 
2667, 3040-3041, 3917, 4112, 5312 
international, 5311 
Economic decline, 499, 568, 1309, 2871 
Economic development, 2738, 6989 
Economic growth 
five-point economic plan, 2897, 3274, 3736-3737, 3917, 
4112, 4900, 5312 
Economic policy, 2991, 3528 
Education, 5097 
Education funding, 184 
eHealth Ontario 
contracts 
public inquiry, 8492, 8496, 8558-8559 
expenditures, 8544-8545 
eHealth Ontario Spending Accountability Act, 2009 (Bill 
220) 
first reading, 8609 
Election Statute Law Amendment Act, 2010 (Bill 231) 
second reading, 9285-9293 
Elections/by-elections 
campaign contributions, 9290-9291 
fixed dates, 9286, 9291 
third-party advertising, 9291-9292 
Electoral Boundaries Commission, 9287, 9289, 9293 
Electoral constituencies 
boundaries, 9285-9287 
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Chudleigh, T. (PC, Halton) (continued) 
Electoral process reform, 9134 
authority of Chief Electoral Officer to commission 
reports and research, 9134, 9287 
authority of Chief Electoral Officer to set date/time of 
advance polls, 9289 
special ballots, 9289-9290 
Electrical safety 
mandatory installation of surge protectors in new 
residential and commercial construction, 7056 
Employment creation, 767, 5117-5118 
by government, 467 
by private sector, 467, 5000-5001 
Employment insurance benefits, 5620 
Employment Standards Amendment Act (Organ Donor 
Leave), 2009 (Bill 154) 
second reading, 5225, 5452 
Employment Standards Amendment Act (Temporary Help 
Agencies), 2009 (Bill 139) 
third reading, 6220-6221, 6481 
Energy 
renewable energy, 5087 
wind, 5073 
Europe 
trucking industry, 1187 
Exports, 462 
Family law 
reform, 4892-4893 
Family Statute Law Amendment Act, 2009 (Bill 133) 
second reading, 4892-4893 
Fatalities 
Dupont, Lori (murder victim), 9098 
Federal government 
constructive engagement policy with China, 893 
police officer recruitment fund, 4131 
transfer payments 
equalization program 
Ontario to receive equalization payment, 3958 
Food service premises 
disclosure of nutritional information for foods and drinks 
served on premises, 6070 
Foreign workers 
agricultural workers, 6060-6061 
Forest industry, 46 
sawmill closures, 141 
Full Day Early Leaming Statute Law Amendment Act, 
2010 (Bill 242) 
second reading, 9606, 9620-9622 
Gasoline prices 
increase, 2153 
Germany 
speed limits, 1187 
Good Govemment Act, 2009 (Bill 212) 
second reading, 8395-8400 
schedule 2, 8397-8398 
schedule 5, 8398 
time allocation motion 
public consultation, 8563-8564 
responded to, 8557-8560 
third reading, 9009-9010 
Government accountability, 976, 6054, 8220-8221, 8397 
Government-business partnerships, 6803 
Government expenditures, 4516 
increase, 568 
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Government investments 
investment losses, 139-140 
Government orders 
Federal-provincial fiscal policies 
responded to, 2871-2873 
Government procurement policy 
apples, 5286 
Government record 
Liberal (2003-2010), 3736 
employment creation, 140 
fossil-fuel generating stations, 5068 
leadership, 3929 
NDP (1990-1995) 
medical students/graduates, 4039 
PC (1995-2003) 
balanced budget, 3527 
employment creation, 140 
social assistance, 5097 
Great Lakes Heritage Coast, 5489 
Green Energy and Green Economy Act, 2009 (Bill 150) 
general discussion, 5087, 5117-5118 
second reading, 5068, 5073 
Greenbelt Act, S.O. 2005, c.1, 5488-5489 
Greenbelt plan, 5488-5489 
Greenbelt Protection Act, S.O. 2004, c.9, 5488 
Gross domestic product, 462 
Harmonized sales tax, 6456 
public consultation, 8680, 8761 
Health care 
Halton, 2837-2838 
Health care reform, 4042 
Healthy Food for Healthy Schools Act, 2008 (Bill 8) 
second reading, 312, 321, 490 
Hearing-impaired persons, 5115 
Highway Traffic Amendment Act (Speed Limiters), 2006 
(Bill 115), 1185 
Highway Traffic Amendment Act (Speed-limiting 
Systems), 2008 (Bill 41) 
second reading, 1182-1189, 1192-1193 
public consultation, 1192-1193 
Hospital construction, 5886 
Halton Healthcare Services, 3322 
Oakville-Trafalgar Memorial Hospital, 2832-2833, 2837, 
3183-3184, 4108, 4622-4623, 5085, 5886, 6442, © 
6843 
Hospital expansion 
Milton District Hospital, 4108, 5085, 5886, 6442, 6646, 
6843, 8307-8308, 9080, 9299 
Oakville-Trafalgar Memorial Hospital, 3140 
Ideas for the Future Act, 2008 (Bill 100) 
second reading, 3029 
Immunization 
influenza, 5097 
Increasing Access to Qualified Health Professionals for 
Ontarians Act, 2008 (Bill 97) 
third reading, 4039-4040, 4042 
Industry shutdowns, 462 
Interest rates, 6221 
Interim supply motions 
responded to, 139-141 
International trade agreements 
North American Free Trade Agreement (NAFTA), 462 
Investing in Ontario Act, 2008 (Bill 35) 
second reading, 964-965, 967, 976 
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Chudleigh, T. (PC, Halton) (continued) 
Kindergarten 
full-day, 9606, 9620-9621 
program cost, 9620-96271 
Layoffs 
DDM Plastics, 3274 
Legislative Assembly 
press gallery, 1955 
Legislative pages, 5452 
Legislative procedure 
members'/ministers' attendance in legislature, 4463 


members/ministers must be in own seats for recorded 


vote, 8946 
motions 
time allocation motions, 8557 
Linamar Corp. 
provincial grants, 2873 
Literacy, 5108 
Livestock 
disease prevention and control 
traceability systems, 8572-8573 
Manufacturing industry, 45-46, 5275 
jobs plan, 4516 
layoffs, 45, 140, 2530, 2737-2738, 2872, 5274, 5311- 
53812 
unemployment, 324, 462, 467, 612 
Media scrums 
Ontario Premier's five-foot rule, 4825 
Medical students/graduates, 4039 
Medical transplants 
organ and tissue donation, 5225, 5452 
Members'/ministers' correction of record, 1915 
Members'/ministers' personal narratives, 4934, 5452 
Members/ministers quoting committee submissions 
Commission Counsel and Researchers, 9009-9010 
Members/ministers quoting documents 
Convention on the Elimination of All Forms of 
Discrimination Against Women (United Nations, 
Department of Economic and Social Affairs, 
Division for the Advancement of Women), 9240 
Members/ministers quoting newspaper articles 
Ottawa Citizen, 8560 
Members/ministers quoting reports 


Modemizing Ontario's Electoral Legislation: Appendix A: 
Dissenting Opinion of the Progressive Conservative 


Member of the Committee (Select Committee on 
Elections), 9288 
Path to the 2020 Prosperity Agenda (Task Force on 
Competitiveness, Productivity and Economic 
Progress), 1512 
TD Economics Special Report - Time for a Vision of 
Ontario's Economy (Don Drummond, Derek 
Burleton), 3041 
Members/ministers quoting statements 
Hubbard, Kin (American playwright), 8395 
Porter, Douglas (deputy chief economist, Bank of 
Montreal), 6802 
Robson, William (CEO, C.D. Howe Institute), 6802 
Members'/ministers' record 
Liberal (2003-2010) 
McGuinty, Dalton (Ottawa South) 
as Ontario Premier, 4900, 5311 
Sorbara, Greg (Vaughan) 
as Minister of Finance, 2991 


PC (1995-2003) 
Chudleigh, Ted (Halton), 925 
Members'/ministers' remarks 
Liberal (1995-2003) 
Bartolucci, Rick (Sudbury), 8557 
Bradley, James J. (St. Catharines), 8557, 9012 
Liberal (2003-2010) 
Bentley, Christopher (London West) 
as Attorney General, 9009-9010 
Dombrowsky, Leona (Prince Edward-Hastings) 
as Minister of Agriculture, Food and Rural Affairs, 
8573 
PC (2003-2010) 
Shurman, Peter (Thornhill), 9010 
withdrawn, 565, 893, 1185, 3961, 4940 
Members'/ministers' travel 
Pupatello, Sandra's travel to Middle East, 3135, 3183 
Members’ statements 
Air quality, 9649 
Bright, Steven, 7151 
Colorectal cancer, 3325 
Education funding, 184 
Government record, 2578, 3736-3737 
Hospital services, 2837-2838, 6442 
Liberal leadership, 3929-3930 
Manufacturing jobs, 324, 2530 
Milton District Hospital, 6646 
Ontario economy, 467, 4112, 5160517 
Premier of Ontario, 4825 
Provincial purchasing policy, 5286 
Renewable energy, 5087 
Taxation, 9003 
Victims of crime, 9081 
Wilfrid Laurier University, 729 
Minimum wage, 5108 
increase, 6221 
Mining Amendment Act, 2009 (Bill 173) 
second reading, 6527, 6537 
Mining industry, 6527, 6537 
Ministerial statements, responded to 
Electoral reform, 9134 
Good governance, 8220-8221 
Government investments, 643-644 
Manufacturing industry, 45 
Ontario Police Memorial, 6447 
Ministry of Children and Youth Services 
Best Start plan 
Healthy Babies, Healthy Children program, 5097 
Ministry of Economic Development and Trade, 6989 
Next Generation of Jobs Fund, 2568-2569, 4515 
Ministry of Health and Long-Term Care 
Ontario newborn screening program, 5097 
Ministry of Natural Resources 
Living Legacy, 5489 
Multiculturalism, 937, 7062 
Municipal infrastructure 
government funding, 3755 
National/independence/memorial days 
Holocaust Memorial Day, 1617 
Niagara Escarpment Planning and Development Act, 
R.S.O. 1990, c.N.2, 5488 
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Chudleigh, T. (PC, Halton) (continued) 

Occupational Health and Safety Amendment Act 
(Violence and Harassment in the Workplace), 2009 
(Bill 168) 

time allocation motion 
responded to, 9098 
Ontario budget speech (25 March 2008) 
responded to, 586 
Ontario French-language Educational Communications 
Authority Act, 2008 (Bill 55) 
second reading, 1955-1956 
Ontario Lottery and Gaming Corp. (OLG) 
purchase of foreign-made cars as casino contest prizes, 
5384, 5418-5419 
Ontario Municipal Board Act, R.S.O. 1990, c. 0.28 
amended by Bill 212, 8398 
Ontario Municipal Board (OMB) 
citizen appeals of board decisions to cabinet revoked, 
8398 
Ontario Power Authority (OPA) 
construction of gas-fired generating stations in Oakville 
and King Township, 9646, 9649, 9693-9694 

Ontario Securities Commission (OSC), 6054-6055 

Ontario Tax Plan for More Jobs and Growth Act, 2009 
(Bill 218) 

second reading, 8761 
Ontario-United States relations 
trade, 3917 
Opposition day motions, responded to 
Young offenders, 3021 
Oral questions, presented 
Aboriginal land dispute, 9404, 9447-9448, 9498-9499, 
9544-9545 
Air quality, 9646 
Automobile industry, 1920, 2487-2488, 2515-2516, 
3958-3959, 4464-4465, 4944, 5314, 5460-5461 
Corporate tax, 1512 
Economic development, 6802-6803, 6989 
Electrical generating station, 9693-9694 
Electronic health information, 8544-8545 
Employment, 767-768 
Government investments, 2568-2569 
Government spending, 568, 4515-4516 
Hospital funding, 4107-4108 
Hospital services, 2832-2833, 3140, 3322, 4622-4623, 
5085, 6843, 8307-8308, 9080 
Infrastructure program funding, 5886 
International trade, 892-893, 3135, 3183-3184 
Manufacturing jobs, 612, 1158-1159, 1604, 2991, 5274- 
5275 
Ontario budget, 499 
Ontario economy, 1309, 2667-2668, 2737-2738, 2897, 
3040-3041, 3274, 3484-3485, 3527-3528, 3917, 
4899-4900, 5000-5001, 5117-5118, 5311-5312, 
6595-6596, 7147 
Provincial purchasing policy, 5384, 5418-5419 
Public inquiry legislation, 8492-8493, 8496 
Taxation, 8680 
Unemployment, 5620 

Paramedics, 4934 

Pension Benefits Amendment Act (Unlocking Pension 
Funds), 2009 (Bill 116) 

first reading, 3537 
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Pension funds 
transfer of locked-in pension funds to registered 
retirement income funds, 3537, 6862-6864, 6869 
Pension plans, 6455-6456 
Persons with disabilities 
developmental disabilities 
homes and residential facilities 
inspection without notice, 2820 
Petitions 
Beer retailing and distribution, 3187, 3333, 3542-3543, 
3741, 3933, 4117, 4481-4482, 4662, 6051 
Breastfeeding, 1109 
GO Transit, 341, 572, 961, 1170 
Hospital funding, 2647 
Hospital services, 2835-2836, 2902, 2962-2963, 2997- 
2999, 3049-3050, 3331-3332, 3498, 3541-3542, 
3739-3741, 3931-3933, 4116-4117, 4479-4480, 
4528, 4530, 4659, 4661, 5330, 5478-5480, 6452- 
6453, 7929, 8038, 8155, 8555, 9184 
Lord's Prayer, 485, 569-570, 747, 960, 1107-1108, 
1169, 1314, 1478, 2166 
Ontario Society for the Prevention of Cruelty to Animals, 
5479-5480 
Pension plans, 5669-5671, 6050-6051, 6283-6284, 
6503, 6652, 6853 
Power plant, 9415-9416, 9587, 9652 
Protection of minors, 5288 
Taxation, 8039, 9183 
Photo Card Act, 2008 (Bill 85) 
third reading, 3908-3909 
Photo identification cards, 3909 
privacy/security of information, 3909 
Poetry 
manufacturing jobs, 324 
Ontario economy, 516-517 
Reflections on a Session, 2578 
Taxation, 9003 
Police memorials 
Ontario Police Memorial (Queen's Park), 6447 
Population growth 
Halton, 3755 
Poverty, 5096-5097 
Poverty Reduction Act, 2009 (Bill 152) 
second reading, 5249, 5253 
third reading, 6424, 6589 
Poverty reduction strategy, 6424 
Private members' public business 
Auditor General Amendment Act, 2008 (Bill 110) 
second reading, 3755 
Canadian Mass Transit Vehicles Act, 2008 (Bill 31) 
second reading, 462 
Capping Executive Compensation Act, 2009 (Bill 180) 
second reading, 7047-7048 
Caregiver and Foreign Worker Recruitment and 
Protection Act, 2009 (Bill 160) 
second reading, 6060-6061 
Child poverty 
responded to, 5096-5097 
Corporate reporting requirements 
responded to, 6054-6055 
Cultural diversity 
responded to, 7062 
Employment supports 
responded to, 3068-3069 
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Chudleigh, T. (PC, Halton) (continued) 
Greenbelt Day Act, 2009 (Bill 153) 
second reading, 5488-5489 
Healthy Decisions for Healthy Eating Act, 2009 (Bill 156) 
second reading, 6070 
Highway improvement 
responded to, 6664 
Human rights 
responded to, 9239-9241 
Literacy and basic skills 
responded to, 5108 
Ministry of Government Services Amendment Act 
(Canadian Manufacturing and Assembly of 
Government Vehicles), 2008 (Bill 92) 
second reading, 3077-3078 
Municipal Residential and Commercial Surge Protector 
Act, 2009 (Bill 176) 
second reading, 7056 
Nowruz 
responded to, 937 
Ontario Award for Paramedic Bravery Act, 2009 (Bill 
136) 
second reading, 4934 
Pension Benefits Amendment Act (Unlocking Pension 
Funds), 2009 (Bill 116) 
second reading, 6862-6864, 6869 
Pension plans 
responded to, 6455-6456 
Police officers 
responded to, 4131 
Signage to Promote Ontario Grown Agricultural Food 
Products Act, 2008 (Bill 98) 
second reading, 3063 
Single-Use Bottled Water Ban Act, 2008 (Bill 112) 
second reading, 3945 
Tire disposal 
presented, 925-924, 933 
Visual Fire Alarm System Act, 2009 (Bill 148) 
second reading, 5115 
Workplace Safety and Insurance Amendment Act 
(Firefighters), 2009 (Bill 169) 
second reading, 6861, 6869 
Workplace Safety and Insurance Board 
responded to, 4502 
Private-public partnerships 
Ontario's Promise, 5097 
Protectionism 
transportation equipment, 462 
Public education campaigns 
International Mother Language Day, 7062 
Ontario Human Rights Day, 9239-9241 
Police Week, 6447 
Public inquiries 
scope and cost management, 8396, 8399, 8559, 9009- 
9010 
Public Inquiries Act, R.S.O. 1990, c. P.41 
amended by Bill 212, 8492-8493, 8496 
Regulations, 2667-2668, 4899 
Reports 
Path to the 2020 Prosperity Agenda (Task Force on 
Competitiveness, Productivity and Economic 
Progress), 1512 
Road Safety Act, 2009 (Bill 126) 
second reading, 4463, 4532, 4557, 4567-4568 
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Sales tax 
reduction, 3069 
School violence, 321 
Sears National Kids Cancer Ride, 7151 
Services and Supports to Promote the Social Inclusion of 
Persons with Developmental Disabilities Act, 2008 
(Bill 77) 
third reading, 2819-2820 
Signage 
promotion of agricultural food products 
farmers permitted to post seasonal, directional signs 
on land adjacent to highways, 3063 
Single-Use Bottled Water Ban Act, 2008 (Bill 112) 
second reading 
public consultation, 3945 
Small business, 4515-4516 
taxation, 3945 
Social assistance recipients, 5097 
Speaker's rulings/statements 
Standing Orders 
S.O. 28(c) Divisions - Votes Recorded, 8946 
Speed limiters 
vehicle exemptions, 1187 
Speed limits, 1186-1187 
Standing Orders 
S.O. 99(d) Written questions - Answers - delayed 
answers - decline to answer, 8754 
Tamil Canadians 
protests, 6830 
Tax credits 
manufacturing investment tax credit, 3068-3069 
Tax rebates 
gasoline tax rebate 
highway construction, maintenance or operation, 6664 
Tax reduction, 2667-2668 
Technical Standards and Safety Authority (TSSA) 
governance model, 8043 
Technical Standards and Safety Statute Law Amendment 
Act, 2009 (Bill 187) 
second reading, 8043 
Temporary help agencies 
regulation, 6481 
Temporary help agency employees 
entitlement to termination and severance payments, 
6221 
Time allocation motions 
Animal Health Act, 2009 (Bill 204) 
responded to, 8571-8573 
Good Government Act, 2009 (Bill 212) 
responded to, 8557-8560 
Occupational Health and Safety Amendment Act 
(Violence and Harassment in the Workplace), 2009 
(Bill 168) 
responded to, 9098 
Tire tax, 925-926, 933 
public consultation, 926 
Tobacco Damages and Health Care Costs Recovery Act, 
2009 (Bill 155) 
second reading, 5654 
third reading, 6828, 6830 
Tobacco products 
illegal sale, 6830 
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Chudleigh, T. (PC, Halton) (continued) 
Tobacco products manufacturers 
recovery of tobacco-related health care costs from 
manufacturers, 5654, 6828 
Trade missions 
China, 892-893 
Training, 5097 
Training programs, 2897 
Trans fatty acids, 312 
regulation, 490 
Tributes 
Snow, James (former Minister of Transportation and 
Communications), 6281-6282 
Truck drivers, 1186 
Truck safety 
inspection, 4557 
Unemployment, 767-768, 1309, 5418-5419, 5620 
increase, 6034 
Unemployment rate, 4515 
United Nations (UN) 
Universal Declaration of Human Rights, 4631-4632, 
9239 
United States 
economic decline, 2871 
economic stimulus plan, 4944 
financial market crisis, 2897 
Universities/colleges 
Wilfrid Laurier University, 2152 
expansion, 729 
U.S. Steel Canada 
shutdown, 7048 
Venture capital 
shortage, 3029 
Victims of crime 
Marshall, Patricia (victim of criminal harassment) 
withdrawal of charges against offender, 8398, 9081 
Volvo Motor Graders Ltd. 
layoffs, 2991 
Waste management/programs 
tire recycling program, 926 
Workers 
average wages, 6220 
out-migration of Ontario workers, 2897, 3040 
Working Families Coalition, 9288 
Workplace harassment/violence, 9088 
Workplace Safety and Insurance Amendment Act, 2008 
(Bill 119) 
general discussion, 3945 
Workplace Safety and Insurance Board (WSIB) 
unfunded liability, 4502 
World Trade Organization (WTO), 462 
Youth crime, 3164-3165 
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Administration of justice, 4842 
Animal Health Act, 2009 (Bill 204) 

second reading, 7996-7997 
Animal protection, 1599 
puppy mills, 1588, 1810 
rural Ontario, 1810 
warrantless entry, 1803 
Apology, 3507 
Apology Act, 2009 (Bill 108) 
second reading, 3507 
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Automated external defibrillators (AED), 4935 
Awards 
Premier's Innovation Awards, 1518 
Banks, 1398 
Barrie-Innisfil Boundary Adjustment Act, 2009 (Bill 196) 
time allocation motion 
responded to, 9070 
Baycrest 
Centre for Brain Fitness 
government funding, 1104 
Biographical films 
Johnny Lombardi: The Great Communicator, 39 
Bisphenol A, 6316 
Blackouts/brownouts 
14 August 2003, 5336 
Boundary adjustment 
Barrie and Innisfil, 9070 
British Columbia 
public inquiries 
death of Robert Dziekanski, 7889, 7905 
Budget Measures Act, 2009 (Bill 162) 
second reading, 5937-5939, 5941, 6106 
Budget Measures and Interim Appropriation Act, 2008 
(No. 2) (Bill 114) 
second reading, 3621-3624, 3626 
Bullying 
social causes, 5546 
Canadian Jewish Congress, 7342 
Cancer 
colorectal! cancer, 3381 
Capital punishment, 1992 
Capitalism, 5937 
Caregiver and Foreign Worker Recruitment and 
Protection Act, 2009 (Bill 160) 
first reading, 5625 
Caregiver employment agencies 
ban on placement fees, 6059, 8173-8174, 8193 
regulation, 5625 
Carpools, 4206 
Cemeteries 
Mount Pleasant Cemetery, 5485 
protection, 5485-5486 
Richview Memorial Cemetery, 5485-5486 
St. Michael's Cemetery, 5486 
Child abuse 
reporting child abuse, 451 
Child and Family Services Statute Law Amendment Act, 
2009 (Bill 103) 
second reading, 3362 
third reading, 4842, 4844, 4878 
Child protection, 451 
Children 
missing children 
Makhniashvili, Mariam, 7885 
Children's nutrition programs, 216 
Children's Wish Foundation, 7039 
China 
greenhouse gas emissions, 7328 
Colleges Collective Bargaining Act, 2008 (Bill 90) 
second reading, 2472-2473 
Colleges of applied arts and technology (CAATs) 
collective bargaining 
inclusion of part-time and sessional employees, 2472 
Durham College, 2472-2473 
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Community crime prevention programs 
Neighbourhood Watch program, 451 
Community safety programs 
Safer Communities - 1,000 Officers Partnership 
program, 1409 
Conferences/seminars/symposiums 
Community Alliance Forum: Building Partnerships to 
Counter Hate, 4065 
Consumer protection 
towing industry, 2861-2862 
Coroners Amendment Act, 2009 (Bill 115) 
second reading, 4378, 4570 
Corporate tax exemptions 
Ontario tax exemption for commercialization (OTEC), 
4363 
eligibility for refund, 3113-3114 
Corporate taxes, 3626 
Cosmetic Pesticides Ban Act, 2008 (Bill 64) 
second reading, 1852-1855, 1862-1863, 2014-2015 
Cosmetic surgery 
regulation, 4852 
Countering Distracted Driving and Promoting Green 
Transportation Act, 2009 (Bill 118) 
second reading, 4096, 4206 
Crime 
gun-related crime, 478 
Crime against seniors 
elder abuse, 6081 
Crime prevention, 8501 
Cultural attraction agencies 
government funding, 6041 
Dairy Farmers of Ontario 
elementary school milk program, 3250 
Diabetes, 3249 
Doctors, 4040 
international medical graduates (IMGs), 3989 
removing barriers, 3989 
labour mobility, 8247-8248 
Domestic violence, 8016 
Driver distractions, 4096 
Driver licences 
graduated licences 
zero blood alcohol concentration level for drivers 21 
years of age or younger, 4541 
Economic conditions, 3621-3625 
Economic decline 
government response, 5914 
Economic policy, 3069-3070 
Education Amendment Act (Keeping Our Kids Safe at 
School), 2009 (Bill 157) 
second reading, 5537, 5545-5549 
public consultation, 5537 
Education funding 
government funding, 3209-3210 
Election Statute Law Amendment Act, 2010 (Bill 231) 
second reading, 9673 
Electoral constituencies 
boundaries, 3556 
renaming of Chatham—Kent—Essex to 
Chatham—Kent-Leamington, 3556 
Employment insurance, 3621-3622 
Employment insurance benefits, 355, 1501, 3578-3579 
Ontario workers, 3211, 3233 
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Employment Protection for Foreign Nationals Act (Live-In 
Caregivers and Others), 2009 (Bill 210) 
second reading, 8171-8176, 8179, 8184, 8187, 8192- 
8193, 8590 
Employment Standards Amendment Act (Temporary Help 
Agencies), 2009 (Bill 139) 
second reading, 4885, 4887-4888 
third reading, 6366 
Energy 
nuclear energy, 5171 
renewable energy, 5174, 5336 
renewable energy projects, 5339 
Energy conservation, 5166-5167, 5174 
Environmental Protection Act (Greenhouse Gas 
Emissions Trading), 2009 (Bill 185) 
second reading, 7325-7326, 7328, 7629 
Family law 
reform, 4969, 4971, 4974 
Family Statute Law Amendment Act, 2009 (Bill 133) 
second reading, 4969, 4971, 4974, 4980-4981 
Federal government 
readjusting seat assignments to provinces, 3211 
transfer payments 
equalization program, 433, 3054, 3210-3212 
Federal-provincial agreements/programs 
Canada-Ontario labour market development agreement, 
5107 
Festivals 
Santé International Wine Festival, 4949 
Financial crises 
international, 3211 
Fire sprinklers 
mandatory fire sprinkler systems in retirement homes, 
9068-9069 
Firearms, 4206 
driving with unlawfully possessed firearm in motor 
vehicle prohibited, 888, 1351-1352, 1358 
smuggling, 2205 
use on movie sets, 2445 
Firearms control, 2205-2206 
Food 
Ontario grown, produced or processed food, 3249 
Food banks 
North York Harvest Food Bank, 8690 
Foreign caregivers, 5826 
protection, 6059-6060, 6064, 6270-6271, 8172-8175, 
8590 
warrantless entry, 8187 
Foreign workers, 6270 
protection, 5826 
Forest industry 
government funding, 3210 
French-language debates 
Affaires d'intérét public émanant des députés 
Loi de 2009 sur I’érection de panneaux dans les parcs 
provinciaux et a l'emplacement d'importantes 
attractions touristiques provinciales, projet de loi 
74) 
deuxiéme lecture, 1781 
Fruit juices, 3249 
Germany 
economic decline, 5937 
Good Govemment Act, 2009 (Bill 212) 
second reading, 8369, 8393-8394 
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technical briefings for members, 8394 
Government-Association of Municipalities of Ontario 
agreements, 4216 
Government notice of motions 
Legislative reform 
responded to, 1336-1337, 1445 
Government orders 
Ontario economy 
responded to, 3209-3212 
Government record 
Liberal (2003-2010) 
environmental protection, 1190, 2698-2699 
NDP (1990-1995) 
consumption taxes, 5873 
PC (1995-2003) 
health care reform, 6925 
time allocation motions, 3903 
Government role, 308 
Government service transfer to municipal jurisdiction 
return to provincial jurisdiction 
social assistance benefits, 4216 
Government services, 3212 
Greater Toronto and Hamilton Area Transit 
Implementation Act, 2009 (Bill 163) 
second reading, 5721-5725 
Green economy, 5337 
Green Energy and Green Economy Act, 2009 (Bill 150) 
general discussion, 6184 
second reading, 5073, 5166-5167, 5171, 5174, 5332- 
5333, 5336-5337, 5339 
Green industry, 5337 
Greenbelt plan, 7325-7326 
Handgun manufacturers and importers 
liability for harm caused by unlawful use of handguns, 
2539 
Handguns, 2539-2540 
ban, 2539-2540 
smuggling, 7908-7909 
Harmonized sales tax 
impact on manufacturing industry, 8734 
Hate crime, 4065 
Health care, 4040 
Health care funding 
federal government funding, 6921 
Health professionals 
expansion of scope of practice, 6900 
Healthy Food for Healthy Schools Act, 2008 (Bill 8) 
second reading, 216, 308 
Highway safety 
Highway 417 (Ottawa), 1174 
Highway Traffic Amendment Act (Speed-limiting 
Systems), 2008 (Bill 41) 
second reading, 1174, 1182, 1188-1190 
Hispanic Canadians, 9053-9054 
Home energy audits, 5171 
Iceland 
economic decline, 5937 
Ideas for the Future Act, 2008 (Bill 100) 
second reading, 3102, 3113-3114, 3117 
third reading, 4363 
Immigrants 
services, 4980-4981 
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Increasing Access to Qualified Health Professionals for 
Ontarians Act, 2008 (Bill 97) 
third reading, 3989, 4040 
Infrastructure Canada 
Building Canada Fund (BCF), 3212 
Interprovincial Policing Act, 2009 (Bill 203) 
second reading, 7885, 7889, 7903-7906, 7908-7909 
Ireland 
economic decline, 5937 
Israeli Apartheid Week, 9559-9560 
Lactose intolerance, 3250 
Lake Simcoe 
protection, 2685, 2710, 2713, 4424 
Lake Simcoe Protection Act, 2008 (Bill 99) 
general discussion, 4424 
second reading, 2685, 2698-2699, 2710-2713 
third reading, 4351, 4353-4354, 4357 
Layoffs, 4216 
Legislative procedure 
addressing members by their ridings, 806, 3396 
members'/ministers' attendance in legislature, 8532 
private members' public business, 1782, 4206 
speech should be related to topic being discussed, 
3892, 7851, 8530 
Legislative process 
family friendly reforms, 1336-1337, 1445 
Liquor Licence Amendment Act (Unlawful Weapons in 
Bars), 2009 (Bill 238) 
first reading, 9225 
Live-In Caregiver Program (federal program), 6270, 8172- 
8173, 8184 
Livestock 
protection, 1807, 7996-7997 
Manitoba 
Conawapa hydro project, 5332-5333 
Mayors 
Hocken, Horatio (former Toronto mayor), 5721-5722 
Members'/ministers' constituents 
tributes, 5286 
Members'/ministers' privileges 
wearing of pins/ribbons/buttons, 230 
Members/ministers quoting newspaper articles 
Toronto Star, 6059 
Members/ministers quoting statements 
Betty, Courtney (lawyer), 1981 
Bonner, Anne-Marie-(Jamaica's consul general in 
Toronto), 1981 
Coran, Ken (president, Ontario Secondary School 
Teachers' Federation), 8020 
May, Elizabeth (leader, Green Party), 1852 
Members'/ministers' remarks 
withdrawal requested, 5871 
withdrawn, 5680 
Members’ statements 
Brooks, John, 1980-1981 
Caccia, Charles, 1615 
Canadian Jewish Congress, 7342 
Children's Wish Foundation, 7039 
Cinco de Mayo, 6558 
City of Toronto, 3493 
Colorectal cancer, 3381 
Community safety, 1723 
Earthquake in Italy, 5887-5888 
Employment insurance, 1501, 3578-3579 
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Federal-provincial fiscal policies, 3054 
Filipino community, 7835 
Firearms control, 2445 
Hanukkah, 4656 
Hate crimes, 4065 
Lombardi, Johnny, 39 
Montemurro, Raffaele, 7650 
North York Harvest Food Bank, 8690 
Ontario budget, 516 
Operation Red Nose, 159 
Pan American Games, 2839-2840 
Passover, 6049 
Pathways to Education, 5581 
Peace BY PEACE, 4583-4584 
Police officers, 1409 
Professional hockey franchise, 6693 
Santé wine festival, 4949 
School principals, 4426-4427 
Torchetti, Joe, 5286 
Transit funding, 1301 
University labour dispute, 4787 
Zorzella, Jacob, 8354-8355 

Milk, 3249-3250 
Milk programs, 3250 
Mining Amendment Act, 2009 (Bill 173) 
second reading, 6528 
Mining industry 
consultation with First Nations 
mining legislation and regulations, 6528 
Ministry of Education 
Ontario leadership strategy, 4426 
Ministry of Research and Innovation, 3210 
Ministry of Training, Colleges and Universities 
Employment Ontario 
literacy and basic skills programs 
government funding, 5107 
Pathways to Education program, 5581 
second career strategy, 3210, 5107 
Municipal infrastructure, 4217 
National Hockey League (NHL) 
NHL franchise in southern Ontario, 6693 
National/independence/memorial days 
Black History Month, 4907 
Cinco de Mayo, 6558 
Tom Longboat Day, 3689 
Natural disasters 
earthquakes 
Abruzzo, Italy, 5887-5888 
storms 
Tropical Storm Ketsana (Philippines), 7835 
Niagara Escarpment 
environmental protection, 2710 
Oak Ridges moraine 
environmental protection, 2711 
Obituaries 
Brooks, John (Order of Canada recipient), 1980-1981 
Caccia, Charles (federal member, Davenport), 1615 
Occupational health and safety, 1254 
Occupational Health and Safety Amendment Act 
(Violence and Harassment in the Workplace), 2009 
(Bill 168) 
second reading, 8016, 8020 
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Ontario budget speech (26 March 2009) 
responded to, 5873, 5914 
Ontario College of Trades, 7850 
Ontario College of Trades and Apprenticeship Act, 2009 
(Bill 183) 
second reading, 7127 
time allocation motion 
responded to, 7850-7851 
Ontario Labour Mobility Act, 2009 (Bill 175) 
second reading, 8247-8248 
Ontario Network for the Prevention of Elder Abuse 
(ONPEA) 
seniors’ safety line, 6081 
Ontario Society for the Prevention of Cruelty to Animals 
(OSPCA) 
investigation of Toronto Humane Society, 8917 
Opposition day motions, responded to 
Pension plans, 6714-6715 
Oral questions, presented 
Affordable housing, 7771 
Animal protection, 8916 
Black History Month, 4907 
Crime prevention, 478, 8501 
Cultural funding, 6041 
Elder abuse, 6081 
Environmental protection, 6184 
Federal-provincial fiscal policies, 3233 
Firearms control, 2205-2206 
Lake Simcoe, 4424 
Medical research, 5187 
Municipal taxation, 4216-4217 
Private career colleges, 8257 
Protection for workers, 5826, 6270-6271 
Research and innovation, 1104, 1518 
School facilities, 3732-3733 
Taxation, 8734 
Workplace safety, 1254 
Paramedics, 4935 
Passover, 6049 
Pathologists 
Newfoundland, 4570 
Patient safety, 4852 
Payday Loans Act, 2008 (Bill 48) 
second reading, 1398 
Pension Benefits Amendment Act, 2010 (Bill 236) 
second reading, 9459 
Pension plans, 6459 
reform, 6715, 9459 
Persons with disabilities 
employment, 2198-2199 
government funding, 2198 
group homes, 2198 
services, 2197-2200 
Pesticides/herbicides 
ban on use and sale of cosmetic pesticides, 1852-1855, 
1863, 6184 
health risks, 2014-2015 
DDT, 1852-1853 
Petitions 
Anti-smoking legislation, 1826 
Bathurst Heights Adult Learning Centre, 4334, 4434, 
4482, 4590, 4635-4636, 4827-4828, 4870, 4915, 
5008, 5134, 5197, 5288, 5391-5392, 5745, 7093 
Canadian Jewish Congress, 7343 
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Dialysis, 3651 
Employment insurance, 507-508, 1772, 2903, 3189, 
5517-5518, 5697, 6566, 6698, 7000, 7043, 7093, 
7209, 7240, 7842, 8741, 8793, 9085 


Federal-provincial fiscal policies, 302, 3091, 3239, 3885- 


3886, 4115 
Firearms control, 958, 1212, 1427, 1518-1519, 1823, 
2036-2037, 2165-2166, 2397, 2673, 2903, 2964- 
2965, 3142, 3240-3241, 3333, 3582, 3652-3653, 
4433-4434, 4870, 4956-4957, 5046, 5133-5134, 
5287, 5520, 5696, 6090, 6285, 6760, 6954, 8315, 
9229 
Hispanic community, 8694, 8792, 8875-8876, 8926, 
8955, 9047 
Hospices, 3331-3332, 3385-3386, 3580 
Hospital funding, 385-386, 2398 
Job training and El benefits funding, 176-177 
Longboat, Tom, 3780, 4035, 4161, 4298-4299, 4398, 
4529, 4588-4589, 4661, 4830, 4914, 4957, 5697- 
5698, 6238-6239, 6759 
Ontario Society for the Prevention of Cruelty to Animals, 
1773, 2299, 2396, 2526-2527, 2611, 2647, 2674- 
2675, 3142-3143, 3239-3240, 3385-3386, 3933, 
3970, 4036 
Professional hockey franchise, 6605-6606, 6652, 6896 
Protection for workers, 5630, 5696, 5744, 5839-5840, 
5962, 6051, 6089-6090, 6238, 6284-6287, 6345, 
6401, 6450, 6453, 6505, 7094, 7210-7211, 7345, 
8316, 8358 
Public transit, 5007-5008, 5287, 5391, 5479, 5630- 
5631, 8954, 9084-9086, 9183 
Shark fishery, 7531, 7585, 7655-7656, 8156, 8316 
University labour dispute, 4787 
Photo Card Act, 2008 (Bill 85) 
third reading, 4015 
Police officers 
hiring, 1409 
presence in schools, 4878 
Police services 
cross-border policing, 7885, 7903-7906 
Poverty Reduction Act, 2009 (Bill 152) 
second reading, 5210-5211, 5260-5262 
Private career colleges 
oversight, 8257 
Private members' public business 
Caregiver and Foreign Worker Recruitment and 
Protection Act, 2009 (Bill 160) 
second reading, 6059-6060, 6064 
Child Pomography Reporting Act, 2008 (Bill 37) 
second reading, 451 
Cultural diversity 
responded to, 7063-7064 
Curriculum 
responded to, 4926-4927 
Employment supports 
responded to, 3069-3070 
Fire Protection and Prevention Amendment Act (Fire 
Sprinkler Retrofitting), 2009 (Bill 214) 
second reading, 9068-9069 
Handgun Manufacturers’ and Importers’ Liability Act, 
2008 (Bill 82) 
second reading, 2539-2540 
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Hispanic community 
responded to, 9053-9054 
Inactive Cemeteries Protection Act, 2009 (Bill 149) 
second reading, 5485-5486 
Israeli Apartheid Week 
responded to, 9559-9560 
Literacy and basic skills 
responded to, 5106-5107 
Milk in schools 
responded to, 3249-3250 
Ontario Award for Paramedic Bravery Act, 2009 (Bill 
136) 
second reading, 4935 
Pension plans 
responded to, 6459 
Provincial Parks and Major Provincial Tourist Attractions 
Sign Act, 2008 (Bill 21) 
second reading, 1781-1782 
Representation Amendment Act, 2008 (Bill 104) 
second reading, 3556-3557 
Towing Industry Act, 2008 (Bill 87) 
second reading, 2861-2862 
Truscott, Steven 
responded to, 1992 
Unlawful Firearms in Vehicles Act, 2008 (Bill 56) 
second reading, 1351-1352, 1358 
Propane explosions 
Sunrise Propane, 8044, 8485 
Provincial Animal Welfare Act, 2008 (Bill 50) 
second reading, 1588-1589, 1599, 1803, 1806-1807, 
1810 
Provincial parks and tourist attractions 
bilingual signs, 1782 
Public education campaigns 
Colon Cancer Check, 3381 
Crime Prevention Week, 8501 
International Mother Language Day, 7063 
World Habitat Day, 7771 
Public transportation 
government funding, 7629 
Regulated health profession colleges 
power to directly observe regulated health 
professionals, 4812 
Regulated Health Professions Amendment Act, 2009 (Bill 
141) 
second reading, 4812, 4852 
third reading, 5594 
Regulated Health Professions Statute Law Amendment 
Act, 2009 (Bill 179) 
second reading, 6900-6901, 6920-6921, 6925 
Religious holiday observance 
Hanukkah, 4656 
Reports 
A Fine Balance - Safe Pensions - Affordable Plans - 
Fair Rules (Report of the Expert Commission on 
Pensions), 6714 
Report of the Propane Safety Review Panel (Michael 
Birk, Susana Katz), 8489 
A Review of the Colleges Collective Bargaining Act 
(Kevin Whitaker), 2472 
Research and innovation 
government funding, 5187 
Road safety, 4567 
red light cameras, 4206 


SPEAKER INDEX / INDEX DES INTERVENANTS 


Colle, M. (LIB, Eglinton—Lawrence) (continued) 
Road Safety Act, 2009 (Bill 126) 
second reading, 4541, 4567 
Safe Schools Act, S.O. 2000, c.12, 5546 
Savings and Restructuring Act, S.O. 1996, c.1, 1445 
School facilities 
government funding, 3733 
maintenance, 3732-3733 
School principals, 4426 
School violence, 5549 
Schools 
Archbishop Romero Catholic Secondary School 
geomapping of pollution sources at Lavender Creek, 
4927 
Chaminade high school 
hatchery at the back of school gymnasium, 4926 
Senior homeowners’ property tax credits, 3622-3623 
Senior homeowners’ property tax grants, 3622-3623 
Services and Supports to Promote the Social Inclusion of 
Persons with Developmental Disabilities Act, 2008 
(Bill 77) 
second reading, 2197-2200 
public consultation, 2199-2200 
Skilled trades, 7850 
Smoke-Free Ontario Amendment Act, 2008 (Bill 69) 
second reading, 1915-1916 
Smoking 
health risks, 1915 
Southern Ontario 
economic development program, 3211 
Speed limiters 
impact on greenhouse gas emissions, 1189 
Sports competitions 
Pan American Games bid (2015), 2839-2840 
Standing Orders 
S.O. 23(b) Rules of Debate - Matters out of order in 
debate - Directs speech to other matters, 4226 
Stem cell research 
Nagy, Andras (Mount Sinai Hospital), 5187 
Tax reduction, 3210-3211, 5210-5211 
Technical Standards and Safety Authority (TSSA) 
role in occupational health and safety standards 
enforcement, 8485 
Technical Standards and Safety Statute Law Amendment 
Act, 2009 (Bill 187) 
second reading, 8044, 8484-8485, 8489 
Temporary help agencies 
fees charged to employees, 4887 
Temporary help agency employees 
protection, 4885, 4887, 6366 
Throne speech debate 
participation, 354-355, 433 
Time allocation motions 
Barrie-Innisfil Boundary Adjustment Act, 2009 (Bill 196) 
responded to, 9070 
Ontario College of Trades and Apprenticeship Act, 2009 
(Bill 183) 
responded to, 7850-7851 
Workplace Safety and Insurance Amendment Act, 2008 
(Bill 119) 
responded to, 3903-3904 
Tobacco Damages and Health Care Costs Recovery Act, 
2009 (Bill 155) 
second reading, 5644, 6204-6205 
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Tobacco products 
advertising, 6304 
Tobacco products manufacturers 
recovery of tobacco-related health care costs from 
manufacturers, 5644, 6205 
Tom Longboat Day Act, 2008 (Bill 120) 
first reading, 3689 
Toronto 
government funding, 3493 
Toronto Police Service 
Toronto anti-violence intervention strategy (TAVIS), 1723 
Toronto Transit Commission (TTC) 
Eglinton Crosstown light rail transit, 516 
Towing industry 
regulation, 2862 
Toxic substances 
history of use in Toronto, 6317 
reduction plan, 6291, 6304 
government funding, 6315 
opportunities for small business, 6316-6317 
public education, 6315 
Toxics Reduction Act, 2009 (Bill 167) 
second reading, 6291, 6304, 6315-6317 
third reading, 7165 
Transit systems 
Eglinton rapid transit line, 5722 
government funding, 516, 1301 
integrated, 5723-5724 
merging of GO Transit and Metrolinx, 5722-5724 
Move Ontario 2020 plan, 355, 1301 
purchase of mass transit vehicles 
made in Canada, 3210 
made in Ontario, 3210 
violence, threats, intimidation, possession of weapons 
prohibited on public transit, 5006 
Transportation infrastructure 
Prince Edward Viaduct, 5721-5722 
Tributes 
Lombardi, Johnny (pioneer of multicultural broadcasting 
in Canada), 39 
Montemurro, Raffaele (co-founder, Medi Group), 7650 
Zorzella, Jacob (track and field athlete), 8354-8355 
Trucking industry, 1182 
United States 
economic conditions, 3624 
economic decline, 3102, 3117, 5937 
financial market crisis, 3211 
Universities/colleges 
government funding, 3209-3210 
York University 
strike, 4787 
Unlawful Firearms in Vehicles Act, 2008 (Bill 56) 
general discussion, 2205 
first reading, 888 
Violence 
gun violence, 478, 1352 
Volunteer driving service 
Operation Red Nose, 159 
Water heaters, 4363 
on-demand water heaters, 5171, 5337 
Water pollution 
oceans, 7165 
Workers' compensation benefits 
coverage for construction workers, 3806, 3903 
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excluded workers, 3810-3811 
Workers’ rights 
foreign workers, 6270 
Workplace accidents/fatalities 
Hogg's Hollow tragedy, 3798 
Workplace harassment/violence, 8020 
Workplace Safety and Insurance Amendment Act, 2008 
(Bill 119) 
second reading, 3797-3798, 3806, 3810-3811 
time allocation motion 
exemption of home renovation work, 3903 
responded to, 3903-3904 
York University Labour Disputes Resolution Act, 2009 
(Bill 145) 
second reading, 4760 
Yorkdale Adult Learning Centre, 5106-5107 
Young offenders, 3362, 4844 
Youth crime 
prevention, 4878 
Zero Tolerance to Violence on Public Transit Act, 2009 
(Bill 151) 
first reading, 5005-5006 


Craitor, K. (LIB, Niagara Falls) 
An Act for the Abolition of the Slave Trade (1807) 
bicentenary of British legislation, 300 
Awards 
Ontario Lieutenant Governor's Ontario Heritage Award, 
466 
Bicentennial of the War of 1812 Act, 2009 (Bill 193) 
first reading, 7153 
Business Development Centre of Greater Fort Erie, 4333 
Canadian Cancer Society 
Daffodil Month, 730 
Cancer 
colorectal cancer, 479 
Cancer screening programs 
colorectal cancer screening program, 480 
Capital works projects 
government funding 
Niagara, 5471 
Child custody 
grandparents’ rights, 1343-1344 
relations with grandparents, 328 
Children's Law Reform Amendment Act, 2008 (Bill 33) 
first reading, 328 
Condolences 
Crooks, Tyler Kevin (Canadian soldier killed in 
Afghanistan), 5738 
Consumer protection 
used vehicles identified as lemons, 6252 
Debates re answers to oral questions 
Green power generation 
participation, 1278 
Driver licences 
secure driver licences, 170 
Festivals 
Niagara Winter Festival of Lights, 8606 
Shaw Festival, 3968-3969 
Fire sprinklers 
mandatory fire sprinkler systems in new residential 
construction, 2176-2177 
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Fires 
Cavendish Manor, 2176 
Government record 
Liberal (2003-2010) 
renewable energy policy, 2849-2850 
PC (1995-2003) 
health care, 3327 
Great Lakes shoreline 
right of passage, 468 
Great Lakes Shoreline Right of Passage Act, 2008 (Bill 
43) 
first reading, 468 
Great Wolf Lodge, 183-184 
Greenbelt plan, 5491-5492 
Industry shutdowns 
CanGro Foods Inc., 5385 
Members'/ministers' personal narratives, 1351, 6252 
Members'/ministers' privileges 
wearing of pins/ribbons/buttons, 730 
Members/ministers quoting electronic mail messages 
Bill 33, re, 1344 
Members/ministers quoting newspaper articles 
Niagara Falls Review, 6254 
Members/ministers quoting statements 
Morrison, Wilma (recipient, Ontario Lieutenant 
Governor's Ontario Heritage Award), 466 
Members' statements 
Black History Month, 466 
Business Development Centre of Greater Fort Erie, 4333 
Cancer Awareness Month, 730 
Crooks, Tyler, 5738 
Education funding, 1300 
Forestview Public School, 3643-3644 
Great Wolf Lodge, 183-184 
Infrastructure renewal, 5471 
Long-term care, 3327 
Niagara Week, 1241 
Shaw Festival, 3968-3969 
University labour dispute, 4786-4787 
Winter Festival of Lights, 8606 
Metis Nation of Ontario, 4023 
Ministry of Agriculture, Food and Rural Affairs 
rural economic development (RED) program, 5385 
Ministry of Health and Long-Term Care 
aging-at-home strategy, 3327 
Niagara Natural Fruit Snacks Inc., 5385 
Niagara Parks Commission 
open meetings, 6254 
Niagara region, 1241 
Oral questions, presented 
Abolition of British slave trade, 300 
Cancer screening, 479-480 
Metis Nation of Ontario, 4023 
Secure driver licences, 170 
Tender fruit industry, 5385 
Petitions 
Autism treatment, 3970 
Cemeteries, 5792, 5961, 6005 
Child custody, 1611, 2034, 2243, 2740, 2836, 3282, 
3385, 3498-3499, 3581, 3780-3781, 3844-3845, 
4334-4335, 5245, 5288, 5433, 5479, 6004, 6198, 
6237, 6953, 8224, 8420, 8658 
Hospital funding, 4337, 4633-4634 
Hospital services, 6398-6400 
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Craitor, K. (LIB, Niagara Falls) (continued) 
Long-term care, 530, 695-696 
Lord's Prayer, 1519, 1613, 1720 
Lupus, 3450, 3582, 4336, 4636, 4957, 5246, 5289, 
5390, 5433, 5478, 5587, 5793, 6005, 6567, 7882 
Pension plans, 8831-8832 
Physical education, 384, 506, 508-509, 1314 
Pope John Paul Il, 3284 
Rural education funding, 8469 
Ryczak, Wayne, 3778 
Private members’ public business 
Children's Law Reform Amendment Act, 2008 (Bill 33) 
second reading, 1343-1344, 1350-1351 
Greenbelt Day Act, 2009 (Bill 153) 
second reading, 5491-5492 
Motor Vehicle Dealers Amendment Act (Disclosure of 
Lemons), 2009 (Bill 164) 
second reading, 6252 
Municipal Residential Sprinkler Act, 2008 (Bill 72) 
second reading, 2176-2177 
Northern York Region Power Conservation Act, 2008 
(Bill 79) 
second reading, 2849-2850 
Transparency in Public Matters Act, 2009 (Bill 159) 
second reading, 6253-6255, 6260 
Provincial-aboriginal relations, 4023 
Public bodies 
open meetings, 5582, 6253-6255 
Public education campaigns 
Greenbelt Day, 5492 
Red geranium 


designate as the floral emblem of the bicentennial of the 


War of 1812, 7153 
Schools 
Forestview Public School, 3643-3644 
Tender fruit industry, 5385 
Transparency in Public Matters Act, 2009 (Bill 159) 
first reading, 5582 
Universities/colleges 
York University 
collective bargaining, 4786 
strike, 4786 
Vineland Research and Innovation Centre, 5491 


Crozier, B. (LIB, Essex) 
Apprenticeship training 
ratio of tradespeople to apprentices, 3630 
Autism services, 3095 
Automobile industry 
auto sector investment fund, 672, 3518 
employment creation, 9584 
Ford Motor Company of Canada 
federal government funding, 3518 
government funding, 7574 
Awards 
Ontario Wine Awards, 2615 
Bone marrow 
donation, 276 
registry, 276, 281 
transplantation, 276, 281 
Budget 
balanced budget, 3517 
Budget deficit, 3517 
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Budget Measures and Interim Appropriation Act, 2008 
(No. 2) (Bill 114) 
second reading, 3630 
Canadian Blood Services 
One Match Stem Cell and Marrow Network, 276 
Capital works projects, 3518 
Certified General Accountants of Ontario, 6604 
Congratulatory remarks 
Windsor Spitfires, 6995 
Consumer protection 
security deposits for utilities and disconnections, 9245- 
9246 
Contests 
Kraft Hockeyville 2008 
Kingsville (finalist), 681 
Corporate tax reduction, 3518 
Cross-border travel 
alternative to passport requirement, 6334-6335 
Doctor shortage 
Windsor-Essex area, 8598-8599 
Doctors 
training, 6943-6944 
Driver licences 
enhanced driver licences, 6334-6335 
Economic conditions 
international, 3517 
Economic growth 
five-point economic plan, 3517-3518 
Education funding 
government funding, 1300 
Electoral constituencies 
boundaries, 3554-3555 
renaming of Chatham—Kent—Essex to 
Chatham—Kent-—Leamington, 3555 
Electricity Amendment Act (Protection Against Security 
Deposits), 2009 (Bill 228) 
first reading, 8831 
Electricity rates 
industrial rates, 3517 
Employment Standards Amendment Act (Hours of Work 
and Other Matters), S.O. 2004, c.21, 6551 
Energy 
renewable energy, 5015 
Federal-provincial-territorial agreements/programs 
Growing Forward, 5739 
Government expenditures, 3516-3517 
Government finance, 3518 
Government orders 
Ontario economy 
responded to, 3516-3519 
Government record 
NDP (1990-1995) 
balanced budget, 3517 
budget deficit, 3517 
PC (1995-2003) 
balanced budget, 3517 
budget deficit, 3517 
government debt, 3517 
Greater Essex County District School Board 
government funding, 1300 
Green economy, 3518 
Green Energy and Green Economy Act, 2009 (Bill 150) 
second reading, 5015 
Greenhouse industry, 67, 2579 
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Crozier, B. (LIB, Essex) (continued) 
Health care, 6943 
Health care funding 
government funding, 3517 
Health professionals 
accessibility, 6944 
Hours of work 
elimination of 60-hour workweek, 6551 
Industry shutdowns, 3518 
Job protection commissioner, 3518 
Katelyn Bedard Bone Marrow Awareness Month Act, 
2007 (Bill 5) 
first reading, 41 
Lake Erie, 4310 
Lake Simcoe Protection Act, 2008 (Bill 99) 
second reading, 2709 
Lake Superior, 4310 
Liquor licences 
by the glass service 
hours of sale and service, 3140 
Manufacturing industry 
layoffs, 238 
Medical transplants 
organ and tissue donation, 6187 
Members'/ministers' constituencies/constituency events 
Essex 
Essex County, 7835 
town of Kingsville, 495 
Members'/ministers' pension plans, 9465-9466 
Members/ministers quoting newspaper articles 
Windsor Star, 1980 
Members/ministers quoting statements 
Bedard, Bryan (father, Katelyn Bedard, leukemia victim), 
276 
Vulnerable Energy Consumers Coalition, 9246, 9251 
Members/ministers quoting websites 
_ Katelyn Bedard Bone Marrow Association, 281 
Members'/ministers' wedding anniversaries 
Crozier, Bruce (Essex), 4027 
Members' statements 
Assistance to farmers, 5739 
Autism Awareness Month, 3095 
Automobile industry, 9584 
Essex county, 7835 
Greenhouse industry, 67, 2579 
Kraft Hockeyville 2008, 681 
Next Generation of Jobs Fund, 325 
Ontario Greenhouse Alliance, 8830 
Ontario Wine Week, 2615 
Paroian, Leon, 1980 
Town of Kingsville, 495 
Windsor Spitfires hockey club, 6995 
Wine industry, 3645, 6809 
Minimum wage 
increase, 652 
Ministry of Agriculture, Food and Rural Affairs 
Pick Ontario Freshness strategy, 9409-9410 
Ministry of Economic Development and Trade 
Next Generation of Jobs Fund, 325 
Ministry of Revenue 
Onttaxs, 2568 
Nurse practitioner-led clinics, 6750 
Nurse practitioners, 6750 
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Nurses 
training, 6750 
Ontario budget speech (25 March 2008) 
responded to, 672 
Oral questions, presented 
Agri-food industry, 9409-9410 
Driver licences, 6334-6335 
Economic development, 7575 
Grape and wine industry, 8026 
Health care, 6943-6944 
Hours of work, 6551 
Layoffs, 238 
Minimum wage, 652 
Nurses, 6749-6750 
Organ donation, 6187 
Post-secondary education, 5948 
Skills training, 5731-5732 
Small business, 2568 
Tourism, 4943-4944 
University of Windsor, 8598-8599 
Wine industry, 2440-2441, 3140 
Pension Benefits Amendment Act, 2010 (Bill 236) 
second reading, 9465-9469 
Pension plans 
reform, 9465, 9468 
Petitions 
Hospital funding, 1478, 4589 
Municipal restructuring, 202 
Wind turbines, 7159 
Post-secondary education, 5948 
Premier's travel, 3518 
Private members’ public business 
Electricity Amendment Act (Protection Against Security 
Deposits), 2009 (Bill 228) 
second reading, 9245-9246, 9251 
Katelyn Bedard Bone Marrow Awareness Month Act, 
2007 (Bill 5) 
second reading, 275-276, 281 
Lake Superior Day 
responded to, 4310 
Representation Amendment Act, 2008 (Bill 104) 
second reading, 3554-3555 
Public education campaigns 
Autism Awareness Month, 3095 
Bone Marrow Awareness Month, 41, 275-276 
International Nurses Day, 6749-6750 
Lake Superior Day, 4310 
Ontario Wine Week, 2440, 2615 
Regulated Health Professions Amendment Act, 2009 (Bill 
141) 
third reading, 5593-5594 
Reports 
Discovering Ontario: A Report on the Future of Tourism 
(Ontario Tourism Competitiveness Study), 4943- 
4944 
Research and innovation 
government funding, 3518 
Small business 
taxation, 2568 
Speaker 
election (28 November 2007) 
congratulatory remarks, 67 
Tax reduction, 3517 
Tourism regions, 4944 
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Crozier, B. (LIB, Essex) (continued) 
Transit systems 
purchase of mass transit vehicles 
made in Ontario, 3518 
Tributes 
Paroian, Leon (lawyer), 1980 
Universities/colleges, 5948 
government funding, 5948 
University of Windsor, 8598-8599 
Windsor-Essex Catholic District School Board 
government funding, 1300 
Wine 
Ontario grapes in Ontario wine, 8026 
Vintners Quality Alliance (VQA) wine, 8026 
Wine industry, 2440, 3140, 3645 
southwestern Ontario, 6809 
Workers 
skilled workers, 238 
training, 5731-5732 


D 


Delaney, B. (LIB, Mississauga-Streetsville) 
Advisory Council on Pensions and Retirement Income, 
9357 
Aftermarket brake pads 
ban on use of asbestos, 7254-7255 
standards and specifications, 7254-7255 
Agencies/boards/commissions/etc. 
expenditures 
accountability, 7618 
review by Integrity Commissioner 
annual report issued, 7562 
Amateur sports programs 
criminal record checks, 6872-6873 
Animal protection, 1683 
government funding, 1688 
warrantless entry, 1688 
Anniversaries 
Birth of Guru Nanak Dev Sahib Ji (founder, Sikh 
religion), 8353 
Streetsville 150th anniversary, 2214 
Arenas, 4255 
Asbestos, 7254-7255 
Athletes 
government funding, 1367 
training facilities, 1367 
Automobile insurance 
uninsured drivers 
penalties, 7544-7545 
Bank of Montreal 
customer contact centre, 4602 
Budget, 731, 758, 4181-4182 
pre-budget consultations, 4181 
Budget deficit, 4182-4183 
Budget Measures Act, 2009 (Bill 162) 
second reading, 6097, 6118 
Budget Measures and Interim Appropriation Act, 2008 
(Bill 44) 
second reading, 794 
Budget Measures and Interim Appropriation Act, 2008 
(No. 2) (Bill 114) 
second reading, 3590, 3609 


Cable/satellite providers 
requirement to broadcast legislative proceedings of the 
province or territory, 3250-3252 
Capital tax 
elimination, 4183 
Carbon monoxide, 5859 
Carbon monoxide detectors, 5859 
requirement to install carbon monoxide detectors in all 
residential buildings, 5860 
Carbon monoxide poisoning, 5860 
Child and Family Services Statute Law Amendment Act, 
2009 (Bill 103) 
second reading, 3359 
Child custody, 4967 
criminal record checks, 4967 
Climatic changes, 2521, 6443, 7310 
Committee schedules/agendas, 4181 
Committees 
Select Committee on Mental Health and Addictions, 
4493-4494 
Select Committee on Municipal Governance, 5302 
Concurrence in supply debate (December 2008) 
participation, 4601-4602 
Congratulatory remarks 
Barnes, Natasha (award recipient, Canada Millennium 
Scholarship Excellence Award), 8652-8653 
Mehta, Richie (film director), 5581 
Corporate tax exemptions 
Ontario tax exemption for commercialization (OTEC), 
4602 
Corporate taxes 
federal-provincial harmonization, 4184 
Cosmetic Pesticides Ban Act, 2008 (Bill 64) 
second reading, 1851 
Countering Distracted Driving and Promoting Green 
Transportation Act, 2009 (Bill 118) 
general discussion, 5860 
Cyclone Manufacturing !Inc., 4602, 4825 
Doctor shortage, 2652 
Doctors . 
international medical graduates (IMGs) 
certification, 402 
Domestic violence, 4967 
Driving 
ban on use of cellular telephones and electronic 
entertainment devices while driving, 7965 
Economic conditions, 3609 
international, 4903 
Economic decline 
government response, 6097 
Economic growth 
five-point economic plan, 4136-4137, 4183 
Education Amendment Act (Keeping Our Kids Safe at 
School), 2009 (Bill 157) 
second reading, 5556 
Election Statute Law Amendment Act, 2010 (Bill 231) 
second reading, 9293, 9656-9657 
Electoral process reform, 9656-9657 
special ballots, 9293 
Electric vehicles, 4903 
Electrical safety 
mandatory installation of surge protectors in new 
residential and commercial construction, 7056-7057 
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Delaney, B. (LIB, Mississauga-Streetsville) (continued) 
Electricity retailers/gas marketers 
contracts, 4674 
Electronic health records, 2232 
Employment Protection for Foreign Nationals Act (Live-In 
Caregivers and Others), 2009 (Bill 210) 
second reading, 8172, 8180-8184, 8188 
Employment Standards Amendment Act (Temporary Help 
Agencies), 2009 (Bill 139) 
second reading, 4887 
third reading, 6363, 6366-6367 
Energy 
renewable energy, 4903 
Environmental Protection Act (Greenhouse Gas 
Emissions Trading), 2009 (Bill 185) 
second reading, 7310 
Family law 
child support, 4967 
financial disclosure, 4967-4968 
reform, 4965-4970 
restraining orders, 4966-4967 
Family Statute Law Amendment Act, 2009 (Bill 133) 
second reading, 4965-4970 
Farmers' markets, 3378-3379 
Federal government 
senate reform 
elected senate, 8512-8513 
Festivals 
Bread and Honey Festival, 7150 
Filipino community 
history in Ontario, 8180-8181 
Foreign caregivers 
protection, 6061, 8172, 8182-8183, 8188, 8190-8191 
Full Day Early Leaming Statute Law Amendment Act, 
2010 (Bill 242) 
second reading, 9537, 9621 
Government expenditures 
restraint measures, 4184 
Government notice of motions 
Legislative reform 
time allocation motion 
responded to, 1537-1538 
Personal health information protection 
responded to, 2232 
Government orders 
Committee sittings 
responded to, 4181-4184 
Government record 
Liberal (2003-2010) 
education, 5914-5915 
environmental protection, 2699-2700 
health care, 5915 
Government service transfer to municipal jurisdiction 
social services, 175 
Greater Toronto and Hamilton Area Transit 
Implementation Act, 2009 (Bill 163) 
second reading, 5815-5820 
Harmonized sales tax, 6118, 7757-7758 
impact on rent rates, 7335-7336 
impact on senior citizens, 8607-8608 
transition benefit 
$1,000 for single parents or couples, 7878 
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Health care 
wait times 
reduction, 9550 
Healthy Food for Healthy Schools Act, 2008 (Bill 8) 
second reading, 256-257, 317 
Hearing-impaired persons, 5114 
Hong Kong 
transit systems, 5816 
Hospital redevelopment 
Credit Valley Hospital, 398-399, 887, 4182, 4602 
Immigrants 
access to professions and trades, 2834, 3965 
Increasing Access to Qualified Health Professionals for 
Ontarians Act, 2008 (Bill 97) 
second reading, 2652 
Investment in Ontario, 4903 
Kindergarten 
full-day, 8458, 9537, 9621 
Lake Simcoe 
protection, 2700 
Lake Simcoe Protection Act, 2008 (Bill 99) 
second reading, 2699-2700 
Language instruction, 2834 
English as a second language (ESL), 3965 
French as a second language (FSL), 3965 
Legislative Assembly 
Broadcast and Recording Service, 3251 
Legislative procedure 
members/ministers imputing motive, 1525, 1529 
motions 
time allocation motions, 3784, 3786 
speech should be related to topic being discussed, 
1186)1525)117,78 43791517993 
Legislative proceedings 
televised 
Ontario Parliament Network, 3251-3252 
Legislative process 
family friendly reforms, 1537-1538 
evening sittings, 1538 
Master's College and Seminary Act, 2008 (Bill Pr10) 
first reading, 3146 
Medical schools 
University of Toronto (Mississauga), 399 
Members'/ministers' constituencies/constituency events 
Mississauga—Streetsville 
public skating event, 9649 
Streetsville, 4476 
Members/ministers imputing motive, 1958 
Members'/ministers' personal narratives, 256-257, 5105, 
5815-5816, 5860 
Members/ministers quoting newspaper articles 
Toronto Star, 4820 
Members/ministers quoting statements 
Grissom, Gus (astronaut), 2336 
McCallion, Hazel (mayor, Mississauga), 731 
Ontario Principals’ Council, 5556 
Reycraft, Doug (president, Association of Municipalities 
of Ontario), 731 
Ryan, James (president, Ontario English Catholic 
Teachers’ Federation), 9537 
Vrebosch, Bill (mayor, East Ferris), 731 
Members'/ministers' record 
Liberal (2003-2010) 
Dhillon, Vic (Brampton West), 3247 
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Delaney, B. (LIB, Mississauga—Streetsville) (continued) 
Members'/ministers' remarks 
PC (1990-1995) 
Eves, Ernie (Parry Sound—Muskoka) 
as Minister of Finance, 7757 
Members’ statements 
Barnes, Natasha, 8652-8653 
Bread and Honey Festival, 7150 
Credit Valley Hospital, 887, 7773 
Cyclone Manufacturing, 4825 
Environmental protection, 6443 
GO Transit, 515-516, 942, 3443, 3969 
Government record, 758 
Health care, 9551 
Lisgar GO station, 3775, 6603 
Lupus, 4223 
Mehta, Richie, 5581 
Municipal infrastructure, 731 
Poverty, 11 
Public skating events, 9649 
Road safety, 7965 
Sikh community, 8353 
Skills training, 3143 
Streetsville, 2214, 4476 
Taxation, 7697, 7878, 8607-8608, 8873 
Vaisakhi, 6048-6049 
Vic Johnston Arena, 4255 
Milk, 3247 
Ministry of Agriculture, Food and Rural! Affairs 
Rural Connections broadband program, 7752 
Ministry of Economic Development and Trade 
advanced manufacturing investment strategy (AMIS) 
program, 3143 
Next Generation of Jobs Fund, 4825 
Ministry of Health and Long-Term Care 
assistive devices program, 3949-3950 
Ministry of Health Promotion 
Quest for Gold, 1367 
Ministry of Research and Innovation 
Ontario innovation agenda, 3590 
Ministry of Training, Colleges and Universities 
Employment Ontario, 2487 
Ontario skills development program, 2487 
second career strategy, 2487, 3143, 5105 
Municipal infrastructure 
government funding, 731 
Mississauga, 674-675, 794, 4601 
Nortel 
pension plans 
transfers on wind up, 8890 
Ontario budget speech (25 March 2008) 
responded to, 590, 674-675, 677 
Ontario budget speech (26 March 2009) 
responded to, 5904, 5914-5915, 5918 
Ontario Chamber of Commerce 
export market access (global expansion program), 7752 
Ontario Electronic Stewardship (OES) 
waste electrical and electronic equipment (WEEE) 
program, 5780-5781 
Ontario Energy Board (OEB) 
complaints, 4674 
Ontario health insurance plan (OHIP) 
inclusion of prostate-specific antigen test as insured 
service, 590 


Opposition day motions, responded to 
Pension plans, 6715-6716 
Oral questions, presented 
Affordable housing, 4652 
Assistance to farmers, 3378-3379 
Climate change, 2521 
Consumer protection, 2088-2089 
Full-day kindergarten, 8458 
Language training, 2833-2834, 3965 
Municipal taxation, 175 
Ontario economy, 4903 
Public transit, 5468 
Skills training, 2487 
Sports and recreation funding, 1367 
Taxation, 7334-7335 
Teachers’ collective bargaining, 4820 
Waste diversion, 5780-5781 
Youth employment, 9405 
Payday loan industry 
consumer protection, 2088-2089 
regulation, 1378 
Payday Loans Act, 2008 (Bill 48) 
second reading, 1378 
Pension Benefits Amendment Act, 2010 (Bill 236) 
second reading, 9356-9359, 9464-9465 
Pension benefits guarantee fund, 6716 
Pension plans 
reform, 9356-9358, 9464-9465 
Persons with disabilities 
developmental disabilities 
services, 2045, 2820 
Pesticides/herbicides 
ban on use and sale of cosmetic pesticides, 1851 
Petitions 
Anti-smoking legislation, 508, 960-961 
Assistance to farmers, 5480, 5839 
Cemeteries, 9376 
Child custody, 3283-3284, 8507-8508, 9377, 9553 
Employment insurance, 746-747 
Firearms control, 1171 
GTA pooling, 3285, 4256 
Gun control, 2836, 2965 
Highway 35, 4397 . 
Hospital funding, 82, 176, 240, 341, 384-385, 426, 506, 
571, 658, 776, 841, 1001, 1109, 1170, 1427, 1477- 
1478, 1577, 1771-1773, 1889-1890, 1928, 1976, 
2035-2036, 2130-2131, 2167, 2212, 2299, 2525- 
2527, 2574-2575, 2613-2614, 2646, 2739-2740, 
2786-2787, 2835, 2964, 2998, 3050-3051, 3093, 
3141-3142, 3239, 3283, 3330-3331, 3500, 3543, 
3581-3582, 3694, 3844, 3932, 4033-4034, 4069, 
4158-4159, 4221-4222, 4399, 4480, 4529, 4588, 
4661-4662, 4829, 4956, 5092, 5196, 5330, 5478, 
5585-5586, 5791, 6346, 6503, 6816, 6854, 6954- 
6955, 7001, 7208-7209, 7285-7286, 7344, 7440, 
7654-7655, 7701, 7737-7738, 7782, 8078-8079, 
8268, 8470, 8506-8508, 8554-8555, 8615, 8657, 
8696, 8833-8834, 8875, 8953, 9005-9006, 9048, 
9587 
Hospital services, 3780 
Lupus, 3933, 4035-4036, 4159-4160, 4398-4399, 4481, 
4530-4531, 5197-5198, 5328, 5961, 6050, 6089, 
6150-6151, 6200-6201, 8876-8877, 9652-9653 
Ontario budget, 6607 
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Delaney, B. (LIB, Mississauga-Streetsville) (continued) 
Parenting education, 7738, 7783, 8507 
Pope John Paul Il, 775, 1313, 1773, 2167-2168, 2494, 
2528, 2837, 3000, 3142, 3240, 3583, 3695, 3932- 
3933, 4036, 4159, 4481, 4830 
Professional hockey franchise, 7239-7240 
Social services funding, 3241, 7210, 7879-7880, 8156, 
8224, 8270, 8422, 8506, 8555-8556, 8616, 8697, 
8875, 8954-8955, 9007-9008, 9228-9229, 9280, 
9375-9376 
Taxation, 7488, 7530, 7656, 7841, 7973, 8154, 8467 
Wye Marsh Wildlife Centre, 616-617, 2612 
Photo Card Act, 2008 (Bill 85) 
second reading, 2336-2337 
Photo identification cards 
fraud, 2336-2337 
Poverty, 11 
Poverty Reduction Act, 2009 (Bill 152) 
second reading, 5561 
Private members' public business 
Automobile insurance 
responded to, 7544-7545 
Caregiver and Foreign Worker Recruitment and 
Protection Act, 2009 (Bill 160) 
second reading, 6061 
Hawkins Gignac Act (Carbon Monoxide Detectors), 
2009 (Bill 143) 
second reading, 5859-5860 
Highway Traffic Amendment Act (Aftermarket Brake 
Pad Standards), 2009 (Bill 181) 
second reading, 7254-7255 
Legislative channel 
presented, 3250-3252, 3257-3258 
Literacy and basic skills 
responded to, 5104-5105 
Mental health and addiction services 
responded to, 4493-4494 
Milk in schools 
responded to, 3247-3248 
Municipal Residential and Commercial Surge Protector 
Act, 2009 (Bill 176) 
second reading, 7056-7057 
Municipalities 
responded to, 5302 
Ontario Energy Board Amendment Act, 2008 (Bill 131) 
second reading, 4674 
Pension Benefits Amendment Act (Transfers on Wind 
Up), 2009 (Bill 213) 
second reading, 8890 
Property Tax Deferral Act, 2008 (Bill 78) 
second reading, 2190 
Protection of Minors in Amateur Sports Act, 2009 (Bill 
30) 
second reading, 6872-6873 
Red Tape Reduction Policy Act, 2008 (Bill 121) 
second reading, 4136-4137 
Senators' Selection Act, 2009 (Bill 67) 
second reading, 8512-8513 
Small business 
responded to, 7751-7752 
Taxation 
responded to, 7757-7758 
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Taxation Amendment Act (Equipment Purchased for 
Persons with Disabilities), 2008 (Bill 109) 
second reading, 3949-3950 
Towing Industry Act, 2008 (Bill 87) 
second reading, 2863-2864 
Visual Fire Alarm System Act, 2009 (Bill 148) 
second reading, 5114 
Workplace Safety and Insurance Amendment Act 
(Alternate Insurance Plans), 2009 (Bill 219) 
second reading, 8711 
Property tax deferrals 
low-income senior citizens and persons with disabilities, 
2190 
Provincial Animal Welfare Act, 2008 (Bill 50) 
second reading, 1683, 1688 
Public Sector Expenses Review Act, 2009 (Bill 201) 
second reading, 7562, 7597-7598, 7618, 7621 
Public transportation 
Mississauga, 399 
Religious holiday observance 
Vaisakhi, 6048-6049 
Schools 
energy-efficient, 6443 
Senior citizens 
taxation, 7697-7698, 8607-8608 
Senior homeowners’ property tax grants, 5904 
Services and Supports to Promote the Social Inclusion of 
Persons with Developmental Disabilities Act, 2008 
(Bill 77) 
second reading, 2045 
third reading, 2820 
Small business 
government assistance in complying with regulations, 
hiay4 
regulatory reduction, 4137 
Social housing 
government funding, 4652 
Speaker 
election (28 November 2007) 
congratulatory remarks, 11 
Standing Orders 
S.O. 23(b) Rules of Debate - Matters out of order in 
debate - Directs speech to other matters, 8532 
S.O. 23(e) Rules of Debate - Matters out of order in 
debate - Anticipation, 5850 
S.O. 23(h) Rules of Debate - Matters out of order in 
debate - Allegations against member, 5649, 8160 
Tax reduction, 4183, 6097, 8873 
Taxation 
tax reform package, 5915 
Teacher collective agreements 
Elementary Teachers' Federation of Ontario, 4820 
Technical Standards and Safety Authority (TSSA) 
governance model, 8081 
Technical Standards and Safety Statute Law Amendment 
Act, 2009 (Bill 187) 
second reading, 8091 
Temporary help agencies 
fees charged to employees, 4887 
Temporary help agency employees 
protection, 4887, 6363 
removing barriers to permanent employment, 6366-6367 
Throne speech debate 
participation, 398-399, 402 
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Delaney, B. (LIB, Mississauga-Streetsville) (continued) 
Time allocation motions 
Legislative reform 
responded to, 1537-1538 
Towing industry 
regulation, 2863-2864 
Toxics Reduction Act, 2009 (Bill 167) 
second reading, 6300 
Transit systems, 5816 
GO Transit, 942 
Cooksville station, 5817 
Erindale station, 5817-5818 
improvements, 3969 
Lakeshore line, 5818, 5820 
Lisgar station, 515, 3775, 4602, 5816-5817, 6603 
Meadowvale station, 4602, 5817 
Milton line, 5817-5820 
Milton station, 515-516 
Streetsville station, 3443, 4602, 5817, 5819 
Move Ontario 2020 plan, 5818, 7310 
Washington, D.C., 5816 
Workers' compensation benefits 
coverage for construction workers, 3802 
Workplace Safety and Insurance Amendment Act, 2008 
(Bill 119) 
second reading, 3802 
Young offenders 
services, 3359 
Youth/students 
employment, 9405 


Dhillon, V. (LIB, Brampton West) 
Able Insurance Brokers Ltd. Act, 2008 (Bill Pr19) 
first reading, 4255 
Appreciation 
volunteers (Brampton), 8153 
Artists 
employment protection, 6240-6241 
Arts and culture 
government funding, 6241 
Awards 
Ontario Volunteer Service Awards, 2531 
Premier's Award for Teaching Excellence 
Fedosoff, Jay (recipient), 1157 
Blind/visually-impaired persons 
access to books in suitable formats, 9566-9567, 9572 
Canadian National Institute for the Blind (CNIB) 
Right to Read program, 9566-9567 
Clubs 
Rotary Club of Bramalea, 9454 
Colleges of applied arts and technology (CAATs) 
Sheridan Institute of Technology and Advanced Learning 
tool and die maker program, 107 
Community newspapers, 234-235 
Community organizations 
Winter Coats for Children, 3002 
Congratulatory remarks 
Martino, Frank (recipient, Reg L. Perkin Award), 4332 
Construction industry 
underground economy, 3699, 3902 
Construction workers 
occupational health and safety, 3698-3699, 3903 
Coroner inquests 
Dupont, Lori (murder victim), 9191 
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Dairy Farmers of Ontario 
elementary school milk program, 3244-3245 
Debates re answers to oral questions 
Small business 
participation, 3160-3161 
Employment creation, 107 
Employment Protection for Foreign Nationals Act (Live-in 
Caregivers and Others), 2009 (Bill 210) 
second reading, 8159-8162 
third reading, 9199-9200 
Employment-related benefits 
employee wage security program, 107 
organ donor leave, 5218 
Employment standards 
reform, 6218 
Employment Standards Amendment Act (Organ Donor 
Leave), 2009 (Bill 154) 
second reading, 5218-5220, 5367 
Employment Standards Amendment Act (Temporary Help 
Agencies), 2009 (Bill 139) 
second reading, 4882-4883 
third reading, 6218, 6351, 6354, 6359 
public consultation, 6354 
Firefighters 
volunteer firefighters 
workers’ compensation claims, 6861 
Foreign workers 
protection, 9199-9200 
Hospital construction 
Brampton Civic Hospital, 123 
Hospital redevelopment 
Peel Memorial Hospital, 123 
Hospitals 
Brampton Civic Hospital, 4332 
Labour relations, 1551 
Live-In Caregiver Program (federal program), 8159-8160 
McDonald's Canada 
McHappy Day, 7151 
Medical transplants 
organ and tissue donation, 5218-5220 
Members'/ministers' personal narratives, 115 
Members/ministers quoting letters 
Sefton, Andrew (executive director, Ontario Painting 
Contractors Association), 3902 
Smith, Derek (executive director, London and District 
Construction Association), 3902 
Members/ministers quoting statements 
Arnold, Ken (president, Ontario Medical Association), 
7803 
Dupont, Barb (mother, Lori Dupont, murder victim), 9191 
Lavoie, Serge (president and CEO, Canadian Plastics 
Industry Association), 3161 
Members’ statements 
Brampton Civic Hospital, 123, 4332 
Brampton spelling bee, 6083-6084 
Dairy industry, 8924-8925 
Fedosoff, Jay, 1156-1157 
McHappy Day, 7151 
Rotary Club of Bramalea, 9454 
Teachers, 5086 
Vaisakhi, 6394 
Volunteer Service Awards, 2531 
Volunteers, 8153 
Winter Coats for Children Project, 3002 
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Dhillon, V. (LIB, Brampton West) (continued) 
Milk, 3250 
Minimum wage, 115 
increase, 114-115 
Occupational health and safety, 3160 
Occupational Health and Safety Amendment Act 
(Violence and Harassment in the Workplace), 2009 
(Bill 168) 
second reading, 7802-7805 
third reading, 9190-9191 
Occupational health and safety insurance 
option for employers to use private-sector insurers, 
8707-8709 
Ontario Labour Relations Board (OLRB), 1551 
Opposition day motions, responded to 
Workplace insurance, 4076 
Workplace Safety and Insurance Board, 1948-1949 
Oral questions, presented 
Community and ethnic newspapers, 234-235 
Driver examination centres, 8348 
Petitions 
University labour dispute, 4758-4759 
Private members' public business 
Accessibility for the disabled 
presented, 9566-9567, 9572 
Employment Standards Amendment Act (Protection for 
Artists), 2009 (Bill 165) 
second reading, 6240-6241 
Employment Standards Amendment Act (Raising the 
Minimum Wage), 2007 (Bill 7) 
second reading, 114-115 
Employment Standards Amendment Act (Wage 
Security), 2007 (Bill 6) 
second reading, 107 
Labour Relations Amendment Act (Certification), 2008 
(Bill 65) 
second reading, 1551 
Labour Relations Amendment Act (Replacement 
Workers), 2009 (Bill 86) 
second reading, 7931-7932 
Milk in schools 
presented, 3244-3245, 3250 
Single-Use Bottled Water Ban Act, 2008 (Bill 112) 
second reading, 3943-3944 
Workplace Safety and Insurance Amendment Act 
(Altermate Insurance Plans), 2009 (Bill 219) 
second reading, 8707-8709 
Workplace Safety and Insurance Amendment Act 
(Firefighters), 2009 (Bill 169) 
second reading, 6861 
Workplace Safety and Insurance Board 
responded to, 4500-4501 
Regulations, 3160 
Regulatory Modemization Act, S.O. 2007, c.4, 3160 
Religious holiday observance 
Vaisakhi, 6394 
Schools 
St. Roch Catholic Secondary School 
fried-free school, 5086 
Small business 
regulation, 3160-3161 
Spelling bees 
Brampton spelling bee, 6083-6084 


Strikes 
DriveTest driving examiners, 8348 
Teachers, 5086 
Temporary help agencies 
fees charged to employees, 6218, 6351 
Temporary help agency employees 
protection, 4882, 6358 
removing barriers to permanent employment, 4882- 
4883, 6218 
Time allocation motions 
Workplace Safety and Insurance Amendment Act, 2008 
(Bill 119) 
responded to, 3902-3903 
Trade missions 
India, 107 
Trillium Gift of Life Network, 5367 
program for reimbursing expenses of living organ 
donors (PRELOD), 5218 
Union certification 
card-based certification, 1551 
construction industry, 1551 
Waste management/programs 
recycling, 3944 
water bottles, 3944 
Workers 
replacement workers 
ban on use during strike or lockout, 7931-7932 
Workers’ compensation benefits 
coverage for construction workers, 3698-3699, 3902, 
4076 
Workplace harassment/violence, 7802-7805, 9191 
Workplace injuries 
reduction, 1948-1949 
Workplace Safety and Insurance Amendment Act, 2008 
(Bill 119) 
general discussion 
public consultation, 4076 
second reading, 3698-3699, 3718 
time allocation motion 
responded to, 3902-3903 
Workplace Safety and Insurance Board (WSIB), 3698- 
3699, 3718, 4076 
experience rating system, 1948 
unfunded liability, 4500-4501 


Dickson, J. (LIB, Ajax—Pickering) 
Anniversaries 
Our Lady of Lourdes 150th anniversary of apparition, 
1670 
Sinking of the Graf Spee battleship 70th anniversary, 
8153-8154 
Automobile industry 
General Motors of Canada Ltd. 
Buick Regal produced at Oshawa assembly plant, 
9178 
Automobiles 
damage, 5885-5886 
Awards 
| Love Greenbelt award, 5487 
Axiom Group Inc., 4911 
Barrie-Innisfil Boundary Adjustment Act, 2009 (Bill 196) 
second reading, 7506-7507 
Boundary adjustment 
Barrie and Innisfil, 7507 
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Dickson, J. (LIB, Ajax—Pickering) (continued) 
Business 
doing business with Ontario government, 6044 
government assistance, 6043 
Colleges Collective Bargaining Act, 2008 (Bill 90) 
second reading, 2476-2477 
Colleges of applied arts and technology (CAATs) 
college equipment modernization, 1460-1461 
Durham College, 2476-2477 
Cosmetic Pesticides Ban Act, 2008 (Bill 64) 
general discussion, 6488 
Durham regional council 
council members, 773 
Fire stations 
Ajax, 3052 
Full Day Early Leaming Statute Law Amendment Act, 
2010 (Bill 242) 
second reading, 9624 
Greenbelt Day Act, 2009 (Bill 153) 
first reading, 5041 
Greenbelt plan, 5487-5488, 5493, 6488 
5th anniversary, 9579-9580 
Harmonized sales tax 
impact on cost of books and newspapers, 8729-8730 
Healthy Food for Healthy Schools Act, 2008 (Bill 8) 
second reading, 254 
Hospices (terminal care) 
government funding 
Sakura House, 731 
St. Joseph's Hospice, 731 
Hospital redevelopment 
Rouge Valley Ajax and Pickering Hospital, 158, 5873, 
8871 
Infrastructure Ontario 
municipal infrastructure investment initiative (MIII), 1093 
International trade agreements 
Canada-United States procurement agreement, 9412 
Kindergarten 
full-day, 9624 
Members'/ministers' birthdays 
Jaczek, Helena (Oak Ridges—Markham), 8521 
Members'/ministers' constituencies/constituency events 
Young Singers performance, 1775 
Members'/ministers' inaugural speeches, 433-435 
Members'/ministers' personal narratives, 434-435 
Members/ministers quoting statements 
Hale, Michael (president, Canadian Institute of 
Actuaries), 6454 
Hammond, Sam (president, Elementary Teachers’ 
Federation of Ontario), 9624 
Richardson, Bill (governor, New Mexico), 2300 
Rizzo, Perry (president, Axiom Group Inc.), 4911 
Shriver, Eunice Kennedy (founder, Special Olympics), 
2169 
Members'/ministers' remarks 
PC (2003-2010) 
Bailey, Bob (Sarnia—Lambton), 731 
Hardeman, Ernie (Oxford), 731 
Members’ statements 
Ajax and Pickering Health Site, 158 
Ajax Environmental Affairs Week, 5889 
Ajax fire station, 3052 
Anniversary of the sinking of the Graf Spee, 8153-8154 
Black History Month, 5127 
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Events in Ajax—Pickering, 2248, 2496, 7198 
General Motors of Canada, 9178-9179 
International trade, 9412 
Men's Health Awareness Week, 2300 
Multiple sclerosis, 6276 
Municipal finances, 4029 
Municipal infrastructure, 1093 
Ontario economy, 4911 
Palliative care, 731 
Pan American Games, 8790 
Parkinson's disease, 982 
Post-secondary education, 1460-1461 
Rouge Valley Ajax and Pickering hospital, 8871 
Saint Bernadette, 1670 
Snowmobiling, 5666-5667 
Special Olympics, 2169 
Transit funding, 1300 
Young Singers, 1775 
Ministry of Children and Youth Services 
youth opportunities strategy, 3277 
Ministry of Economic Development and Trade 
Next Generation of Jobs Fund, 4911 
Ministry of Government Services 
reverse trade show for Ontario businesses, 6044 
Municipal services 
government funding 
Durham region, Ajax and Pickering, 4029 
National/independence/memorial days 
Black History Month, 5127 
Obesity 
children, 254 
1312510 Ontario Ltd. Act, 2009 (Bill Pr22) 
first reading, 7200 
Ontario budget speech (26 March 2009) 
responded to, 5873 
Oral questions, presented 
Durham regional council, 773 
Environmental protection, 6488 
Greenbelt, 9579-9580 
Highway maintenance, 5885-5886 
Provincial purchasing policy, 6043-6044 
Research and innovation, 4809 
Small business, 5828 
Snowmobiling, 4579-4580 
Taxation, 8729-8730 
Youth services, 3276-3277 
Parkinson's disease, 982 
Pension Benefits Amendment Act, 2010 (Bill 236) 
second reading, 9713-9714, 9716 


Pension plans, 6453-6455, 6460 


reform, 9713-9714, 9716 
Pesticides/herbicides 
ban on use and sale of cosmetic pesticides, 6488 
Petitions 
Government services, 7491, 7529, 7586, 7655, 7700, 
ron 
Hospital funding, 899-901, 1000-1002, 1064, 1066, 
1108-1109, 1256-1257, 1315, 1478-1479, 1520, 
1576, 1612-1613, 1668-1670, 1772-1773, 1825- 
1826, 1926-1927, 1977-1978, 2036, 2094, 2131- 
2133, 2167, 2213, 2244-2246, 2298-2299, 2351, 
2396-2397, 2493, 2526, 2575-2577, 2611-2612, 
2646-2647, 2672, 2741, 2786, 2962, 2999-3000, 
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Dickson, J. (LIB, Ajax—Pickering) (continued) 
3187, 3451, 3541, 3651-3652, 3740, 3845-3846, 
4034-4035, 4258 

Poverty Reduction Act, 2009 (Bill 152) 
ministerial statement, 5041-5042 
Private members' public business 
Greenbelt Day Act, 2009 (Bill 153) 
second reading, 5487-5488, 5493 
Pension plans 
presented, 6453-6455, 6460 
Zero Waste Day Act, 2010 (Bill 247) 
second reading, 9565-9566 
Public education campaigns 
Ajax Environmental Affairs Week, 5889 
environmental protection, 5487 
Greenbelt Day, 5041, 5487-5488 
Men's Health Awareness Week, 2300 
Multiple sclerosis carnation campaign, 6276 
Registered retirement savings plans, 6454-6455 
Reports 
A Fine Balance - Safe Pensions - Affordable Plans - 
Fair Rules (Report of the Expert Commission on 
Pensions), 9714 
Road maintenance, 5885 
Small business 
permits and licences, 5828 
regulation, 5828 
Snowmobiling, 4579-4580, 5666-5667 
safety, 4580 
Speaker 
election (28 November 2007) 
congratulatory remarks, 158 
Sports competitions 
Pan American Games bid (2015) 
awarded to Toronto, 8790 


Special Olympics Ontario 2008 provincial spring games, 


2169 

Throne speech debate 

participation, 433-435, 437 
Transit systems 

government funding, 1300 
Waste management/programs 

waste reduction, 9565-9566 
Woodbridge Group 

government funding, 4809 
Youth/students 

services, 3276 


DiNovo, C. (NDP, Parkdale—High Park) 


An Act to amend the Criminal Code, 2006 (Bill ee 1387 


Advertising 

ban on advertising of sexual images of children under 

16 years of age, 6463 

Afghanistan 

women's rights, 6470-6471 
Agencies/boards/commissions/etc. 

expenditures 

review by Integrity Commissioner, 7470, 7559 

Alcohol-related accidents/fatalities 

automobile, 4533 
Alcoholism, 2562 
Amateur sports programs 

criminal record checks, 6871-6872 
Animal Care Review Board, 3976 
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Animal Health Act, 2009 (Bill 204) 
second reading, 8448-8451 
Animal protection 
five freedoms, 3974-3976 
private zoos, 1800 
regulation, 3977 
warrantless entry, 1806 
Animal protection organizations 
use of term humane society restricted, 3974-3975 
impact on Toronto Humane Society, 1588, 1802, 
1810, 2104 
Anti-Semitism, 6450 
Arab-Israeli conflict, 9556-9558 
Automobiles 
ZENN cars, 3006 
Awards 
Ontario Award for Paramedic Bravery, 4932 
Blood donations, 5454 
BOOST Child Abuse Prevention and Intervention, 4655 
Brismair Property Management Inc. Act, 2009 (Bill Pr27) 
first reading, 8074 
Budget, 4267-4268 
pre-budget consultations, 4267 
Budget deficit, 3621 
Budget Measures and Interim Appropriation Act, 2008 
(Bill 44) 
third reading, 1655-1656 
Budget Measures and Interim Appropriation Act, 2008 
(No. 2) (Bill 114) 
second reading, 3617-3619, 3621 
Budget surplus 
transfer of funds to municipalities for infrastructure 
projects, 973-974, 1699 
Bullying 
lesbian, gay, bisexual, transsexual, transgendered, 
intersexed, queer (LGBTTIQ) teens, 730 
Business education tax, 114, 716, 3006, 3305-3306, 4136 
Butchers 
Karl's Butcher and Grocery 
closure, 3006, 3305 
food safety, 158, 234, 297 
C. difficile outbreaks 
Del Grande, Tony case, 8428-8429 
investigation, 8428 
Canada pension plan (CPP), 6864-6865 
Capital works projects; 3308 
government funding, 593 
Carbon Monoxide Awareness Week Act, 2009 (Bill 166) 
general discussion, 5856-5857 
Carbon monoxide detectors 
requirement to install carbon monoxide detectors in all 
residential buildings, 5857 
Carbon monoxide poisoning, 5857 
Caregiver employment agencies 
ban on placement fees, 8166-8167 
Child abuse, 4978 
Child care, 127, 593, 1728, 2561-2562, 3307, 3383, 4395, 
4433, 5098, 5243, 5285, 9533-9534 
cost, 488 
government funding, 490-491, 9536-9537, 9635 
Quebec, 4267, 5098 
Child custody 
grandparents’ rights, 1344 
access to children in abusive situations, 1345 
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DiNovo, C. (NDP, Parkdale—High Park) (continued) 
Child poverty, 113, 2071, 2562, 5097-5098 
Child protection, 4975-4977 
services, 4965 
Child sexual abuse, 6462 
Children with disabilities, 3744 
Children's aid societies (CASs) 
government funding, 8528 
Children's nutrition programs, 593 
China 
greenhouse gas emissions, 7320, 7328 
Clean Train Coalition, 7229 
Climatic changes, 592 
Colleges of applied arts and technology (CAATs) 
right to unionize 
part-time and sessional employees, 3307 
Commercial loans, 4136 
Community health centres (CHCs), 4041-4042 
government funding, 593 
Community policing, 3760-3761 
Community safety 
complaints regarding properties used for activities that 
adversely affect community, 3759-3761 
Corporate tax reduction, 5844 
Cosmetic Pesticides Ban Act, 2008 (Bill 64) 
second reading, 1964 
Countering Distracted Driving and Promoting Green 
Transportation Act, 2009 (Bill 118) 
second reading, 4280-4281 
public consultation, 4280 
Court cases/actions 
Sampson, Katelynn (murder victim), 4395, 9529-9530 
Crime against seniors 
elder abuse, 8713-8714 
Criminal statistics, 4129 
Curriculum 
inclusion of women's studies in Ontario secondary 
schools, 3383, 4267, 4433 
Debates re answers to oral questions 
Affordable housing 
requested, 678 
participation, 678-679 
International trade 
requested, 859-860 
participation, 859-860 
Dental care, 875, 2562, 3307 
Sweden, 2562 
Deportation 
Hinzman, Jeremy (American war resister), 6471 
Disabled Persons' Service Dogs Act, 2009 (Bill 223) 
first reading, 8656 
Doctors 
international medical graduates (IMGs) 
removing barriers, 2661, 3989 
Domestic violence, 4973-4974, 4976, 4978 
government funding for women and children in shelters, 
8870 
Driver education/training, 4534, 4536 
Drivers 
impaired drivers, 4539 
new drivers, 4534 
Drug abuse, 2562, 5843 
Drug abuse treatment programs, 4975-4976 
Economic conditions, 3305, 3617-3619, 4280-4281 


Economic growth 
five-point economic plan, 1965-1966 
Education funding reform, 593 
eHealth Ontario 
contracts 
public inquiry, 8428 
Elections/by-elections 
campaign contributions, 2503 
campaign ethics, 2503-2504 
campaign expenditures, 2503 
Parkdale—High Park, 2503 
St. Paul's, 7337 
Electoral constituencies 
renaming of Chatham—Kent-Essex to 
Chatham—Kent-Leamington, 3554 
Electoral representation, 2503 
Employees, 7085-7086 
Employers, 7085-7086 
Employment agencies 
licence, 3307 
prohibited from charging fees for hiring or providing 
information, 7086 
Employment creation 
by government, 3308 
Employment insurance, 5851 
Employment insurance benefits, 5851 
Employment Protection for Foreign Nationals Act (Live-In 
Caregivers and Others), 2009 (Bill 210) 
second reading, 8164-8172 
time allocation motion 
responded to, 8898-8903 
third reading, 9196-9199 
Employment-related benefits 
organ donor leave, 5453, 5455 
income replacement, 5453, 5455 
Employment standards, 4986-4993, 6685 
allegations of abuse, 6801 
Dhalla, Ruby case, 6596-6597, 6599, 6601, 6639- 
6640, 6642-6644, 6747, 6801, 8165-8166, 8898- 
8899 
complaints, 7086 
equal pay and benefits for all workers, 7086 
regulation and enforcement, 3307, 3618, 6476-6477, 
8172 
unjust dismissal, 7086 
Employment Standards Act, S.O. 2000, c.41, 6685 
Employment Standards Amendment Act, 2009 (Bill 189) 
first reading, 7085-7086 
Employment Standards Amendment Act (Organ Donor 
Leave), 2009 (Bill 154) 
second reading, 5453-5457, 5459 
Employment Standards Amendment Act (Raising the 
Minimum Wage), 2007 (Bill 7) 
first reading, 42 
Employment Standards Amendment Act (Raising the 
Minimum Wage), 2008 (Bill 49) 
first reading, 642 
Employment Standards Amendment Act (Temporary Help 
Agencies), 2009 (Bill 139) 
general discussion, 5510, 5573, 5660, 5689 
second reading, 4984, 4986-4993 
third reading, 6475-6482 
amendments, 6479-6480 
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DiNovo, C. (NDP, Parkdale—High Park) (continued) 
Energy 
nuclear energy, 4214, 5335, 5338, 5340-5341, 5344, 
5349-5350, 6571-6572 
renewable energy, 5347, 5351 
renewable energy projects 
government funding, 5349 
Energy conservation, 5340 
government funding, 5355-5356 
Energy efficiency 
home retrofit program, 7321 
Energy policy, 3307 
Environmental advocacy groups, 5361 
Environmental protection, 5348-5350 
Environmental Protection Act (Greenhouse Gas 
Emissions Trading), 2009 (Bill 185) 
second reading, 7319-7323, 7325, 7328-7329 
third reading, 9028-9029 
Equal pay for equal work, 4298, 4586-4587, 4987, 5851 
Family law 
reform, 4965, 4968-4969, 4973-4977 
Family Statute Law Amendment Act, 2009 (Bill 133) 
second reading, 4965, 4968-4969, 4973-4978 
Famines 
Ukraine (1932-1933), 1785-1786 
Farms/farmland 
organic farms, 8450 
Fatalities 
Achakzai, Sitara (human rights campaigner), 6470 
Dulnuan, Jocelyn (caregiver), 127 
Dupont, Lori (murder victim), 9101-9104 
Jones, Holly (murder victim), 4865-4866, 6462 
Sampson, Katelynn (murder victim), 4267, 6463, 9529- 
9530 
Vince, Theresa (murder victim), 9101-9104 
Wisdom, Shaquille (suicide victim), 730 
Federal-provincial agreements/programs 
Canada-Ontario affordable housing program agreement 
government funding, 2566 
Feminism, 4433 
Firearms 
driving with unlawfully possessed firearm in motor 
vehicle prohibited 
enforcement, 1353-1354 
Firefighters 
volunteer firefighters 
workers’ compensation claims, 6857 
workers’ compensation claims, 4129 
Morand, Gene case, 6857 
Food Safety and Quality Act, S.O. 2001, ¢.20, 158, 234 
Foreign caregivers 
abuse, 5689 
protection, 8165, 8898-8901, 9194-9199 
warrantless entry, 8165 
women, 8168-8169 
Foreign workers, 5510 
protection, 5510, 5573, 9196 
women, 8166-8167 
Fossil-fuel generating stations, 5353 
Franchises 
retail trade, 3006 
Full Day Early Leaming Statute Law Amendment Act, 
2010 (Bill 242) 
second reading, 9529-9534, 9536-9537 
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Gender identity, 165 
Genocide 
Ukraine (1932-1933), 5306 
Government advertising 
powerWISE energy conservation 
Suzuki, David's role in energy conservation 
advertising campaign, 4420 
Government notice of motions 
Legislative reform 
responded to, 1448-1451 
Select Committee on Elections 
responded to, 2502-2504 
Government orders 
Committee sittings 
time allocation motion 
responded to, 4267-4268 
Ontario economy 
responded to, 3305-3308 
Government record 
Liberal (2003-2010) 
environmental protection, 1964 
greenhouse gas emissions reduction, 7320 
Government role, 4135-4136 
Government service transfer to municipal jurisdiction 
return to provincial jurisdiction, 4136 
Greater Peterborough Innovation Cluster, 585 
Greater Toronto and Hamilton Area Transit 
Implementation Act, 2009 (Bill 163) 
time allocation motion 
responded to, 5970-5973 
third reading, 6740-6743 
Green economy, 5344, 5349 
Green Energy and Green Economy Act, 2009 (Bill 150) 
second reading, 5335, 5338, 5340-5341, 5344, 5347- 
5351, 5353, 5355-5356, 5358, 5361, 5365 
third reading, 6571-6572 
Greenhouse gas emissions 
reduction, 7319-7323, 7328 
Harmonized sales tax, 7760, 8901-8903 
impact on rent rates, 7337 
impact on senior citizens, 8714, 8854-8855 
impact on small business, 9034 
Hate crime, 3965 
Hawkins Gignac Act (Carbon Monoxide Detectors), 2009 
(Bill 143) 
second reading 
public consultation, 5857 
Health care 
wait lists, 3744 
wait times, 3744-3745 
Health care workers 
agency workers, 4989 
Healthy Food for Healthy Schools Act, 2008 (Bill 8) 
second reading, 487-491 
Holiday messages, 4680 
Holocaust, Jewish (1939-1945), 6450 
Holodomor Memorial Day Act, 2008 (Bill 61) 
general discussion, 4111 
Home care workers 
transportation compensation, 5843 
Home children (Canadian immigrants), 9380-9381 
Homeless persons, 5842-5843 
Hospital beds 
long-term-care beds, 5843-5844 
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Hospital construction 
Humber River Regional Hospital, 2208 
Hospital services 
emergency 
information sheets for patients, 8893-8895 
Hospitals 
oversight by Ombudsman, 2209 
reporting on C. difficile rates, 2562 
Housing, 413-414, 5097-5098, 6044-6045 
affordable, 132, 527, 1513, 1609, 2292-2293, 2562, 
3776, 4298, 4433, 5097-5098, 5282, 5742, 5781, 
7232, 9644-9645 
authority of municipal governments to require 
affordable housing in new developments, 7531- 
7533, 7537-7538 
construction, 413-414, 716, 1609, 1728-1729 
federal government funding, 691, 2566 
government funding, 490, 565, 678, 2566, 7537, 8612- 
8613, 9120 
rent rates, 3830-3831 
shortage, 592, 1112 
wait lists, 5742 
right to adequate housing, 557 
Human rights, 3531-3532, 6564 
gender identity, 8691-8692 
Immigrants 
accreditation, 4298 
services, 4298 
Immigration 
website, 4298 
Immunization 
H1N1 influenza A (swine flu) 
employees permitted to take time off work for 
immunization, 8347-8348 
lmpact Cleaning Services Ltd. 
violation of employment standards, 6437-6438, 6476 
Increasing Access to Qualified Health Professionals for 
Ontarians Act, 2008 (Bill 97) 
second reading, 2661 
third reading, 3989, 4040-4042 
India 
greenhouse gas emissions, 7320 
Investing in Ontario Act, 2008 (Bill 35) 
general discussion, 1546, 2072 
second reading, 971-976 
third reading, 1699 
Kindergarten 
full-day, 9529-9532 
Kyoto Protocol on the United Nations Framework 
Convention on Climate Change, 1964 
Landlord and Tenant Board 
electronic hearing, 7228 
oral hearing, 7228 
Legislative pages 
appreciation, 5453 
Legislative procedure 
ministerial statements, 4297-4298 
motions 
time allocation motions, 5970 
private members’ public business, 1801, 4678-4679, 
5857 
lost upon prorogation, 9550-9551 


Legislative process 
family friendly reforms, 876, 1448-1451, 2504 
private members’ public business, 1545 
Legislature schedule/agenda, 2072-2073, 2077-2078, 
2081, 4587 
Libertarianism, 1151 
Libraries/schools 
use of Internet filtering software, 7740-774 
Liquor Control Board of Ontario (LCBO), 4666 
Listeriosis, 8449 
Literacy, 5106 
Live-In Caregiver Program (federal program), 5510 
Livestock 
disease prevention and control, 8448 
protection, 1801, 3973 
Long-term-care facilities 
oversight by Ombudsman, 3547 
personal care, 5843-5844 
standard of care, 5843, 8714 
Long-term-care funding 
government funding, 5844 
Manufacturing industry, 46-47 
Massacres 
Montreal massacre (6 December 1989), 4433 
Medical procedures 
wait times, 3744-3745 
Medical transplants 
organ and tissue donation, 5453-5455, 5459 
Cotic, Andres case, 5453-5455 
presumed consent, 5453-5457, 5459 
presumed denial, 5454-5455 
Members'/ministers' appreciation 
Jones, Sylvia (Dufferin—Caledon), 4679 
McMeekin, Ted 
(Ancaster-Dundas—Flamborough—Westdale), 1387 
Members'/ministers' personal narratives, 1799-1800, 
4128, 4135, 4761, 4795, 5454, 5857, 6477-6478 
Members/ministers quoting committee submissions 
Ontario Veterinary Medical Association, 3976 
Members/ministers quoting documents 
Ontario Federation of Labour, 114 
Members/ministers quoting electronic mail messages 
harmonized sales tax, re, 7760 
Members/ministers quoting letters 
Bush, Donna (media representative, Cangrands), 3279 
Trow, Tim (president, Toronto Humane Society), 1598, 
1800 
Members/ministers quoting newspaper articles 
Toronto Star, 971, 1387 
Toronto Sun, 591-592 
Members/ministers quoting reports 
With Our Best Future in Mind: Report to the Premier by 
the Special Advisor on Early Leaming (Charles 
Pascal), 9531-9532 
Regulation of Payday Lending in Canada: A Report to 
ACORN (Chris Robinson, York University), 1390 
Members/ministers quoting statements 
Allan, Nancy (Minister of Labour and Immigration, 
Manitoba), 5573 
Churchill, Winston (former Prime Minister of the United 
Kingdom), 3972 
David Suzuki Foundation, 5338 
DeGasperis, Silvio (developer), 2503 
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Douglas, Tommy (former Premier of Saskatchewan), 
3745 
Gandhi, Mahatma (spiritual and political leader), 3973 
Greenpeace, 5338 
Ladd, Deena and Mary Gollatly re Bill 139, 6481 
Mackenzie, Hugh (Canadian Centre for Policy 
Alternatives), 590 
McCarter, Jim (Auditor General of Ontario), 973 
McKeown, David (medical officer of health, Toronto), 
7523 
Ontario Women's Justice Network, 1345 
Pembina Institute, 5338 
Pope John Paul Il, 4918 
Ryan, Sid (president, CUPE Ontario), 9529 
Shapcott, Michael (Wellesley Institute), 592, 5742 
Suzuki, David (scientist, activist, broadcaster), 4420 
Taylor, Allan (former CEO, Royal Bank of Canada), 2503 
Walesa, Lech (founder, Solidarity movement), 4917 
Wellesley Institute, 5781 
Members/ministers quoting television programs 
CTV News, 487 
Members’/ministers' remarks 
Liberal (1995-2003) 
McGuinty, Dalton (Ottawa South) 
as Leader of the Opposition, 1448 
withdrawn, 565, 4214, 4420 
Members'/ministers’ travel 
Pupatello, Sandra's travel to China, 3305-3306 
Pupatello, Sandra's travel to Middle East, 3305-3306 
Members' statements 
Affordable housing, 3776 
Air quality, 7229 
Anti-bullying initiatives, 730 
Celebrate Bisexuality Day, 7482 
Child protection, 4654-4655, 4865-4866 
Events in Tibet, 408 
Government regulations, 158 
Human rights, 1092 
International Women's Day, 5285 
Mad Pride Day, 2353 
Poverty, 1827, 3279 
Private members' bills, 9550-9551 
Property taxation, 5087 
Protection or workers, 5689 
Rail line construction, 6442 
Tibet, 5387, 9178 
Ukrainian genocide, 4111 
Violence against women, 4253 
Watson, Rodney, 8788 
Metrolinx, 6442 
accountability, 6741-6742 
closed meetings, 8651 
Military reservists 
job-protected leave, 14 
Minimum wage, 1728, 4298, 4988, 4991-4993 
increase, 113-114, 120-121, 488, 490, 650, 716, 1111, 
1817, 2562, 5098, 6478, 8170 
Santa Fe (New Mexico), 114 
indexed to consumer price index, 42, 4986 
$10 an hour, 113-114, 127, 642 
$10.25 an hour, 2602-2603, 3307, 3383, 4433, 4519, 
4586, 5098, 5243, 5731 
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Mining industry 
uranium exploration and mining, 5037 
health and ecological impact, 5037 
Ministerial responsibility, 7562-7563, 7566 
Ministerial statements, responded to 
Affordable housing, 5742, 8612-8613 
Asian and South Asian Heritage Month, 6564 
Citizenship Week, 8036-8037 
Immigration information, 4298 
Manufacturing industry, 46-47 
National Volunteer Week, 6147 
Persons Day, 3383 
Protection for workers, 8076 
Sexual Assault Prevention Month, 6500 
Sexual Harassment Awareness Week, 7158 
Shelter allowances, 413-414 
Small business, 3005-3006, 7838-7839 
Temporary employment agencies, 4586-4587 
Woman Abuse Prevention Month, 3691-3692, 8418- 
8419 
Ministry of Citizenship and Immigration 
grants to community organizations, 973 
Ministry of Community and Social Services 
developmental services, 5235 
passport program, 1972 
Ministry of Health Promotion 
budget, 1878 
Ministry of Municipal Affairs and Housing 
budget reduction, 5742 
provincial rent bank program, 1512-1513 
rental opportunity for Ontario families (ROOF), 413-414 
Miss G Project, 1729 
Mortgage loans 
renewal, 3306 
Movies 
Debt Trap, 2414 
Doctor Zhivago, 3305-3306 
Maxed Out, 2413-2414 
Municipal infrastructure 
government funding, 1139 
Municipal Property Assessment Corp. (MPAC), 3619 
Municipalities 
government funding, 1546 
National child benefit supplement (NCBS) 
clawback, 716 
National/independence/memorial days 
Agnes Macphail Day, 5243 
Holocaust Memorial Day, 6450 
Holodomor Memorial Day, 1785-1786, 4111 
Pope John Paul II Day, 4917-4918 
NDP 
health care, 875-876 
NDP documents/plans 
economic stimulus plan, 5282 
Nuclear generating stations, 4420 
Nurses, 5285 
reduction, 5844 
Occupational health and safety 
regulation and enforcement, 9446-9447 
Occupational Health and Safety Amendment Act 
(Violence and Harassment in the Workplace), 2009 
(Bill 168) 
time allocation motion 
responded to, 9101-9105 
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Occupational health and safety insurance 
option for employers to use private-sector insurers, 
8706-8707 
Olympics 
Beijing 2008 Summer Olympics 
opening ceremonies, 2241 
torch relay, 2241 
Ontario budget speech (25 March 2008) 
responded to, 585, 590-595 
Ontario child benefit (OCB), 4679 
Ontario Clean Train Coalition, 7523 
Ontario disability support program (ODSP) benefits, 4267, 
4679, 5099 
increase, 594, 3307, 3744 
Ontario health insurance plan (OHIP) 
sexual reassignment surgery 
relisting, 1986 
three-month waiting period, 585 
Ontario health premium, 875-877 
Ontario Human Rights Code 
amended by Bill 224, 8691 
Ontario Municipal Board (OMB), 1151 
hearings, 5971 
Kimvar Enterprises Inc., 3276 
Ontario Power Generation fossil-fuel generating stations 
closure, 9028-9029 
Ontario Power Generation nuclear generating stations 
Darlington nuclear generating station 
building of new reactors, 4214 
Ontario Society for the Prevention of Cruelty to Animals 
(OSPCA), 3971-3972, 3974-3977 
accountability, 3972-3978 
affiliation of humane societies, 3972, 3975-3976 
training of inspectors or agents, 3975-3977 
Ontario Tax Plan for More Jobs and Growth Act, 2009 
(Bill 218) 
second reading, 8854-8855 
Ontario Works program benefits, 5099 
temporary care assistance (TCA), 3279 
Opposition day motions, responded to 
Health care oversight, 8428-8429 
Ontario economy, 1110-1113 
Opposition parties 
role, 4795 
Oral questions, presented 
Affordable housing, 132, 527, 565, 691, 1609, 2292- 
2293, 2566, 3830-3831, 5282, 5781, 6044-6045, 
9119-9120, 9644-9645 
Air quality, 7523 
Consumer protection, 4862 
Domestic violence, 8870 
Employment standards, 6596-, 6597, 6599, 6601, 6685 
Energy policies, 4420 
Events in Tibet, 2241 
Flu immunization, 8347-8348 
Food safety, 234, 297 
Full-day kindergarten, 1663 
GO Transit, 5686, 6271-6272, 8031 
Hate crimes, 3965 
Health care, 2208-2209 
Human rights, 3531-3532 
International trade, 770, 832-833, 953 
Mineral exploration and production, 5037 
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Minimum wage, 650, 1817, 5731 
Nuclear energy, 4214 
Ontario Municipal Board, 3276 
Pay equity, 3877, 4246 
Poverty, 2602-2603, 4519, 5031-5032 
Property taxation, 5083-5084 
Protection for workers, 5510, 5573, 5660, 6437-6438, 
6639-6640, 6642-6644, 6747, 6801 
Public inquiry legislation, 8786 
Public transit, 8651, 9368-9369, 9499, 9696 
Rent bank programs, 1512-1513 
School pools, 1058, 1371 
Services for disabled children, 5235 
Services for the developmentally disabled, 1972 
Services for the disabled, 7874 
Taxation, 7337, 9034 
Tenant protection, 7228 
Women's issues, 1766 
Women's shelters, 169-170 
Workplace safety, 9446-9447 
Organ donor card, 5454 
Paramedics, 4932 
Pay equity, 3383, 3877, 4246, 4395, 4586, 5243-5244 
Pay Equity Act, R.S.O. 1990, c.P.7, 3877 
Pay Equity Commission 
government funding, 3877 
Pay Equity Hearings Tribunal 
government funding, 3877 
Payday loan industry, 1379, 1396, 2404-2405, 4989-4990 
banking industry investment, 2413 
regulation, 1389-1394 
independent advisory board to determine maximum 
cost of borrowing, 2414-2415 
Payday loans 
borrowing costs, 4862 
interest rate limit of 35%, 760, 1388, 2412, 2414 
interest rates, 1387-1388, 2411-2412, 2415, 2418 
Payday Loans Act, 2008 (Bill 48) 
general discussion, 4267 
second reading, 1379, 1385, 1387-1394, 1396 
third reading, 2404-2405, 2411-2416, 2418 
Payday Loans Act, 2008 (Bill 54) 
first reading, 760 
Pension Benefits Amendment Act, 2010 (Bill 236) 
second reading, 9703-9704, 9708-9713, 9715 
Pension benefits guarantee fund, 6864 
Pension plans, 6864 
reform, 9703-9704, 9708-9711, 9713, 9715 
Persons with disabilities, 3744 
poverty, 4679 
services 
government funding, 7874 
Patterson, Teddy case, 1972, 5235, 7874 
supportive housing, 3744-3745 
Sweden, 3744 
Petitions 
Air-rail link, 4660 
Community colleges collective bargaining, 1373 
Focus Community program, 4587 
Hospital services, 6853-6854 
Multiple myeloma, 4956 
Non-profit housing, 483, 4912 
Ontario pharmacists, 6697, 7091, 7237 
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Property taxation, 5286-5287, 5328, 5389, 5743-5744, 
5838, 5890, 5960, 6089 
Rail line expansion, 9084, 9329 
Tenant protection, 485 
University labour dispute, 4757-4758, 4787-4789 
Planning Amendment Act (Enabling Municipalities to 
Require Inclusionary Housing), 2009 (Bill 198) 
first reading, 7232 
Police officers,.4128-4130 
Political contributions, 2503 
Political fundraising, 2503 
Post-traumatic stress disorder, 4129-4130 
Poverty, 113-114, 120-121, 716, 3617-3619, 4267, 5097- 
5098 
Poverty Reduction Act, 2009 (Bill 152) 
general discussion, 5098-5099 
third reading, 6424 
Poverty reduction strategy, 1827, 3279, 4519, 5032, 6424 
public consultation, 2602 
25 in 5 plan, 5031-5032, 5098-5099 
Prayer in the Legislature, 2513-2514 
recitation of the Lord's Prayer, prayers from other 
religions and moment of silence, 2514 
removing the Lord's Prayer from the daily proceedings 
of the Legislature, 2513-2514 
Premier's travel, 3531-3532 
Primary prevention programs 
be made mandatory in elementary schools, 4866 
Private members' public business 
Afghan family law 
responded to, 6470-6472 
Assistance to the disabled 
responded to, 3744-3745 
British Home Child Day Act, 2010 (Bill 241) 
second reading, 9380-9381 
Child poverty 
responded to, 5097-5099 
Children's aid societies 
responded to, 8528 
Children's Law Reform Amendment Act, 2008 (Bill 33) 
second reading, 1344-1346 
Children’s Safety and Protection Rights Act, 2009 (Bill 
130) 
second reading, 6462-6463 
Education Statute Law Amendment Act (Electronic 
Sexual Material), 2009 (Bill 202) 
second reading, 7740-7741 
Employment insurance 
responded to, 5851 
Employment Standards Amendment Act (Raising the 
Minimum Wage), 2007 (Bill 7) 
second reading, 113-114, 120-121 
Employment Standards Amendment Act (Wage 
Security), 2007 (Bill 6) 
second reading, 112 
Hawkins Gignac Act (Carbon Monoxide Detectors), 
2009 (Bill 143) 
second reading, 5856-5858 
Health care 
responded to, 5842-5844 
Holodomor Memonal Day Act, 2008 (Bill 61) 
second reading, 1785-1786 


[653] 


Holodomor Memorial Day Act, 2009 (Bill 147) 
second reading, 5305-5307 
Israeli Apartheid Week 
responded to, 9556-9558 
Labour Relations Amendment Act (Certification), 2008 
(Bill 65) 
second reading, 1556 
Liquor Licence Amendment Act (Fruit Wine), 2009 (Bill 
132) 
second reading, 4666 
Literacy and basic skills 
responded to, 5106 
Ontario Award for Paramedic Bravery Act, 2009 (Bill 
136) 
second reading, 4932 
Pension Benefits Amendment Act (Unlocking Pension 
Funds), 2009 (Bill 116) 
second reading, 6864-6865 
Planning Amendment Act (Enabling Municipalities to 
Require Inclusionary Housing), 2009 (Bill 198) 
second reading, 7531-7533, 7538-7539 
Police officers 
responded to, 4128-4130 
Pope John Paul I! Day Act, 2009 (Bill 25) 
second reading, 4917-4918 
Poverty 
responded to, 715-716 
Property Tax Deferral Act, 2008 (Bill 78) 
second reading, 2187-2188 
Protection of Minors in Amateur Sports Act, 2009 (Bill 
30) 
second reading, 6871-6872 
Protection of Vulnerable and Elderly People from Abuse 
Act (Powers of Attorney), 2009 (Bill 188) 
second reading, 8713-8715 
Provincial Parks and Major Provincial Tourist Attractions 
Sign Act, 2008 (Bill 21) 
second reading, 1780-1781 
Public Hospitals Amendment Act, 2009 (Bill 216) 
second reading, 8893-8895 
Public Transportation and Highway Improvement 
Amendment Act (Assistance to Municipalities), 2008 
(Bill 38) 
second reading, 1545-1546 
Red Tape and Regulatory Review Act, 2008 (Bill 57) 
second reading, 1151-1152 
Red Tape Reduction Policy Act, 2008 (Bill 121) 
second reading, 4135-4136 
Registered Retirement Savings Protection Act, 2010 
(Bill 96) 
second reading, 3562 
Representation Amendment Act, 2008 (Bill 104) 
second reading, 3554 
Safer Communities and Neighbourhoods Act, 2010 (Bill 
106) 
second reading, 3759-3761 
Seniors' Ombudsman Act, 2008 (Bill 102) 
second reading, 3547 
Small business 
responded to, 7747-7748 
Social Assistance Statute Law Amendment Act 
(Registered Disability Savings Plans), 2008 (Bill 94) 
second reading, 4678-4680 
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Strandherd-Armstrong bridge 
responded to, 1139 
Taxation 
responded to, 7759-7760 
Tobacco Tax Reduction Act, 2009 (Bill 199) 
second reading, 7550 
Unlawful Firearms in Vehicles Act, 2008 (Bill 56) 
second reading, 1353-1354 
Workplace Safety and Insurance Amendment Act 
(Alternate Insurance Plans), 2009 (Bill 219) 
second reading, 8706-8707 
Workplace Safety and Insurance Amendment Act 
(Firefighters), 2009 (Bill 169) 
second reading, 6856-6858, 6864-6865 
Property tax 
rate freeze, 2187-2188 
Property tax assessment, 3619, 5083-5084, 5087 
freeze-until-sale assessment, 5084, 5087 
Property tax increases, 5084, 5087 
Provincial Animal Welfare Act, 2008 (Bill 50) 
second reading, 1588, 1598-1599, 1799-1804, 1806, 
1810, 2104 
section 6, 1588, 1799-1802, 1804, 1810 
third reading, 3971-3978, 3985-3986 
public consultation, 3971-3977, 3985 
section 6, 3971-3972, 3978 
Provincial parks and tourist attractions 
bilingual signs, 1780-1781 
Public education campaigns 
ban on smoking in cars with children present, 2561-2562 
British Home Child Day, 9380-9381 
Celebrate Bisexuality Day, 7482 
Child Abuse Prevention Month, 7736-7737 
Citizenship Week, 8036-8037 
International Day Against Homophobia, 1985-1986 
International Day for the Elimination of Violence Against 
Women, 4253 
International Human Rights Day, 165 
International Women's Day, 5243-5244, 5285 
Mad Pride Day, 2353 
Persons Day, 3383 
Sexual Assault Prevention Month, 6500 
Sexual Harassment Awareness Week, 7158 
Woman Abuse Prevention Month, 3691-3692, 8418 
Public inquiries 
scope and cost management, 8786 
Public Inquiries Act, R.S.O, 1990, c. P.41 
amended by Bill 212, 8786 
Public Safety Related to Dogs Statute Law Amendment 
Act, 2009 (Bill 222) 
first reading, 8656 
Public Sector Expenses Review Act, 2009 (Bill 201) 
second reading, 7470, 7559, 7562-7563, 7566 
Public transportation 
government funding, 9499 
Ottawa 
fare increase, 9696 
Quebec 
child care, 4041-4042 
government funding, 488 
poverty reduction strategy, 5098 
Railways 
electrification of diesel trains, 7523 
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Real estate, 3618-3619 
Registered retirement savings plans 
protection from creditors, 3562 
Regulations, 1151 
Regulatory bodies, 1151 
Rent control 
commercial leases, 3006, 3306 
Rent freeze, 6044-6045 
Reports 
With Our Best Future in Mind: Report to the Premier by 
the Special Advisor on Early Leaming (Charles 
Pascal), 9530 
Where's Home? 2008 (Ontario Non-Profit Housing 
Association and Co-operative Housing Federation 
of Canada), 5282 
Responsible Property Services Code, 6438 
Right to Housing Act, 2008 (Bill 47) 
first reading, 556-557 
Road Safety Act, 2009 (Bill 126) 
second reading, 4533-4534, 4536, 4539 
third reading, 5982 
Roadside zoos 
regulation, 3971, 3973-3974, 3985 
School board trustees 
autonomy, 7677, 7681 
School cafeterias 
ban on trans fat in food and beverages, 487-488 
Senior citizens, 3621 
government funding, 593 
protection, 3547 
Sexual assault, 1728, 3692, 6500 
Sexual harassment, 7158 
Small business, 3005-3006, 3305-3306, 3562, 4135-4136 
regulation, 3006, 7747-7748 
regulatory reduction, 7838-7839 
taxation, 3006 
Smoke-Free Ontario Amendment Act, 2008 (Bill 69) 
second reading, 1878-1879, 1907-1908, 2069-2074, 
2077-2078, 2081 
amendments, 1907-1908 
third reading, 2561-2562 
Smoking 
ban on smoking in cars with children present, 2070 
enforcement, 1878, 1907-1908, 2071 
health risks, 6205-6206, 6209 
Social assistance benefits, 4679 
Social housing 
repair, 5742 
Social services, 112 
Speaker 
woman speaker, 3383 
Student Achievement and School Board Governance Act, 
2009 (Bill 177) 
second reading, 7677, 7681 
Student debt, 3619 
Sweden, 3306-3307 
employment standards, 6479 
health care, 875 
Tamil Canadians 
hunger strikes, 6564 
Task forces 
problem properties task force, 3760 
Temporary help agencies, 4984, 4986-4993 
fees charged to employees, 4990, 6475, 6478, 6480 
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providing information to employees, 4990, 6475 
regulation, 4586-4587 

Temporary help agency employees 
entitlement to public holiday pay, 4586-4587 
removing barriers to permanent employment, 6480 
Tibet, 5387 
anti-Chinese protests, 408, 859, 975, 1112 
government response, 947 
human rights; 1092, 9178 
Tibetans, 5306 
Time allocation motions 
Committee sittings 
responded to, 4267-4268 
Employment Protection for Foreign Nationals Act (Live- 
In Caregivers and Others), 2009 (Bill 210) 
responded to, 8898-8903 
Greater Toronto and Hamilton Area Transit 
Implementation Act, 2009 (Bill 163) 
responded to, 5970-5973 
Occupational Health and Safety Amendment Act 
(Violence and Harassment in the Workplace), 2009 
(Bill 168) 
responded to, 9101-9105 
York University Labour Disputes Resolution Act, 2009 
(Bill 145) 
responded to, 4795-4796 
Tobacco Damages and Health Care Costs Recovery Act, 
2009 (Bill 155) 
second reading, 6204-6209, 6211 
Tobacco habit, 2562 
Tobacco products 
ban on sale of cigarillos/flavouring agents, 6206-6207 
illegal sale, 6204, 6206-6207, 6211 
Tobacco tax 
reduction, 7550 
Toby's Act (Right to be Free from Discrimination and 
Harassment Because of Gender Identity), 2009 (Bill 
224) 
first reading, 8691-8692 
Toby's Act (Right to be Free from Discrimination Because 
of Gender Identity), 2007 (Bill 186), 1986 
Toronto Catholic District School Board 
kindergarten program, 1663 
Toronto District School Board 
budget deficit, 488 
government funding, 976 
swimming pools 
closure, 1058, 1111-1112, 1371, 2071 
government funding, 974-975 
Toronto Humane Society, 1799-1800 
Trade missions 
China, 770, 832-833, 859-860, 953, 1092 
Transit systems 
diesel trains, 7229 
electric trains, 7229 
GO Transit, 5970 
noise reduction in west Toronto diamond project, 
5686, 6271-6272, 6740-6741, 8031, 9368-9369 
rail line construction, 6442 
merging of GO Transit and Metrolinx, 5972-5973 
privatization, 6742-6743 
Transportation infrastructure 
New York, 1546 
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Transportation system 
Ottawa, 1139 
Tributes 
Bossy, Maurice Louis (former member, Chatham-Kent), 
5959-5960 
Union certification 
card-based certification, 3307 
United States 
affordable housing, 7532 
minimum wage increase 
Santa Fe (New Mexico), 119 
Washington, 114 
payday loan industry regulation 
New Hampshire, 1389 
Universities/colleges 
government funding, 4740-4741 
York University 
collective bargaining, 4761, 4796 
strike, 4733, 4739-4743 
University/college faculty members, 4740-4742 
Victims of domestic violence 
Mowatt, Noellee 
imprisonment, 1729 
Violence 
gun violence, 1354 
Violence against women, 127, 1728-1729, 3692, 4395, 
8419 
Volunteers, 6147 
Voters/voting 
voter identification, 2502-2503 
Wind turbines, 5335 
Women, 5243-5244 
Women workers 
salaries, 5731 
Women's emergency shelters 
government funding, 169-170, 1766 
Women's interval/transition housing, 1728, 4395, 5243 
Women's services 
government funding, 5285 
Workers 
contract workers 
protection, 4987, 6476 
job retraining, 593 
unionized, 4987 
Workers’ compensation benefits 
coverage for construction workers, 4135-4136 
Workers’ rights, 1556 
right to collectively bargain, 4796 
The Worker Recruitment and Protection Act, S.M. 2008, 
2316510) 573, 6475 
Workplace harassment/violence, 9101-9105 
Workplace Safety and Insurance Amendment Act, 2008 
(Bill 119) 
general discussion, 4135 
Workplace Safety and Insurance Amendment Act 
(Presumptions for Firefighters), S.O. 2007, c.3, 6856- 
6857 
Workplace Safety and Insurance Board (WSIB), 8706- 
8707 
York University Labour Disputes Resolution Act, 2009 
(Bill 145) 
second reading, 4733, 4737-4743, 4761, 4772 
time allocation motion 
responded to, 4795-4796 
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DiNovo, C. (NDP, Parkdale—High Park) (continued) 
Youth/students 
political engagement, 5982 
smoking, 2071-2072, 6206-6207 


Dombrowsky, Hon. L. (LIB, Prince Edward—Hastings) 
AbitibiBowater 
pension plans, 9409 
An Act to amend the Canada Grain Act, Chapter 22 of the 
Statutes of Canada 1998 and Chapter 25 of the 
Statutes of Canada, 2007 (Bill C-39), 997 
Agricultural industry, 1411 
federal government funding, 1513-1514 
research/development 
government funding, 1767 
supply management, 132-133, 2162-2163 
Agriculture and Agri-Food Canada 
cull breeding swine program 
processing pigs for food banks, 2436 
Animal Health Act, 2009 (Bill 204) 
general discussion, 7963 
first reading, 7776 
ministerial statement, 7776 
second reading, 7973-7975, 7979-7980, 8005 
time allocation motion 
responded to, 8575-8577 
third reading, 9087-9088 
public consultation, 9087-9088 
Awards 
Premier's Agri-Food Innovation Excellence awards, 3086 
Fifth Town Artisan Cheese Co. (recipient), 5946 
Budget 
assistance to farmers, 6045-6046 
Budget Measures Act, 2009 (Bill 162) 
second reading, 6109-6110 
Budget Measures and Interim Appropriation Act, 2008 
(No. 2) (Bill 114) 
second reading, 3594 
time allocation motion 
presented, 3781 
Bullying 
prevention, 9366-9367 
Butchers 
Karl's Butcher and Grocery 
food safety, 234, 297 
Conferences/seminars/symposiums 
2010 OGRA/ROMA Annual Conference, 9406 
Cosmetic Pesticides Ban Act, 2008 (Bill 64) 
second reading, 1847 
Dead animal disposal, 5234, 5617 
Economic conditions, 9401 
Energy 
renewable energy, 5341 
Fairs 
Royal Agricultural Winter Fair, 8545-8546 
Farm products 
buying Ontario products, 691-692, 6229 
Farm safety, 336, 5317 
Farm Safety Association, 336 
Farmers, 5507 
federal government funding, 837 
government funding, 339, 837, 1923, 7387, 8650-8651 
hog farmers 
government funding, 7963-7964 
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tobacco farmers, 6550 
government funding, 4862, 6550 
Farmers' markets, 3379, 6338 
government funding, 3379 
Farming, 3594 
Farming programs 
risk management program, 1513 
Farms/farmland 
use of sewage sludge, 3733-3734, 3774-3775 
impact on health, 3775 
Federal-provincial agreements/programs 
production insurance program, 3735 
Federal-provincial-territorial agreements/programs 
AgriRecovery program, 3735 
Food 
Ontario grown, produced or processed food, 4784 
Food safety, 297, 4581, 4650-4651, 6887 
Food Safety and Quality Act, S.O. 2001, c.20, 234, 297 
Foodland Ontario 
Foodiand Ontario Retailer Awards, 3640 
Pick Ontario Freshness award, 3640-3641 
French-language debates 
Déclarations ministérielles et réponses 
Jardin d'enfants a temps plein, 9326 
Semaine de I'agriculture en Ontario, 3097 
Fruit industry, 5385 
Fruit wines 
sale at farmers' markets, 6552, 6749 
Full Day Early Leaming Statute Law Amendment Act, 
2010 (Bill 242) 
first reading, 9324 
ministerial statement, 9325 
second reading, 9433-9437 
Government advertising 
harmonized sales tax, 9405-9406 
Government debt, 9401-9402 
Government-industry-academia partnerships, 4152 
Government record 
Liberal (2003-2010) 
education, 9433 
Green Energy and Green Economy Act, 2009 (Bill 150) 
general discussion, 6110 
second reading, 5341, 5350-5351 
Harmonized sales tax 
impact on agricultural industry, 5782-5783, 6110, 7731 
point-of-sale exemption, 5783 
H1N1 influenza A (swine flu), 6640 
Industry shutdowns 
CanGro Foods Inc., 5385 
International trade agreements 
Canada-United States procurement agreement, 9403- 
9494 
Kindergarten 
full-day, 9325-9326, 9434-9437 
Lake Simcoe 
importance in agricultural industry, 2709 
Lake Simcoe Protection Act, 2008 (Bill 99) 
second reading, 2709 
Land transfer tax, 569 
Legislative procedure 
answers to written questions, 9580 
Liquor Licence Amendment Act (Fruit Wine), 2009 (Bill 


general discussion, 6552, 6749 
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Dombrowsky, Hon. L. (LIB, Prince Edward—Hastings) 
(continued) 
Livestock 
disease prevention and control, 7776, 7963 
compensation to farmers for livestock destroyed, 8576 
regulation and enforcement, 7979, 8576 
traceability systems, 7974-7975, 8005, 8576-8577, 
9087-9088 
Meat industry 
safety, 4581 - 
Members/ministers quoting letters 
Hardy, Gord (president, Ontario Cattlemen's 
Association), 2242 
Members/ministers quoting newspaper articles 
National Post (Toronto), 5186 
Members/ministers quoting press releases 
Ontario Federation of Agriculture, 5341 
Members/ministers quoting reports 
With Our Best Future in Mind: Report to the Premier by 
the Special Advisor on Early Leaming (Charles 
Pascal), 9436 
Members/ministers quoting statements 
Crews, Bette Jean (president, Ontario Federation of 
Agriculture), 5185 
Milk, 4386-4387 
Ministerial statements, presented 
Agri-food industry, 1411 
Animal health, 7776 
Full-day kindergarten, 9325-9326 
Ontario Agriculture Week, 3097 
Ministers redirecting oral questions, 337, 5318, 5507, 
6493 
Ministry of Agriculture, Food and Rural Affairs 
budget increase, 569 
farm accident rescue program, 5317 
farmers’ market strategy, 6229 
food safety and traceability initiative (FSTI), 6887 
hazard analysis critical control point (HACCP) program, 
4651 
Ontario cattle, hog and horticulture program, 1607, 
2242, 3272-3273, 5085 
Ontario market investment fund (OMIF), 2784, 4784, 
5385, 6229, 7387-7388 
Pick Ontario Freshness strategy, 691, 2441, 2783-2784, 
3097, 4784, 5086, 6228-6229 
Savour Ontario program, 692, 6229 
Rural Connections broadband program, 3086, 4620, 
8150 
rural economic development (RED) program, 997, 1424, 
3086, 4621, 5385 
Ministry of Agriculture, Food and Rural Affairs-University 
of Guelph agreements/partnerships, 1411 
agricultural research and development, 1767 
Ministry of Small Business and Consumer Services 
Ontario wine strategy, 2441 
Municipal government services 
government funding, 9406 
Niagara Natural Fruit Snacks Inc., 5385 
Office of the Chief Veterinarian, 8575 
Ontario Federation of Agriculture, 5185 
Opposition day motions, responded to 
Tobacco control, 1491-1492 
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Oral questions, responded to 
Agri-food industry, 2783-2784, 4784, 5946, 6228-6229, 
6338, 7387-7388 
Agricultural research, 1767, 4151-4152 
Agriculture industry, 691-692, 1207-1208, 2162-2163, 
5782-5783, 8730-8731 
Answers to written questions, 9580 
Anti-bullying initiatives, 9366-9367 
Assistance to farmers, 339, 569, 1513-1514, 1607, 
1923, 3272-3273, 3378-3379, 5085-5086, 5185- 
5186, 5579, 7963-7964, 8650-8651 
Beef producers, 2242 
Collective bargaining, 5507 
Deadstock industry, 5234, 5617 
Disaster relief, 3735 
Employment, 997 
Food safety, 234, 297, 4386-4387, 4581, 4650-4651, 
6887, 7963 
Foodland Ontario awards, 3640-3641 
Full-day kindergarten, 9364 
Government advertising, 9405-9406 
High school students, 9645-9646 
Hog industry, 2436, 7921 
Infectious disease control, 6640 
International trade, 9403-9404 
Municipal finances, 9406 
Municipalities, 1424 
Occupational health and safety, 336, 5317 
Ontario economy, 9401 
Pension plans, 9409 
Provincial debt, 9401-9402 
Royal Agricultural Winter Fair, 8545-8546 
Rural infrastructure, 8150 
Rural Ontario, 3086, 4620-4621, 6045-6046 
School closures, 9270, 9692-9693 
Sewage sludge, 3733-3734, 3774-3775 
Special education, 9365 
Supply management, 132-133 
Taxation, 7731 
Technology in schools, 9448-9449 
Tender fruit industry, 5385 
Tire disposal, 8109, 8411 
Tobacco industry, 837, 4862, 6550 
Wine industry, 2441, 6552, 6749 
Pesticides/herbicides 
ban on use and sale of cosmetic pesticides, 1847 
Pork 
safety, 6640 
Pork industry, 7921 
Poultry industry 
organic turkeys, 8730-8731 
Primary health care, 6913 
Public education campaigns 
Ontario Agriculture Week, 3097 
Raw milk, 4386-4387 
Regulated Health Professions Statute Law Amendment 
Act, 2009 (Bill 179) 
second reading, 6913 
Reports 
Famm to Fork: A Strategy for Meat Safety in Ontario 
(Roland Haines), 4650 
Farmers' Markets Ontario Impact Study 2009 Report, 
6338 
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Dombrowsky, Hon. L. (LIB, Prince Edward—Hastings) 

(continued) 

With Our Best Future in Mind: Report to the Premier by 
the Spécial Advisor on Early Learning (Charles 
Pascal), 9435 

Research and innovation, 4151 
Rural Ontario, 5579 

broadband access, 4620-4621 

economic development, 4620-4621 

government funding, 569, 1424, 6046 

School closures 
Parkwood Hills Public School, 9270 
Schools 
closure 
rural Ontario 
Crowland Central Public School, 9692-9693 
use of environmentally friendly technologies, 9448-9449 
Smoking cessation programs 
government funding, 1491 
Special education 
government funding, 9365 
Summit meetings 
Premier's summit on agri-food, 1207-1208, 5946 
Time allocation motions 
Animal Health Act, 2009 (Bill 204) 
responded to, 8575-8577 
Budget Measures and Interim Appropriation Act, 2008 
(No. 2) (Bill 114) 
presented, 3781 
Tobacco Control Statute Law Amendment Act, S.O. 2005, 
c.18, 1491 
Tobacco industry, 6550 
Vineland Research and Innovation Centre, 5385 
Waste management/programs 
tire recycling program 
fee exemptions for farmers, 8411 


Duguid, Hon. B. (LIB, Scarborough Centre) 
Aboriginal children 
education, 4249 
health and social services, 6195-6196 
services 
government funding, 7872-7873 
Aboriginal communities 
economic development, 5688, 5883-5884, 7339-7340 
quality of life, 4247 
Aboriginal land claims, 5319, 5386, 7087 
Caledonia, 9123 
Douglas Creek Estates, 8649, 8668-8669 
An Act to amend the Bankruptcy and Insolvency Act, the 
Companies' Creditors Arrangement Act, the Wage 
Eamer Protection Program Act and Chapter 47 of the 
Statutes of Canada, 2005 (Bill C-12), 300 
Budget, 740 
Casinos 
Casino Rama (Orillia) 
operating and development agreement, 8459 
Children's aid societies (CASs) 
government funding, 8523-8524 
Concurrence in supply debate (December 2009) 
participation, 9136 
Condolences 
Davis, Wilma (briefing and issues coordinator, Ministry 
of Labour), 2609 
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Construction workers 
occupational health and safety, 1102 
Consumer protection 
sub-metering electricity in apartments/apartment 
buildings, 9319-9320 
Coroner inquests 
Dupont, Lori (murder victim) 
jury recommendations, 295 
Debates re answers to oral questions 
Aboriginal land dispute 
participation, 8668-8669 
Diesel spills 
Attawapiskat First Nation, 6332-6333 
Economic growth 
five-point economic plan, 740, 1711 
Employment Protection for Foreign Nationals Act (Live-in 
Caregivers and Others), 2009 (Bill 210) 
time allocation motion 
presented, 8724 
Employment-related benefits 
employee wage security program, 741 
severance/termination payments, 1711, 2344-2345, 
2486-2487 
Employment Standards Amendment Act (Organ Donor 
Leave), 2009 (Bill 154) 
second reading, 5459 
Employment Standards Amendment Act (Wage Security), 
2007 (Bill 6) 
general discussion, 300, 741 
Energy 
renewable energy, 9725-9726 
Faimess for Military Families Act (Employment Standards 
and Health Insurance), 2007 (Bill 2) 
general discussion, 76 
impact on employers, 76 
Farmers 
occupational health and safety, 337, 2609 
Fatalities 
Anderson, Jordan (aboriginal boy with complex genetic 
disorder), 6195-6196 
Federal-provincial-territorial-aboriginal relations 
provincial ministers of aboriginal affairs and aboriginal 
leaders working group, 8265-8266, 8497 
Government notice of motions 
Legislative reform 
responded to, 1451-1453 
Government record 
Liberal (2003-2010), 9267-9268 
Harmonized sales tax, 8927-8928 
impact on aboriginal peoples, 8687, 9037-9038 
Holidays 
Family Day, 53 
Immunization 
H1N71 influenza A (swine flu) 
aboriginal communities, 8458 
lpperwash Priorities and Action Committee, 7087 
Jordan's Principle, 6195, 6332-6333 
Korex Companies 
collective agreements, 2572-2573 
Legislative procedure 
private members’ public business, 1711 
Legislative process 
family friendly reforms, 1452-1453 
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Duguid, Hon. B. (LIB, Scarborough Centre) (continued) 
Manufacturing industry 
layoffs 
government response, 1762 
Members'/ministers' conduct 
Levac, Dave (Brant) 
as parliamentary assistant to the Minister of Energy 
and Infrastructure, 9643 
Members'/ministers' remarks 
PC (2003-2010) 
Tory, John (Dufferin—-Peel-Wellington—Grey) 
as Leader of the Opposition, 53 
withdrawn, 8928 
Metis Nation of Ontario, 4023 
Military reservists 
job-protected leave, 76 
Mine workers 
occupational health and safety, 1059 
Minimum wage 
increase, 382, 608-609, 652, 833 
Mining Act, R.S.O. 1990, c.M.14 
reform consultation, 4059 
Mining industry 
dispute resolution process for aboriginal-related issues, 
6490 
fatalities, 1059 
resource benefits sharing, 6490 
workplace injuries, 1059 
Ministerial statements, presented 
Aboriginal affairs, 8265-8266 
Aboriginal children's services, 6195-6196 
George, Maynard Sam, 4428 
Ipperwash Provincial Park, 7086-7087 
Ministers redirecting oral questions, 416, 609-610 
Ministry of Aboriginal Affairs 
aboriginal justice strategy, 5383 
new relationship fund, 4428, 7087, 7480-7481 
Ministry of Labour 
compliance information centres, 2644 
Live Safe! Work Smart! special needs resources, 1666 
Safe at Work Ontario, 2524 
Nuclear generating stations 
construction, 9408-9409 
Nuclear industry, 9317 
Occupational health and safety, 894, 1161-1162, 1254, 
1415, 1717, 2606-2607 
regulation and enforcement, 771 
worker education, 1935 
Office of the Worker Adviser 
government funding, 196 
Ontario Power Authority (OPA) 
construction of gas-fired generating stations in Oakville 
and King Township, 9646, 9694 
Ontario Power Generation nuclear generating stations 
Darlington nuclear generating station 
building of new reactors, 9407 
refurbishment costs, 9314-9315 
Ontario Realty Corporation 
construction of new office tower in downtown Toronto, 
9450-9451 
Ontario Tax Plan for More Jobs and Growth Act, 2009 
(Bill 218) 
time allocation motion 
presented, 8926-8928 
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responded to, 8943 
Opposition day motions, responded to 
Workplace Safety and Insurance Board, 1934-1936 
Oral questions, responded to 
Aboriginal affairs, 2900-2901, 4420-4421, 5383, 7480- 
7481, 8497 
Aboriginal children's services, 7872-7873 
Aboriginal economic development, 5688, 5883-5884, 
7339-7340 
Aboriginal education, 4249 
Aboriginal housing, 4247 
Aboriginal land claims, 5319, 5386, 8649, 9123 
Agency spending, 1814-1815, 1817, 1885 
Air quality, 9646 
Attawapiskat First Nation, 6332-6333 
Automobile industry, 2349 
Casino employees, 8459 
Collective bargaining, 2572-2573 
Darlington nuclear generating station, 9314-9315, 9407 
Disclosure of information, 1818-1819 
Electrical generating station, 9694 
Employment standards, 300, 740-741 
Family Day, 53 
Flu immunization, 8458 
Government record, 9267-9268 
Government spending, 9449-9450 
Home health care supplies, 382-383 
Injured workers, 200, 1419, 2606-2607 
Low-income Ontarians, 608-609 
Manufacturing jobs, 2344-2345 
Metis Nation of Ontario, 4023 
Military families, 76 
Minimum wage, 382, 652, 833 
Mining industry, 1059, 4059, 6490 
Municipal development, 9643 
Nuclear energy, 9408-9409 
Nuclear industry, 9317 
Occupational health and safety, 337, 1571, 2608-2609 
Plant closures, 1711, 1762-1763 
Protection for workers, 2490-2491 
Red tape reduction, 1820 
Renewable energy, 9725-9726 
Severance payments, 2486-2487 
Small business, 416, 2644 
Taxation, 8687, 9037-9038 
Tenant protection, 9319-9320 
Workers' compensation, 298, 1418 
Workplace safety, 196, 295, 771, 893-894, 954-955, 
1102, 1161-1162, 1254, 1420-1421, 1665-1666, 
1717, 1818, 2524, 2570 
Workplace Safety and Insurance Board, 690-691, 1921 
Payday Loans Act, 2008 (Bill 48) 
second reading, 1379 
Private members’ public business 
Children's aid societies 
responded to, 8523-8524 
Provincial-aboriginal relations, 2901, 4023, 4428, 5386, 
7087, 7235 
justice system, 5383 
Provincial parks 
Ipperwash Provincial Park 
return to Chippewas of Kettle and Stony Point First 
Nation, 4421, 4428, 7087, 7235 
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Duguid, Hon. B. (LIB, Scarborough Centre) (continued) 
Public education campaigns 
National Day of Mourning, 1414-1415 
National Day of Political Action, 2900 
North American Occupational Safety and Health Week, 
At 
Public inquiries 
|pperwash Provincial Park blockade (6 September 
1995), 4428, 7235 
Regulations 
business compliance, 1820 
Regulatory Modemization Act, S.O. 2007, c.4, 2644 
Reports 
Report of the Ipperwash Inquiry (Sidney Linden), 4428, 
7086-7087 
RJ Ecosafe Homes, 5884 
Small business, 416 
government assistance in complying with regulations, 
2644 
Speaker 
election (28 November 2007) 
congratulatory remarks, 53 
Time allocation motions 
Employment Protection for Foreign Nationals Act (Live- 
In Caregivers and Others), 2009 (Bill 210) 
presented, 8724 
Ontario Tax Plan for More Jobs and Growth Act, 2009 
(Bill 218) 
presented, 8926-8928 
responded to, 8943 
Toronto Public Transit Service Resumption Act, 2008 (Bill 
66) 
second reading, 1402 
Toronto Transit Commission (TTC) 
strike 
resumption of service, 1402-1403 
Tributes 
George, Maynard Sam (recipient, Order of Ontario), 
4428, 7235 
Websites 
www.WorkSmartOntario, 1666 
Workers 
injured workers, 196, 200, 2570, 2606 
occupational health and safety, 2609 
job retraining 
government funding, 1762 
temporary workers, 2491 
Workers' compensation benefits, 196, 200, 1418 
coverage for construction workers, 3723 
Friedland formula, 200, 1418, 3723 
health care and equipment supplies 
purchases from preferred suppliers, 298, 382-383, 416 
increase, 691 
Workplace harassment/violence, 1571 
Workplace injuries, 1717, 2524 
reduction, 690-691, 894, 1254, 1414-1415, 1418-1419, 
1421, 1818, 1935-1936 
Workplace Safety and Insurance Amendment Act, 2008 
(Bill 119) 
second reading, 3723 
Workplace Safety and Insurance Board (WSIB), 690 
coverage, 1418 
disclosure of customer lists, 1818 


expenditures 
accountability, 1814-1815, 1817, 1885 
experience rating system, 771, 894, 954-955, 1161, 
1419, 1818, 1885, 1921 
review, 1934-1936 
Youth/student workers 
occupational health and safety, 1665-1666, 2570 


Duncan, Hon. D. (LIB, Windsor-Tecumseh) 
Aboriginal peoples, 5619 
Agencies/boards/commissions/etc. 

disclosure of untendered contracts, 7335 
expenditures 
accountability, 7333-7334, 7381-7382 
disclosure, 7426-7427 
Agricultural industry 
supply management, 148 
Alcoholic beverages 
beer 
social reference pricing, 5320 
drinking, 5320 
Automobile industry 
auto assistance package, 6040 
Chrysler Group LLC 
pension plan, 6746 
General Motors of Canada Ltd. 
executive compensation, 6840 
government funding, 2565-2566 
pension funds, 6550, 6842 
pension plan, 6745-6746 
government funding, 2565-2566, 3679, 4284, 5825, 
5942, 6039-6040 
Automobile insurance benefits 
reduction of maximum benefit for non-catastrophic 
injuries to $25,000, 7334 
public consultation, 6845, 6943, 7225 
Automobile insurance rates/premiums, 6844-6845 
Automobiles 
provincial sales tax exemption on new car sales, 5825, 
5941, 6334 
Birth announcements 
Robson, Maggie (granddaughter, Rick Bartolucci, 
Minister of Community Safety and Correctional 
Services), 4775 
Border crossings 
Windsor-Detroit, 288 
Bruce Power 
government funding, 2988 
Budget, 565, 739-740, 2663, 3132, 3230, 4516, 4779, 
4814-4815, 5181-5182, 5619, 5731-5732, 5825- 
5826, 5880, 5987-5988, 5990-5991, 6265, 6554- 
6555, 6983 
accountability measures, 6037 
balanced budget, 287, 568, 649-650, 6037 
budget date, 4937 
pre-budget consultations, 4146, 4387, 4516 
reserve funds, 3573 
Budget deficit, 3494, 3496, 3525, 3527, 3573, 3733, 4044- 
4045, 5227, 5278, 5672, 5682, 6037, 7571-7572, 
7574, 8064, 8114, 8147 
Budget Measures Act, 2009 (Bill 162) 
first reading, 5676 
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Duncan, Hon. D. (LIB, Windsor-Tecumseh) (continued) 
Budget Measures and Interim Appropriation Act, 2008 
(Bill 44) 
first reading, 513 
Budget Measures and Interim Appropriation Act, 2008 
(No. 2) (Bill 114) 
first reading, 3494 
third reading, 4043-4046 
Budget surplus 
transfer of funds to municipalities for infrastructure 
projects, 370, 522, 565 
Business 
government assistance, 6593-6594, 6596 
Capital tax 
elimination, 2780, 3826 
Capital works projects, 5942 
federal government funding, 4779 
government funding, 288, 3495-3496, 4516, 4616, 
5991, 6041 
Windsor, 4939 
ReNew Ontario, 3495 
Casinos 
Casino Niagara 
untendered renewal of lease, 8208-8209, 8256 
Casino Windsor, 7768 
Committees 
Standing Committee on Finance and Economic Affairs, 
3232, 3234, 3434, 4387 
Standing Committee on Public Accounts 
authority to invite former government employees to 
appear when considering Auditor General's report, 
8675 
Community newspapers, 235 
retail sales tax, 235 
Consumer prices 
increase, 7763-7764 
Corporate tax exemptions 
Ontario tax exemption for commercialization (OTEC), 
2745, 4387 
eligibility for refund, 2745, 2973-2974 
Corporate tax reduction, 511, 2780-2781, 2991, 3495, 
5730, 5732, 5830, 5941-5942, 5948, 5991, 6264, 
6983 
Corporate taxes, 3824, 6548 
elimination, 5829-5830 
Dollar 
Canadian 
exchange rates, 145 
Economic conditions, 287, 1363, 2734, 3040, 3132-3133, 
3177-3178, 3230-3233, 3433, 3495-3496, 3525, 
3823-3824, 4813-4814, 7336 
international, 3494, 3496, 4814, 6939 
2008, 2975 
Economic decline, 8816-8817 
government response, 8113-8116, 9166 
Economic development, 1364 
northern Ontario, 9500-9501 
Economic growth, 287, 334, 1365, 2341, 2827, 3494- 
3496, 5182, 6265, 6489, 6492, 6798-6799 
five-point economic plan, 563, 568, 739, 1363, 1607- 
1608, 2569, 2663, 2827-2829, 2988, 2990, 3041, 
3132-3133, 3178, 3229-3231, 3234, 3494-3496, 
3525, 3733, 3823-3824, 3826, 4044-4046, 4417, 
4518, 4813-4815, 5228, 5231 
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2007, 145 
2008-2010, 509 
Economic policy, 3494, 6938 
Economic statement, 2780, 3228-3229 
Economists, 6840-6841 
Education funding 
government funding, 568 
eHealth Ontario 
contracts 
IBM, 7866, 7874 
Electricity rates, 146 
industrial energy price subsidization, 233 
industrial rates, 3232 
reduction, 233 
Employment creation, 739-740, 1510, 3824, 4468, 5682, 
6593, 6751, 6841, 7638, 7827-7828 
by government, 4939 
Employment growth, 1966 
Employment insurance, 288, 2663, 2734, 2781 
Employment insurance benefits, 2342 
Employment-related benefits 
severance/termination payments 
Buchanan Group of Companies, 9648 
Energy conservation, 147 
Farmers 
government funding, 288 
Federal government, 4779 
budget, 4814 
transfer payments 
equalization program, 1509, 2828, 2989-2990, 3041, 
3495, 3823, 3826-3827 
Ontario to receive equalization payment, 5181, 5779 
Federal members'/ministers' remarks 
Conservative (2006-2009) 
Flaherty, Jim (Whitby-Oshawa) 
as Minister of Finance, 3733, 7572 
NDP (2006-2009) . 
Marston, Wayne (Hamilton East-Stoney Creek), 8993 
Federal-provincial agreements/programs 
Comprehensive Integrated Tax Coordination 
Agreement, 8817-8818 
harmonized sales tax, 7516-7518 
Federal-provincial partnerships 
automobile industry, 4044-4045 
Federal-provincial relations, 288-289 
Film and television production industry 
Ontario film and television tax credit (OFTTC), 288 
Ontario production services tax credit (OPSTC), 288 
Finance Statute Law Amendment Act, 2007 (Bill 24) 
first reading, 285 
Fiscal Transparency and Accountability Act, S.O. 2004, 
c.27, 4044, 7573 
Forest industry 
government funding, 232 
layoffs, 3495 
French-language debates 
Déclarations ministérielles et reponses 
Imposition, 8550 
Perspectives économiques et revue financiére, 287- 
288, 3495-3496 
Régimes de retraite, 9180 
Government accountability, 9114-9115 
fiscal accountability, 7574 
Government advertising, 6744-6745 
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Government-business partnerships, 6593 
Government contracts 
CIBC, 9497-9498 
Goldman Sachs, 9497-9498 
Government credit rating, 8141-8142 
Government debt, 5181, 5184, 5682 
debt payment, 522 
Government expenditures, 568, 3495-3496, 3573, 4286 
increase, 7572 
restraint measures, 4284, 4415-4417, 4468 
Government funding, 2781, 2988, 3823 
Government investments, 47-48, 71-73, 75 
investment losses, 72, 3081-3083 
review by Auditor General, 3082 
Government programs, 6596 
Government record 
Liberal (2003-2010), 54, 3527, 9166-9167, 9213-9216, 
9644 
economic development, 510-511 
employment creation, 333, 9212-9213 
health care in rural Ontario, 7574-7575 
NDP (1990-1995), 54 
PC (1995-2003) 
automobile insurance rates/premiums, 6845 
budget deficit, 3525, 3527 
government expenditures, 5184 
tax reduction, 3525, 3527 
Government revenue, 2609 
Government service transfer to municipal jurisdiction 
return to provincial jurisdiction, 3964, 4044, 5319 
Ontario Works program benefits, 4387 
Government services, 3494-3495, 5184 
government funding, 649-650, 3573 
Green Energy and Green Economy Act, 2009 (Bill 150) 
general discussion, 5877 
Harmonized sales tax, 5674-5675, 5732, 5877, 5949, 
6264-6265, 6554, 6798-6799, 6837-6838, 6938, 
6984, 7428, 8550-8551, 8644, 8676-8677, 8681- 
8682, 8817-8818, 8913-8915, 9073-9075, 9153- 
9155, 9167-9169 
disclosure of documents re public meetings, 9035 
exemptions, 8593-8594 
federal government support, 8914 
impact on aboriginal peoples, 8687 
impact on condominium owners, 8915 
impact on employment, 7518, 7765-7766, 8541-8542, 
8916 
impact on funeral services, 6983 
impact on gasoline prices, 9495-9496, 9641-9642 
impact on health care, 8921 
impact on home heating costs, 9119 
impact on housing industry, 5990, 6273, 6489-6492 
impact on investment industry, 7430 
impact on low-income consumers, 7725 
impact on real estate industry, 5734 
impact on senior citizens, 7335-7336 
impact on small business, 9034, 9118 
impact on sport, recreation and physical activities, 8457, 
9691 
impact on tourism industry, 8545 
public consultation, 8597-8598, 8679-8681, 8687-8688, 
8818-8819, 8912-8913, 8992-8995, 9116-9117, 
9214-9215 
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hosted by Ontario Road Builders’ Association, 8866 
tax inclusive pricing, 7029-7030 
tax on Energy Star appliances, 9168 
transition benefit 
$1,000 for single parents or couples, 5734, 6554 
Health care, 692 
Health care funding 
government funding, 568 
Highway tolls, 9216 
Ideas for the Future Act, 2008 (Bill 100) 
first reading, 2744-2745 
ministerial statement, 2745 
second reading, 2973-2975 
Income groups 
low 
access to fresh food, 8065 
Income tax reduction, 5730, 5877, 5879, 5942, 5990- 
5991, 6264, 6751, 6838, 6983 
Infrastructure Canada 
Building Canada Fund (BCF), 4616 
Interim supply motions 
responded to, 144-149 
International trade agreements 
South Korea, 289 
Investing in Ontario Act, 2008 (Bill 35) 
first reading, 368 
ministerial statement, 369-370 
Job protection commissioner, 3232, 4284 
John Deere 
layoffs, 2830 
Land transfer tax 
refund, 288 
Layoffs, 1363, 5277 
Dell Inc., 1368 
Plastech Engineered Products, 1510 
Lear Corp. 
layoffs, 24 
Liquor Control Board of Ontario (LCBO), 5320 
advertising, 5320 
collective bargaining, 7147-7148 
Manufacturing industry, 23-24, 334, 2991, 3040 
government funding, 145, 2830 
layoffs, 2991, 3495, 5378, 9494 
Members'/ministers' apologies to other members, 5237 
Members'/ministers' conduct 
Watson, Jim (Ottawa West—Nepean) 
as Minister of Municipal Affairs and Housing, 9039 
Members'/ministers' correction of record, 81 
Members/ministers quoting books 
Public Power: The Fight for Publicly Owned Electricity 
(Howard Hampton), 233 
Members/ministers quoting letters 
Hampton, Howard (Kenora—Rainy River), 5990 
Members/ministers quoting newspaper articles 
Ottawa Citizen, 2993 
St. Catharines Standard, 2993 
Toronto Star, 2988 
Vancouver Sun, 5779 
Members/ministers quoting radio programs 
CBC Radio, 3230 
Members/ministers quoting reports 
Office of the Auditor General of Ontario Annual Report 
(2003), 9115 
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Members/ministers quoting statements 
Capponi, Pat (mental health advocate), 5731, 5880 
Carney, Mark (governor, Bank of Canada), 4518 
Courchene, Thomas (professor, Queen's University), 
3826 
Crispino, Len (president, Ontario Chamber of 
Commerce), 2780, 9169 
Francis, Diane (editor-at-large, Financial Post), 3573 
Hannah, Gary.(CEO, Pronexus), 1364 
Harris, Michael (former Ontario Premier), 6265 
Howcroft, lan (vice-president, Canadian Manufacturers 
and Exporters), 5732, 5826 
Lim, Jamie (president, Ontario Forest Industries 
Association), 232 
Lopez, Jim (CEO, Tembec Inc.), 232 
Mackenzie, Hugh (Canadian Centre for Policy 
Alternatives), 5880, 8494, 8914 
Marin, André (Ombudsman of Ontario), 3574 
McCallion, Hazel (mayor, Mississauga), 565 
Mintz, Jack (Palmer Chair in Public Policy, University of 
Calgary), 6264, 6493 
Nyberg, Gail (Daily Bread Food Bank), 5880 
Oliphant, Michael (director or research and 
communications, Daily Bread Food Bank), 9169 
Rubin, Donna (chief executive officer, Ontario 
Association of Non-Profit Homes and Services for 
Seniors), 5988 
Stapleton, John (Canadian Centre for Policy 
Alternatives), 5731 
Tory, John (leader, PC Party), 3229 
Members/ministers quoting surveys 
Ottawa Centre for Research and Innovation's 
technology employment survey, 1363 
Members'/ministers' remarks 
Liberal (2003-2010) 
McGuinty, Dalton (Ottawa South) 
as Ontario Premier, 5619 
NDP (2003-2010) 
Hampton, Howard (Kenora—Rainy River) 
as leader of the third party, 3230 
PC (1995-2003) 
Eves, Ernie (Parry Sound—Muskoka) 
as Deputy Premier/Minister of Finance, 4214 
Hudak, Tim (Niagara West—Glanbrook), 6264, 9169 
PC (2003-2010) 
Sterling, Norman (Carleton—Mississippi Mills), 8913 
Chudleigh, Ted (Halton), 6594 
Elliott, Christine (Whitby—-Oshawa), 6594 
Hudak, Tim (Niagara West—Glanbrook), 8818 
Klees, Frank (Newmarket—Aurora), 6594, 9169 
Runciman, Robert W. (Leeds—Grenville), 8913 
as Leader of the Opposition, 6799 
Shurman, Peter (Thornhill), 8913 
withdrawn, 1366, 8208 
Minimum wage 
increase, 1817, 5730-5731 
Ministerial statements, presented 
Economic outlook and fiscal review, 287-289, 3494- 
3496, 8113-8115 
Municipal infrastructure, 369-370 
Ontario economy, 2745 
Pension plans, 9179-9180 
Taxation, 8550-8551 
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Ministers redirecting oral questions, 686, 692, 3679, 
3824, 3828, 4379, 4946, 5878, 5880, 6334, 8685, 
8687, 9123-9124, 9216, 9574, 9639 

Ministry of Economic Development and Trade 

advanced manufacturing investment strategy (AMIS) 
program, 24, 3495, 4387 
Next Generation of Jobs Fund, 2569, 2974 
Open for Business initiative, 5673 
Ministry of Research and Innovation 
Ontario innovation agenda, 2973-2974 
Ontario venture capital fund, 9574 
Ministry of Training, Colleges and Universities 
Employment Ontario, 288 
Ontario skills development program, 7525 
second career strategy, 524, 7520 
Municipal infrastructure 
government funding, 4044 
Municipalities 
government funding, 370 
grant reduction, 9078 
Natural gas generating stations 
Sarnia, 3964 
NDP 
Buy Ontario strategy, 5378 
NDP (federal) 
platforms, 2990 
Nortel 
pension plans, 8147-8148, 8260, 8599-8600, 8919- 
8920, 8993 
Occupational training 
government funding, 1364-1365, 1368 
Ontario budget speech (25 March 2008) 
presented, 509-513 
Ontario budget speech (26 March 2009) 
presented, 5671-5675 
Ontario child benefit (OCB) 
increase, 5730-5731 
Ontario disability support program (ODSP) benefits 
increase, 524 

Ontario Financing Authority, 335-336 

Ontario health premium, 692 

Ontario Lottery and Gaming Corp. (OLG) 

construction costs for Windsor Energy Centre, 7640, | 
7690, 7727, 8598, 8647, 8822 
contract awarded to H.H. Angus & Associates Ltd. for 
operation of Windsor Energy Centre, 8257-8258, 
8299-8301, 8599 
expenditures 
disclosure, 7381-7382 
lawsuit by Buttcon Energy Inc. over violation of 
agreement re Windsor Energy Centre, 7426-7427, 
7476-7477, 7521 
Ontario Power Generation fossil-fuel generating stations 
Lambton generating station 
property tax assessment reduction, 3964 
Ontario property and sales tax credit, 3182, 5735 
Ontario Securities Commission (OSC), 2990-2991 
conflict of interest, 1887-1888 

Ontario Tax Plan for More Jobs and Growth Act, 2009 

(Bill 218) 
first reading, 8549-8550 
ministerial statement, 8550 
second reading, 8676-8678 
third reading, 9153-9155 
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Ontario Works program benefits 
increase, 524 
Oral questions, responded to 
Agency spending, 7333-7335 
Assistance to farmers, 8065 
Automobile industry, 2565-2566, 5825-5826, 6039- 
6040, 6334, 6844-6845, 7225 
Automobile insurance, 6943, 7334, 8067 
Community and ethnic newspapers, 235 
Electronic health information, 8685 
Employment, 739-740 
Employment supports, 2781, 4284, 4518, 4616 
Energy rates, 5877 
Executive compensation, 6840-6841 
Federal budget, 4779 
Federal Liberal election promises, 2989-2990 
Financial institutions, 2990-2991 
Freedom of information, 7427-7428 
Government accountability, 6037 
Government advertising, 6744-6745 
Government contracts, 7575, 8208-8209, 8256-8258, 
8299-8301, 8599, 9497-9498 
Government investments, 47-48, 54, 71-73, 75, 335- 
336, 2569, 3081-3083 
Government record, 9114-9115, 9166-9167, 9212-9216 
Government services, 4415-4417 
Government spending, 568, 649-650, 4286, 4468, 5230- 
5231, 8494 
Health care, 9573-9574 
Highway tolls, 9216 
Horse racing industry, 7337 
Job creation, 7638, 7827-7828, 9644 
Liquor Control Board of Ontario, 5320, 7147-7148 
Low-income Ontarians, 524-525 
Manufacturing and forestry sector jobs, 232-233, 2828- 
2829 
Manufacturing jobs, 23-24, 2830, 2991, 3679, 3826, 
5378-5379, 9494 
Minimum wage, 1817, 5731 
Mining industry, 9503, 9580-9581 
Ministerial responsibility, 9039 
Minister's record, 7869, 7874 
Municipal funding, 8262, 9078 
Municipal infrastructure, 565 
Municipalities, 3238 
Northern economy, 9500-9501 
Ontario budget, 692, 4516-4517, 4814-4815, 5730- 
5731, 5879-5880 
Ontario economy, 1363-1365, 1368, 1509-1510, 1965- 
1966, 2341-2342, 2609, 2663, 2734-2735, 2827, 
2958, 2988, 3040-3041, 3132-3133, 3177-3178, 
3228-3234, 3433-3434, 3525, 3527-3528, 3573, 
3733, 3823-3824, 3826-3827, 4387, 4813-4814, 
4939, 5181-5182, 5184, 5227-5228, 5277-5278, 
5779, 6593-6594, 6596, 7147, 7336, 7571-7572, 
7574, 7763-7764, 8064, 8816-8817, 9166 
Ontario Lottery and Gaming Corp., 7381-7382, 7426- 
7427, 7476-7477, 7521, 7690, 7727, 7768, 8598, 
8647 
Ontario Securities Commission, 1887-1888, 4386 
Pension funds, 5377 


Pension plans, 2127-2128, 4146, 4619-4620, 6038- 
6039, 6439-6440, 6550-6551, 6745-6746, 6842, 
7521-7522, 8147-8148, 8260, 8600, 8919-8920, 
9576-9577 

Pension reform, 9542-9543 

Property taxation, 1059-1060, 1062, 2164, 2295, 2957, 
2961-2962, 3573-3574, 3832, 4214, 4216 

Provincial debt, 522-523, 5682, 8141-8142, 8147 

Public services, 7573-7574 

Release of public accounts, 7572-7573 

Research and innovation, 9574 

Rural health services, 7574-7575 

Securities industry, 22-23 

Senior citizens, 5987-5988 

Skills training, 524, 563, 7520, 7525 

Small business, 5318-5319 

Taxation, 333-334, 2780-2781, 3182, 3964, 5619, 5732, 
5734-5735, 5824, 5829-5830, 5941-5942, 5948- 
5949, 5990-5991, 6264-6265, 6273, 6334, 6489- 
6493, 6548-6549, 6554-6555, 6751, 6798-6799, 
6805, 6837-6838, 6937-6939, 6983-6984, 7029- 
7030, 7428, 7430, 7516-7518, 7725, 7765-7766, 
8457, 8541-8542, 8545, 8593-8594, 8597-8598, 
8644, 8679-8682, 8686-8688, 8734, 8817-8820, 
8866, 8912-8916, 8921, 8992-8995, 9034-9035, 
9073-9075, 9116-9119, 9167-9169, 9495-9496, 
9641-9642, 9691 

Termination and severance payments, 9648 

Tobacco smuggling, 4379 

Unemployment, 1607-1608, 6041 

Windsor Energy Centre, 7640, 8822 

Workplace safety, 9076-9077 

Workplace Safety and Insurance Board, 9071-9073 

Pamphlets 
Vote for Fairness Ontario, 2989 
PC Party documents/plans 
six-point plan, 3230 
Pension benefits, 2127-2128 
Pension Benefits Amendment Act, 2010 (Bill 236) 
first reading, 9179 
ministerial statement, 9179 
Pension benefits guarantee fund, 2127, 6038-6039, 6551, 
6745, 6842, 7521-7522 
Pension funds, 4146 
Caisse de dépdt et placement du Québec, 5377 
Pension plans, 4386, 5377, 6439-6440, 6842 
reform, 4146, 8993, 9542-9543, 9576-9577 
solvency payment deadlines extended to 10 years, 4619 
Poverty reduction strategy, 525 
Property tax assessment 

Cap on increases, 1059-1060 

granny flats, 2164, 2961, 3186, 4044 

increase, 1062, 2957, 2993, 3573-3574, 4214, 4216 

phase-in increases, 1062 

Sisters of St. Joseph (London), 3832 

Property tax increases, 2957, 2993, 3182, 3573-3574, 
4214, 4216 
Provincial land tax (PLT) 
unorganized municipalities/areas 
public consultation, 2295 
Provincial-municipal partnerships 

provincial-municipal fiscal and service delivery review, 

3238 
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Public accounts 
timely release, 7572-7573 
Public service 
reduction, 7573-7574 
salaries above $100,000, 650 
Reports 
A Fine Balance - Safe Pensions - Affordable Plans - 
Fair Rules (Report of the Expert Commission on 
Pensions), 4146, 5377, 7521-7522, 8260, 8599- 
8600 
Ontario Economic Accounts (Ministry of Finance), 3177 
Report on the Five Year Review of Automobile 
Insurance (Financial Services Commission of 
Ontario), 6844 
Report on the Five Year Review of the Securities Act 
(Standing Committee on Finance and Economic 
Affairs), 54 
Special Report: Ontario's Electronic Health Records 
Initiative (Office of the Auditor General of Ontario), 
7869, 7874 
TD Economics Special Report - Time for a Vision of 
Ontario's Economy (Don Drummond, Derek 
Burleton), 3041 
Research and innovation 
government funding, 288, 4044 
Retail sales tax, 5824 
Securities industry 
enforcement, 23 
single securities regulator, 22-23 
Senior citizens 
services, 5987-5988 
Senior homeowners’ property tax credits, 2164, 2957, 
2962, 3574 
Small business, 288, 5318 
Queen Street east, 5319 
tax reduction, 6751 
Sports competitions 
Pan American Games bid (2015), 3178-3179 
Standing Orders 
S.O. 106 Committees - Membership appointed - Orders 
of reference, 3234 
Supply Act, 2008 (Bill 45) 
first reading, 518 
Supply Act, 2009 (Bill 161) 
first reading, 5669 
Tax credits 
first-time buyers, 5990 
manufacturing investment tax credit, 3826 
Tax increases 
authority of government to raise taxes, 8676 
Tax reduction, 2663, 3230, 4516, 5682, 5734, 5779, 
5824, 6937-6938, 8494 
oil companies, 4044-4045 
Taxation 
tax reform package, 6334, 6751, 6798-6799, 6805, 
6838, 6983 
TD Bank Financial Group 
Drummond, Don (senior vice-president and chief 
economist), 6841 
Tobacco products 
illegal sale 
impact on government revenue, 4379 
regulation and enforcement, 4379 


Tourism industry 
government funding, 288 
Trade offices, 3495 
Transfer payments, 3495 
Ontario municipal partnership fund (OMPF), 8262 
Transit systems 
Move Ontario 2020 plan, 147 
Unemployment, 1966, 4518, 5228, 6041 
Windsor, 4939 
Unemployment rate, 2341 
United States 
corporate tax reduction, 6594 
corporate tax reform, 6548-6549, 6594 
economic conditions, 2827 
financial market crisis 
bailout plan, 2958 
U.S. Steel Canada 
pension funds, 6550 
pension guarantee, 5379 
pension plans, 2127, 6745 
Volvo Motor Graders Ltd. 
layoffs, 2988, 2991 
Waste management/programs 
tire recycling program, 3182 
Workplace injuries 
Gulick Forest Products Ltd. case, 9076-9077 
Workplace Safety and Insurance Board (WSIB) 
expenditures 
Hutcheon, Jill (president and CEO), 4415 
Mahoney, Steve (chair), 9072 
unfunded liability, 9071-9072 
Xstrata PLC 
shutdown of copper and zinc operations at Kidd Met 
site, 9503, 9580-9581 


Dunlop, G. (PC, Simcoe North) 
Aboriginal land claims 
Caledonia 
cost to Ontario Provincial Police budget, 1092 
Aboriginal protests 
development sites in Brantford, 1419 
funding for Brantford Police Service, 1420 
Access to Adoption Records Act (Vital Statistics Statute 
Law Amendment), 2008 (Bill 12) 
third reading, 1432 
Adoption disclosure 
no-contact notice, 1432 
Aggregate industry, 6106 
Airports 
Lake Simcoe Regional Airport (Barrie), 5759-5761 
Animal protection, 1598, 3154-3155, 3158 
penalties for abusing animals, 3156 
private zoos, 1589-1590 
regulation and enforcement, 3158 
wildlife, 1591-1592, 1597 
Animal protection organizations 
use of term humane society restricted, 1594-1598 
Anniversaries 
North Simcoe Victim Crisis Services 10th anniversary, 
6611-6612 
Ontario Provincial Police 100th anniversary, 5583-5584 
Appreciation 
police officers, 8612 
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Dunlop, G. (PC, Simcoe North) (continued) 
Apprenticeship training 
ratio of tradespeople to apprentices, 1037, 2086, 2451, 
2475, 2676, 2856, 2878, 4185, 7103 
Apprenticeship training programs, 357, 494-495, 589 
promotion, 7101-7102 
Bail hearings 
by video, 654 
Barrie-Innisfil Boundary Adjustment Act, 2009 (Bill 196) 
second reading, 7509-7512, 7515 
Boundary adjustment 
Barrie and Innisfil, 7509-7511 
Budget, 640, 3791, 4184, 4187, 5141-5142 
pre-budget consultations, 4184-4187, 5756 
Budget deficit, 3591, 3593-3594, 4186, 5758, 9359 
Budget Measures Act, 2009 (Bill 162) 
second reading, 6106-6111 
Budget Measures and Interim Appropriation Act, 2008 
(No. 2) (Bill 114) 
second reading, 3591-3595 
time allocation motion 
responded to, 3791-3792 
Bullying 
lesbian, gay, bisexual, transsexual, transgendered, 
intersexed, queer (LGBTTIQ) teens 
mandatory reporting of incidents, 5526-5527 
Campaign Lake Simcoe, 2691 
Canadian Federation of Independent Business, 3809 
Casinos 
Casino Rama (Orillia), 8311 
operating and development agreement, 8459 
Central East Correctional Centre 
contagious virus, 654 
Charitable fundraising 
Curl for the Cure, 355-356 
Child care centres 
Treasure Island Daycare Centre, 3831-3832 
government funding, 5514 
Child custody 
parties' access to legal counsel, 6616-6617 
Child pornography 
reporting 
fear of retaliation, 453 
law enforcement, 453 
penalties, 453 
Children's aid societies (CASs) 
Children’s Aid Society of Simcoe County 
government funding, 7831, 9323, 9607 
Christopher's Law (Sex Offender Registry) Amendment 
Act, 2008 (Bill 16) 
second reading, 701-705 
Colleges Collective Bargaining Act, 2008 (Bill 90) 
general discussion 
public consultation, 2450 
second reading, 2472-2477 
public consultation, 2472-2473 
third reading, 2916-2919 
Colleges of applied arts and technology (CAATs), 5700- 
5701 


Georgian College, 2473-2475, 2916-2917, 7102 
board of governors, 2475 
skilled trades centre, 2474 

government funding, 2477 
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Committee process 
Bill 139, 5141-5142 
Committee schedules/agendas, 4184-4187 
Community development trust fund, 357 
Community literacy agencies, 5701 
government funding, 4518-4519, 5758-5759, 5888 
Community safety 
complaints regarding properties used for activities that 
adversely affect community, 3757-3759 
Community safety programs 
Safer Communities - 1,000 Officers Partnership 
program, 1830 
Congratulatory remarks 
curling teams of Sherry Middaugh and Glenn Howard, 
323 
Hamelin, Paul (chief, Midland Police Service), 7884 
Pilote, Pierre (professional ice hockey defenceman), 
3880-3881 
Construction industry 
underground economy, 3811 
Consumer protection 
ticket resale practices, 6397 
Coroner inquests 
Novak, Natalie (murder victim), 6340 
power of Minister of Community Safety and Correctional 
Services to hold inquest repealed, 4376 
Coroners Act, R.S.O. 1990, c.C.37 
section 22 (Minister may direct coroner to hold inquest), 
7021, 7652 
section 24 (Minister may direct that body be disinterred), 
7652 
Coroners Amendment Act, 2009 (Bill 115) 
general discussion, 7730 
second reading, 4372-4378 
public consultation, 4372, 4377 
third reading, 7020-7021, 7023 
amendments, 7021 
public consultation, 7021 
Corporate tax exemptions 
Ontario tax exemption for commercialization (OTEC) 
eligibility for refund, 3103-3104 
Cosmetic Pesticides Ban Act, 2008 (Bill 64) 
second reading, 2010-2015 
Crime, 6280 
Crime prevention, 8418 
Debates re answers to oral questions 
Special investigations unit 
requested, 8632-8633 
participation, 8632-8633 
Developmental services institutions (DSI), 2194-2195 
closure, 2194-2195, 5739 
Huronia Regional Centre, 2193-2194 
Doctor shortage, 354, 358 
Drivers 
impaired drivers, 4392-4393 
Driving 
ban on use of cellular telephones and electronic 
entertainment devices while driving, 3757, 8151 
Economic conditions, 3808 
Education Amendment Act (Keeping Our Kids Safe at 
School), 2009 (Bill 157) 
second reading, 5526-5527 
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eHealth Ontario 
contracts 
public inquiry, 8367 
872440 Ontario Inc. Act, 2008 (Bill Pr4) 
first reading, 160 
Emergency Management and Civil Protection Act, R.S.O. 
1990, c.E.9 
amended by Bill 212, 8366 
Emergency Management Ontario (EMO) 
Trillium Response, 4032 
Employment Standards Amendment Act (Temporary Help 
Agencies), 2009 (Bill 139) 
second reading, 5141-5142 
Energy 
renewable energy projects 
use of agricultural land, 6111 
wind farms 
Georgian Bay, 5128 
Environmental advocacy groups 
Ladies of the Lake (Lake Simcoe), 2691 
Environmental Protection Act (Greenhouse Gas 
Emissions Trading), 2009 (Bill 185) 
second reading, 7301 
Family law, 6615 
reform, 4970-4971 
Family Statute Law Amendment Act, 2009 (Bill 133) 
second reading, 4970-4971 
third reading, 6611-6619 
amendments, 6612-6615, 6619 
Farmers, 3593 
Farming, 3595 
Fatalities 
Farlow, Annie (infant in hospital care), 7731 
Federal elections/by-elections, 3105, 3892 
Federal government 
apology to aboriginal peoples, 2512 
transfer payments, 3591-3594 
equalization program 
Ontario to receive equalization payment, 3791 
2,500 front-line police officers program, 3088-3089, 3592 
Federal members'/ministers' remarks 
Liberal (2006-2009) 
Ignatieff, Michael (Etobicoke—Lakeshore), 6077 
Federal-provincial agreements/programs 
Canada-Ontario labour market development agreement, 
357, 2451, 2475 
Federal-provincial relations, 356, 359 
Festivals 
Wye Marsh Wildlife Centre 
government funding, 589-590 
Fire sprinklers 
mandatory fire sprinkler systems in retirement homes, 
8350 
Firearms 
driving with unlawfully possessed firearm in motor 
vehicle prohibited, 1352-1353 
enforcement, 1353 
Firefighter memorials 
Queen's Park, 7732 
Firefighters 
presumptive legislation, 7386 
volunteer firefighters 
inclusive in presumptive legislation, 6941, 7803, 7923 
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Flags 
Franco-Ontarian flag, 7649 
Forensic pathology, 4373-4374 
Forest industry, 7948-7949 
French-language debates 
Déclarations des députés 
Drapeau franco-ontarien, 7649 
Full Day Early Leaming Statute Law Amendment Act, 
2010 (Bill 242) 
second reading, 9602, 9607-9611 
Good Govemment Act, 2009 (Bill 212) 
second reading, 8363-8369 
Government advertising, 4186 
Government debt, 5700 
Government expenditures 
increase, 635, 704, 1036, 1040, 6107 
Government orders 
Committee sittings 
responded to, 4184-4187 
Federal-provincial fiscal policies 
responded to, 2877-2880 
Government record 
Liberal (2003-2010), 3591-3594, 3791-3792 
rural Ontario, 2015, 3105-3106 
PC (1995-2003) 
sex offender registry, 702-703 
Green Energy and Green Economy Act, 2009 (Bill 150) 
general discussion, 5128, 6108-6109, 6111 
Growth plan 
Simcoe, 1196, 7509-7510 
Harmonized sales tax, 5685-5686, 5757, 5926, 6108, 
7279, 9082 
impact on funeral services, 5908-5909 
impact on golf courses, 6076-6077, 6107-6108 
public consultation, 8687 
transition benefit 
$1,000 for single parents or couples, 5685 
Health care 
out-of-country, 9724-9725 
Health care funding 
federal government funding, 2877-2878 
Heart disease, 9373-9374 
Highway Traffic Amendment Act (Speed-limiting 
Systems), 2008 (Bill 41) 
second reading, 1015 
Horse racing industry, 4252 
Barrie Raceway 
decline in race dates, 7336-7337, 7511-7512 
Hospital redevelopment 
Soldiers' Memorial Hospital, 5700 
Ideas for the Future Act, 2008 (Bill 100) 
second reading, 3103-3107 
Infrastructure Canada 
Building Canada Fund (BCF), 587, 6107 
municipal rural infrastructure fund (MRIF) 
Canada-Ontario municipal rural infrastructure fund 
(COMRIF), 357, 588 
Infrastructure Ontario 
municipal infrastructure investment initiative (MII!) 
infrastructure grant, 4950 
Interprovincial Policing Act, 2009 (Bill 203) 
second reading, 7882-7884, 7908, 7911, 8099 
third reading, 9109-9110 
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Investing in Ontario Act, 2008 (Bill 35) 
second reading, 1035-1038, 1040 
Kindergarten 
full-day, 9602, 9607-9610 
impact on teacher-student ratios, 9609-9610 
program cost, 9610 
Lake Simcoe 
protection, 357, 588-589, 2693, 2709 
Lake Simcoe Protection Act, 2008 (Bill 99) 
second reading, 2691-2693, 2709 
Lake Simcoe protection plan, 7509, 7511 
Lake Simcoe watershed 
environmental protection, 557-558, 2618-2619, 2692 
Landfill sites 
site 41 (Tiny township), 3968, 7301 
certificate of approval, 8697-8699, 8704 
permit to take water (PTTW), 1196, 1200 
prohibition on disposal of waste, 328 
Libraries/schools 
use of Internet filtering software, 7745 
Literacy, 5102, 8737 
Livestock 
protection, 1590 
Manufacturing industry 
layoffs, 2879 
Massacres 
Montreal massacre (6 December 1989), 9109 
Members'/ministers' constituencies/constituency events 
Emergency Services Day, 1929 
Simcoe North 
fundraising in Simcoe North, 158 
protective services appreciation barbecue, 2038, 6813 
Members'/ministers' constituents 
obituaries, 7083 
Members'/ministers’ personal narratives, 4376 
Members/ministers quoting committee submissions 
Martin, Roger (dean, Rotman School of Business, 
University of Toronto), 3104 
Members/ministers quoting letters 
Andrew, Judith (vice-president, Canadian Federation of 
Independent Business), 3807-3808 
Beaumont, Scott (chairman of the board, Treasure 
Island Daycare Centre), 5514-5515 
Bill 119, re, 3808-3809 
Chopowick, Mike (Federation of Rental-housing 
Providers of Ontario), 3758 
Farlow, Tim and Barbara (Patients for Patient Safety 
Canada), 4374-4376, 7652 
Maaskant, John (chair, Ontario Farm Animal Council), 
S157. 
Matthews, Deborah (Minister of Children and Youth 
Services), 5514 
McCallum, Andrew (chief coroner for Ontario), 6340 
Nortel pension plan, re, 8889 
Ontario Court of Justice family law judges, 6615-6618 
O'Sullivan, Michael (chairman and CEO, Humane 
Society of Canada), 3157 
Parkinson, Daniel (president, Ontario Association of 
Chiefs of Police), 8633 
RM Products, 3809 
Trow, Tim (president, Toronto Humane Society), 1592 
World Society for the Protection of Animals, 3155 
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Members/ministers quoting news media 
Canadian Press (CP), 702-703 
Members/ministers quoting newspaper articles 
Cape Breton Post, 702 
Orillia Packet and Times, 9608-9609 
Toronto Sun, 1594-1595, 2879 
Members/ministers quoting press releases 
Ministry of Community Safety and Correctional 
Services, 1594, 7882 
Members/ministers quoting reports 
Inquiry Into Pediatric Forensic Pathology in Ontario 
(Stephen Goudge), 4374 
Members/ministers quoting statements 
Fantino, Julian (commissioner, Ontario Provincial 
Police), 7745 
Heart and Stroke Foundation, 9373-9374 
Huter, Jos!l (owner, Mount St. Louis Ski Resort), 5685 
McCallum, Andrew (Chief Coroner for Ontario), 4374 
Ontario Federation of Agriculture, 1591 
Ontario Federation of Anglers and Hunters, 1591 
Parkinson, Daniel (president, Ontario Association of 
Chiefs of Police), 7883, 9109 
Towns of Midland and Penetanguishene, 7509-7510 
Members'/ministers' remarks 
Liberal (2003-2010) 
Bartolucci, Rick (Sudbury) 
as Minister of Community Safety and Correctional 
Services, 1590-1591, 4374 
Bryant, Michael (St. Paul's) 
as Attorney General, 4374 
withdrawn, 4183, 4185, 5381, 5758 
Members' statements 
Adult literacy, 8737 
Agriculture industry, 7774 
Apprenticeship training, 494-495, 2676 
Attendance of cabinet members, 2213-2214 
Casino Rama, 8311 
Children's aid societies, 9323 
Crime prevention, 10-11 
Curling teams, 323 
Daycare, 5514-5515 
de Champlain, Samuel, 554 
Driver examination centres, 7965 
Environmental protection, 1196 
Events in Penetanguishene, 1929 
Fire Prevention Week, 7922-7923 
Firefighters' memorial, 7733 
Franco-Ontarian flag, 7649 
Fundraising in Simcoe North, 158 
Horse racing industry, 4252 
Infrastructure funding, 4950 
Literacy and basic skills, 5039, 5888 
Lord's Prayer, 1723 
Miller, Bruce, 4029 
Miller, Doug, 7083 
Ontario economy, 640 
Ontario Provincial Police, 1092 
Pilote, Pierre, 3880-3881 
Protective services appreciation barbecue, 2037-2038 
Renewable energy, 5128 
Road safety, 8151 
Services for the developmentally disabled, 5739 
Skills training, 5470-5471 
Taxation, 7279, 9082 
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Dunlop, G. (PC, Simcoe North) (continued) 
Tourism, 2400 
University labour dispute, 4686 
Violent crime, 6340 
Water quality, 3968 
Ministerial statements, responded to 
Community colleges collective bargaining, 2450-2451 
Consumer protection, 6396-6397 
Coroner's office, 7652-7653 
Crime Prevention Week, 3839, 8418 
Earth Week, 1199-1200 
Emergency preparedness, 4032 
Environmental protection, 2618-2619 
Heart Month, 9373-9374 
Impaired driving, 4392-4393 
Lake Simcoe watershed, 557-558 
National Victims of Crime Awareness Week, 6280 
Ontario Provincial Police, 5583-5584 
Police Association of Ontario, 8612 
Police services, 1413, 6279-6280 
Police Week, 1830, 6812-6813 
Ministry of Community Safety and Correctional Services 
Attendance Support Management Pilot Program for 
correctional officers, 8213-8214 
Ministry of Training, Colleges and Universities 
Employment Ontario 
literacy and basic skills programs, 5039 
government funding, 5081, 5101-5103, 5109 
second career strategy, 2475, 4519, 5102 
Mount St. Louis Ski Resort, 5685-5686 
Municipal infrastructure 
federal government funding, 356-357, 1037 
government funding 
Simcoe North, 635 
Municipal Residential Sprinkler Act, 2008 (Bill 72) 
general discussion, 2011 
Municipalities 
government funding 
grant reduction, 9078 
National/independence/memorial days 
Arrival of Samuel de Champlain 400th anniversary, 554, 
636 
Nortel 
pension plans, 8888-8889 
Occupational Health and Safety Amendment Act 
(Violence and Harassment in the Workplace), 2009 
(Bill 168) 
second reading, 7803 
Occupational health and safety inspectors, 3592 
Occupational health and safety insurance 
option for employers to use private-sector insurers, 
8709-8710 
Office of the Chief Coroner 
death investigation system, 4373-4374 
Office of the Children's Lawyer 
role, 6616-6617 
Ontario budget speech (25 March 2008) 
responded to, 585, 587-591 
Ontario budget speech (26 March 2009) 
responded to, 5756-5761, 5908-5909, 5922, 5926 
Ontario College of Trades 
board of governors, 7102-7103 
membership fees, 7102 
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Ontario College of Trades and Apprenticeship Act, 2009 
(Bill 183) 
second reading, 7101-7105 
Ontario Early Years Centres, 5101 
Ontario Provincial Police Museum, 5584 
Ontario Provincial Police (OPP) 
child pornography section, 453, 7745 
Ontario-Quebec cabinet meeting 
Quebec City, 2193-2194, 2213-2214 
Ontario Society for the Prevention of Cruelty to Animals 
Act, R.S.O. 1990, c. 0.36 
amended by Bill 212, 8366 
Ontario Society for the Prevention of Cruelty to Animals 
(OSPCA), 1590, 3154, 3156 
accountability, 1592-1593 
affiliation of humane societies, 3157 
training of inspectors or agents, 3156, 3158 
Opposition day motions, responded to 
Rural schools, 2267 
Oral questions, presented 
Animal protection legislation, 1063, 1714 
Apprenticeship training, 2086 
Casino employees, 8459 
Child care, 3831-3832 
Children's aid societies, 7831 
Coroner's office, 7730 
Correctional facilities, 654 
Electronic surveillance program, 4020 
Fire safety, 8350 
Firefighters, 6941 
Health care, 9724-9725 
Horse racing industry, 7336-7337 
Injured workers, 8213-8214 
Literacy and basic skills, 4518-4519, 5081 
Municipal funding, 9078 
Municipal police services, 1419-1420 
Police officers, 379, 3088-3089 
School closures, 6337 
Skills training, 5465 
Special investigations unit, 8601 
Taxation, 5685-5686, 6076-6077, 8686 
Tourism, 2489-2490 
Violent crime, 6046 
Volunteer firefighters, 7386 
Pediatric forensic pathology, 4374 
public inquiries, 4373 
Pension Benefits Amendment Act, 2010 (Bill 236) 
second reading, 9359 
Persons with disabilities 
services, 2193-2194 
Pesticides/herbicides 
ban on use and sale of cosmetic pesticides, 2010 
exemptions, 2011-2013 
impact on landscaping industry, 2012, 2015 
impact on people with allergies, 2013 
Petitions 
Apprenticeship training, 2672 
Assistance to farmers, 5092-5093 
Doctor shortage, 7654 
Government services, 8154-8156 
Highway interchange, 8157, 8317, 8420, 8696, 9376- 
9377 
Hospital funding, 617, 1212, 2612-2613, 5094 
Hospital services, 2397, 2611, 3583, 7093-7094, 7286 
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Dunlop, G. (PC, Simcoe North) (continued) 
Lord's Prayer, 2036, 2444 
Macular degeneration, 27-28, 30, 178 
Ontario Society for the Prevention of Cruelty to Animals, 
3969 
Property taxation, 5695-5698, 5744-5745, 5890, 5892 
Taxation, 6089-6091, 8876, 9182, 9376-9377 
Wye Marsh Wildlife Centre, 385, 658, 697, 1000, 1425- 
1426, 1824-1825, 2035, 2442-2443, 2613, 5697 
Police Association of Ontario, 8612 
Police officers 
hiring, 356, 379, 453, 588, 1038, 1092, 1413, 1597, 
2535, 3839, 7883 
federal government funding, 703-704 
Police services 
cross-border policing, 7719-7722, 7882-7884, 7908, 
7911, 9109-9110 
cost sharing, 8099 
resolution signed by Ontario and Quebec for 
reciprocal legislation, 7882 
federal government funding, 1413, 6280 
government funding, 1830 
Police Services Act, R.S.O. 1990, c. P.15 
amended by Bill 212, 8366-8367 
Post-secondary education 
federal government funding, 587-588 
Prayer in the Legislature, 2512-2513 
recitation of the Lord's Prayer, prayers from other 
religions and moment of silence, 2512 
removing the Lord's Prayer from the daily proceedings 
of the Legislature, 1723 
Private members’ public business 
Apprenticeship training 
responded to, 2856 
Child Pomography Reporting Act, 2008 (Bill 37) 
second reading, 453-454 
Child poverty 
responded to, 5100-5101 
Congenital Heart Disease Awareness Day Act, 2009 
(Bill 178) 
second reading, 8883 
Education Statute Law Amendment Act (Electronic 
Sexual Material), 2009 (Bill 202) 
second reading, 7745 
Forest industry 
responded to, 7948-7949 
Handgun Manufacturers' and Importers' Liability Act, 
2008 (Bill 82) 
second reading, 2535-2536 
Literacy and basic skills 
presented, 5101-5103, 5109 
Pension Benefits Amendment Act (Transfers on Wind 
Up), 2009 (Bill 213) 
second reading, 8888-8889 
Protection of Vulnerable and Elderly People from Abuse 
Act (Powers of Attomey), 2009 (Bill 188) 
second reading, 8718 
Safer Communities and Neighbourhoods Act, 2010 (Bill 
106) 
second reading, 3757-3759 
Sustainable Water and Waste Water Systems 
Improvement and Maintenance Act, 2010 (Bill 237) 
second reading, 9396-9397 


Unlawful Firearms in Vehicles Act, 2008 (Bill 56) 
second reading, 1352-1353 
Waste Disposal Site 41 in the Township of Tiny Act, 
2009 (Bill 32) 
second reading, 8697-8699, 8704 
Workplace Safety and Insurance Amendment Act 
(Altemate Insurance Plans), 2009 (Bill 219) 
second reading, 8709-8710 
Private Security and Investigative Services Act, S.O. 
2005, c. 34 
amended by Bill 212, 8367 
Provincial Animal Welfare Act, 2008 (Bill 50) 
general discussion, 1063 
public consultation, 1063, 1714, 3892 
section 6, 1714 
second reading, 1589-1598, 1600 
section 6, 1597-1598 
section 8, 1597 
third reading, 3154-3159 
public consultation, 3154, 3157 
section 6, 3156-3157 
Public education campaigns 
Agriculture Week, 7774-7775 
Congenital Heart Disease Awareness Day, 8883 
Crime Prevention Week, 3839, 8418 
Earth Day, 1199 
Fire Prevention Week, 7922-7923 
Heart Month, 9373-9374 
National Victims of Crime Awareness Week, 6280 
Police Week, 1830, 6812-6813 
Walk for Water: Stop Dump Site 41, 3968 
Quebec 
agricultural industry, 2878 
Reports 
Inquiry Into Pediatric Forensic Pathology in Ontario 
(Stephen Goudge), 4374, 7023 
Retail sales tax 
elimination of retail sales tax from accommodations and 
attractions, 2400, 2489-2490 
Retirement 
Miller, Bruce (former CEO, Police Association of 
Ontario), 4029 
RIDE (program), 4392-4393 
Road safety, 4392, 6133 
Road Safety Act, 2009 (Bill 126) 
third reading, 6133 
Roadside zoos, 3156 
regulation, 3154-3155 
Scalpers, 6397 
School bus transportation 
government funding, 357-358 
School closures 
Elmvale District High School, 6109, 6337 
Schools 
closure 
rural Ontario, 2267 
Sentences (criminal procedure) 
Hindessa, Arssei case (convicted of murder), 6046 
Septic systems, 2692 
Services and Supports to Promote the Social Inclusion of 
Persons with Developmental Disabilities Act, 2008 
(Bill 77) 
second reading, 2193-2195 
Sex offender registry, 701-703 
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Dunlop, G. (PC, Simcoe North) (continued) 
Simcoe county 
growth plan, 2618-2619 
population growth, 2692, 7515 
Simcoe County District School Board 
government funding, 9609 
Skilled trades 
inspections of work, 7105 
Small business, 3807-3810 
Speaker , 
election (28 November 2007) 
congratulatory remarks, 10 
Special investigations unit (SIU) 
Scott, lan D. (director), 8601, 8633 
Sports and recreation 
curling, 355 
Sports competitions 
Cain's Quest (Labrador), 356 
Strikes 
DriveTest driving examiners, 7965 
Supply Act, 2008 (Bill 45) 
second reading, 635-636 
Supply Act, 2009 (Bill 161) 
second reading, 5700-5702 
Tackling Violent Crime, 2007 (Bill C-2), 453 
Tax increases, 4184 
Teacher-student ratios, 4184 
Throne speech debate 
participation, 354-359 
Ticket Speculation Amendment Act, 2009 (Bill 172) 
ministerial statement 
public consultation, 6397 
Time allocation motions 
Budget Measures and Interim Appropriation Act, 2008 
(No. 2) (Bill 114) 
responded to, 3791-3792 
Workplace Safety and Insurance Amendment Act, 2008 
(Bill 119) 
responded to, 3891-3892 
Tobacco products, 3593 
illegal sale, 2878 
Tourism industry, 2400, 2489-2490 
Toxic substances 
reduction plan 
impact on industry, 6304 
Toxics Reduction Act, 2009 (Bill 167) 
second reading, 6304 
Trade missions 
China, 1038 
Tributes 
Miller, Bruce (former CEO, Police Association of 
Ontario), 4029 
Truck drivers, 1015 
Uniform Law Conference of Canada, 9109 
Universities/colleges 
York University 
strike, 4686 
Victims of crime 
crime victims’ justice fund, 2536 
Waste Disposal Site 41 in the Township of Tiny Act, 2009 
(Bill 32) 
general discussion, 1196 
first reading, 328 


E 


Water quality 
Lake Simcoe 
government funding, 1200 
Water utilities 
rates 
rural Ontario, 5702 
Wildlife protection, 3155 
Workplace Safety and Insurance Amendment Act, 2008 
(Bill 119) 
general discussion, 4185 
second reading, 3807-3811 
time allocation motion 
public consultation, 3891-3892 
responded to, 3891-3892 
Workplace Safety and Insurance Amendment Act 
(Firefighters), 2009 (Bill 169) 
general discussion, 6941 
Workplace Safety and Insurance Board (WSIB), 3592, 
3808-3810 
Wye Marsh Wildlife Centre 
government funding, 1200 
Youth/student workers 
summer jobs, 5701 
Youth violence, 704 
Zoos 
licensing, 3155 
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Abilities Centre, 17, 8502-8503 
Aboriginal land claims 
Caledonia, 3664 
Access to Justice Act, S.O. 2006, c.21, 5693 
Accessibility for Ontarians with Disabilities Act, S.O. 20085, 
c.11, 164-165, 5111-5112 
Administration of justice, 3664 
collection of data re court wait times, plea bargains, bail 
violations, court adjournments, 4577 
Adoption disclosure 
disclosure veto, 1307 
protection of privacy, 1307 
Animal Health Act, 2009 (Bill 204) 
time allocation motion 
public consultation, 8584 
responded to, 8584 
Animal protection, 1588 
Anniversaries 
Durham Mental Health Services 20th anniversary, 2169- 
2170 
Apology, 2005-2006, 3148, 3505-3506, 3508, 5396-5399 
not considered admission of liability with respect to civil 
action, 5396 
persons' right to pursue remedy in court system, 5398 
Apology Act, 2008 (Bill 59) 
second reading 
public consultation, 2006 
Apology Act, 2009 (Bill 108), 3148 
second reading, 3505-3506, 3508 
third reading, 5396-5399 
public consultation, 5396-5397 
Automobile industry, 2387 
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Elliott, C. (PC, Whitby-Oshawa) (continued) 
General Motors of Canada Ltd. 
government funding, 2288 
plant shutdown, 2288 
Bail, 3664 
O'Brien, Nathaniel (murder suspect), 3376 
Books 


Failing Forward. Turning Mistakes into Stepping-Stones 


for Success (John C. Maxwell), 8802 
British Columbia 
recovery of tobacco-related health care costs from 
manufacturers of tobacco products, 5412-5413 
Budget deficit, 3604-3605 
Budget Measures and Interim Appropriation Act, 2008 
(Bill 44) 
second reading, 781 
Budget Measures and Interim Appropriation Act, 2008 
(No. 2) (Bill 114) 
second reading, 3604-3605 
Budget surplus 
transfer of funds to municipalities for infrastructure 
projects, 1021, 1031, 1035, 1042-1043 
Bullying 
lesbian, gay, bisexual, transsexual, transgendered, 
intersexed, queer (LGBTTIQ) teens 
mandatory reporting of incidents, 5525-5526 
Canadian Hearing Society, 3490-3491 
Canadian Human Rights Act, R.S. 1985, c.H-6, 5111 
Child and Family Services Statute Law Amendment Act, 
2009 (Bill 103) 
third reading, 4874 
Child custody, 4893-4894 
criminal record checks, 2901 
Child protection, 2901, 4965 
Children's mental health care, 4491 
Colleges Collective Bargaining Act, 2008 (Bill 90) 
third reading, 2930-2934 
Colleges of applied arts and technology (CAATs) 
Durham College, 2931-2932 
government funding, 2932, 2934 
Committees 
Select Committee on Mental Health and Addictions, 
4489, 4647-4648 
Community safety, 3437-3438, 3641, 3664 
Compensation 


Truscott, Steven (victim of miscarriage of justice), 1925, 


1990-1991 
Coroner inquests 
Liang, Shao-Fang; Vivian and Ivan Chau (murder 
victims), 4022 
Coroners Act, R.S.O. 1990, c.C.37 


section 22 (Minister may direct coroner to hold inquest), 


4022 
Corporate tax exemptions 
Ontario tax exemption for commercialization (OTEC), 
4363 
eligibility for refund, 3102 
Corporate tax reduction, 3411 
Corporate taxes, 26 
Countering Distracted Driving and Promoting Green 
Transportation Act, 2009 (Bill 118) 
second reading, 4278 
public consultation, 4278 
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Court caseloads 
criminal court backlog, 4577 
Court cases/actions 
Varughese, Saramma and Susan John (murder 
victims), 3437-3438, 3664 
Crime 
youth crime, 2733 
Debates re answers to oral questions 
Electronic health information 
requested, 8665-8666, 8801-8802 
participation, 8665-8666, 8801-8802 
Diabetes registry, 9687-9688 
Discrimination 
racial, 470 
Doctor shortage 
government response, 2888 
Domestic violence, 4965 
Drivers 
new drivers, 4278 
Economic conditions, 3410-3412 
Economic growth 
five-point economic plan, 3410-3412 
Education Amendment Act (Keeping Our Kids Safe at 
School), 2009 (Bill 157) 
second reading, 5525-5526 
eHealth Ontario 
consultants 
Merali, Allaudin (senior vice-president, corporate 
services, eHealth Ontario), 7072-7073 
contracts, 7071-7072, 7829-7830 
Anzen Consulting Inc., 8861 
IBM, 7770, 7829 
public inquiry, 8026-8027, 8347-8348, 8456, 8492, 
8642 
evidence of inappropriate practices 
disclosure, 8783-8784, 8801-8802 
expenditures, 9033-9034 
accountability, 8066 
disclosure, 7958-7959 


referral to Standing Committee on Public Accounts, 7073 


review by PricewaterhouseCoopers, 7272 
Employment Protection for Foreign Nationals Act (Live-in 
Caregivers and Others), 2009 (Bill 210) 
second reading, 8171, 8192 
section 34, 8171, 8192 
Energy 
nuclear energy, 5158 
renewable energy, 5158, 5335 
Families for a Secure Future 
government funding, 1195 
Family law 
pension plans, 4895-4896 
reform, 4891-4892, 4898, 4965, 4980 
restraining orders, 126, 2000, 4395, 4896-4897, 4980 
Family Responsibility Office (FRO), 4894-4895 
Family Statute Law Amendment Act, 2009 (Bill 133) 
general discussion, 4395 
second reading, 4891-4898, 4965, 4980 
Family support payments 
annual financial disclosure, 4894-4895 
regulation and enforcement, 4894-4895 
Fashion Design Council of Canada 
L'Oréal Fashion Week, 3443 
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Fatalities 
Dupont, Lori (murder victim), 9099 
Sampson, Katelynn (murder victim), 2901 
Varughese, Saramma and Susan John (murder 
victims), 3376 
Federal government 
transfer payments 
equalization program 
Ontario to receive equalization payment, 6181 
Federal members'/ministers' remarks 
Conservative (2006-2009) 
Harper, Stephen (Calgary Southwest) 
as Prime Minister of Canada, 3013 
Fire alarms 
visual fire alarms in homes, 5111 
visual fire alarms in public buildings, 5111 
Foreign caregivers 
protection 
warrantless entry, 8171 
Government accountability, 9030 
Government contracts 
McKinsey and Co., 8642, 8665-8666 
Government debt, 1032 
Government orders 
Ontario economy 
responded to, 3410-3412 
Government record 
Liberal (2003-2010) 
employment creation, 9212-9213 
government expenditures, 3411 
Green Energy and Green Economy Act, 2009 (Bill 150) 
general discussion, 6182 
second reading, 5158, 5161-5162, 5335 
Handgun manufacturers and importers 
liability for harm caused by unlawful use of handguns, 
2537 
Handguns 
ban, 2536-2537, 3013 
Harmonized sales tax, 5693 
impact on legal services, 5687 
Health care 
out-of-country, 9639 
Health care funding 
Durham, 1794-1795 
GTA/905, 3411 
Whitby—Oshawa, 1032-1033 
Highway Traffic Amendment Act (Speed-limiting 
Systems), 2008 (Bill 41) 
second reading, 1005 
H1N1 influenza A (swine flu) 
health plan for influenza pandemic, 8406-8407 
hospital capacity 
emergency services, 8346 
Hospital beds 
long-term-care beds, 9494-9495 
Hospital budgets 
Rouge Valley Health System, 1033 
Hospital funding 
government funding, 9360-9361 
Hospital services 
emergency 
information sheets for patients, 8892-8893 
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Hospitals 
Lakeridge Health Corp., 1033 
London Health Sciences Centre 
untendered contracts awarded, 7474-7475, 7524-7525 
Scarborough Centenary Hospital 
psychiatric intensive care unit, 5319-5320 
Human rights, 164-165 
Human Rights Code Amendment Act, S.O. 2006, c.30, 
164 
Ideas for the Future Act, 2008 (Bill 100) 
second reading, 3102 
third reading, 4362-4363 
Immunization 
H1N1 influenza A (swine flu) 
high-priority groups, 8452 
lineups at clinics, 8451-8452 
number of doses administered, 8494-8495 
24-hour immunization clinics, 8304 
Increasing Access to Qualified Health Professionals for 
Ontarians Act, 2008 (Bill 97) 
second reading, 2888 
Investing in Ontario Act, 2008 (Bill 35) 
second reading, 1021, 1031-1035, 1042-1043 
Justice 
access to, 5687 
Lake Simcoe 
protection, 2699 
Lake Simcoe Protection Act, 2008 (Bill 99) 
second reading, 2699 
third reading, 4342 
Law Society of Upper Canada 
paralegal standing committee, 5693 
Legislative procedure 
matters before the court, 3544 
Local health integration networks (LHINs) 
boards of directors, 9314 
Toronto Central Local Health Integration Network 
appointment of Barry Monaghan as CEO, 9359-9360 
Long-Term Care Act, S.O. 1994, c.26, 5412 
Lori Dupont Act (Domestic Violence Protection), 2008 (Bill 
10) 
general discussion, 126, 3691, 4395 
Magnetic resonance imaging (MRI) 
wait times, 9642 
Manufacturing industry 
layoffs, 9494 
Massacres 
Montreal massacre (6 December 1989), 4432-4433 
Members'/ministers' appreciation 
Jones, Sylvia (Dufferin—Caledon), 4681 
Members'/ministers’ conduct 
Takhar, Harinder (Mississauga—Erindale) 
as Minister of Government Services, 7685 
Members'/ministers' personal narratives, 8517 
Members/ministers quoting books 
Handbook for Parliamentarians on the Convention on 
the Rights of Persons with Disabilities and its 
Optional Protocol, 2770 
Members/ministers quoting committee submissions 
Registered Nurses’ Association of Ontario, 5397 
Members/ministers quoting documents 
New York city council law no. 2005/007, 2536 
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Elliott, C. (PC, Whitby—Oshawa) (continued) 
Members/ministers quoting letters 
division of pensions upon family breakdowns, re, 4895- 
4896 
Marin, André (Ombudsman of Ontario), 3548-3549 
Trimble, Jamie (president, Ontario Bar Association), 
5687 
Members/ministers quoting news media 
Canadian Press (CP), 1991 
Members/ministers quoting newspaper articles 
Globe and Mail (Toronto), 2771, 4490-4491 
Toronto Star, 8347 
Members/ministers quoting reports 
Better Safe than Sorry? The Role of Apologies in 
Litigation (Benjamin Bathgate, Joseph C. D'Angelo), 
2005, 3148 
Ministry of the Attorney General (British Columbia), 2005 
More for the Mind: The Study of Psychiatric Services in 
Canada (Canadian Mental Health Association), 
4490 
Members/ministers quoting statements 
Alberdi, Inés (executive director, United Nations 
Development Fund for Women), 4394 
Canadian Diabetes Association, 5293 
Community Living Ontario, 2769-2770 
Fentie, Dennis (premier, Yukon), 3506 
King Jr., Martin Luther (civil rights leader), 164 
Kroll, Sherri (director of organizational development, 
Middlesex Community Living), 2770 
Merkel, Angelo (chancellor, Germany), 164-165 
Parrish, Carolyn (Mississauga city councillor), 1032 
People First of Ontario, 2770 
Members'/ministers’ remarks 
Liberal (1995-2003) 
McGuinty, Dalton (Ottawa South) 
as Leader of the Opposition, 8802 
Liberal (2003-2010) 
Caplan, David (Don Valley East) 
as Minister of Health and Long-Term Care, 7272 
Dombrowsky, Leona (Prince Edward-Hastings) 
as Minister of Agriculture, Food and Rural Affairs, 
8584 
Matthews, Deborah (London North Centre) 
as Minister of Health and Long-Term Care, 9639 
withdrawn, 3774, 8066, 9314 
Members' statements 
Abilities Centre, 8502-8503 
Canadian Hearing Society, 3490-3491 
Cardiac care, 4949-4950 
Dubin, Charles, 3687 
Durham Mental Health Services, 2169-2170 
Epilepsy, 5668 
Families for a Secure Future, 1195 
Local Democracy Week, 9411 
L'Oréal Fashion Week, 3443 
Mental health services, 981-982 
Parkinson's disease, 940 
Taxation, 4526-4527 
Mental health care, 1033-1034, 2524, 4489-4492, 4647 
access to services, 4490 
aboriginal peoples, 4491 
reform, 4491 
transfer from Rouge Valley Ajax hospital to Scarborough 
Centenary site, 957-958, 981-982, 1033, 1662-1663 
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Mental health patients 
employment, 4497 
Ministerial statements, responded to 
Apology legislation, 3148 
International Day for the Elimination of Racial 
Discrimination, 470 
International Day of la Francophonie, 471 
Paralegals, 5693 
Tobacco-related health care costs, 5240-5241 
Victims of crime, 987 
Woman Abuse Prevention Month, 3691 
Ministry of Community and Social Services 
passport program, 2051, 2769 
Ministry of Health and Long-Term Care 
Sapsford, Ron (Deputy Minister of Health and Long- 
Term Care) 
salary, 8666 
Ministry of Health and Long-Term Care Statute Law 
Amendment Act, S.O. 1999, c.10, 5412 
Missing persons 
with dementia 
Safely Home Program, 8517 
Silver Alert program, 8517 
National/independence/memorial days 
World Parkinson Day, 940 
Occupational Health and Safety Amendment Act 
(Violence and Harassment in the Workplace), 2009 
(Bill 168) 
time allocation motion 
responded to, 9098-9099 
Ontario disability support program (ODSP) benefits, 1794, 
4682 


special diet allowance, 1794 
Ontario French-language Educational Communications 
Authority Act, 2008 (Bill 55) 
second reading, 1622 
Ontario health insurance plan (OHIP) 
chiropractic/physiotherapy services 
delisting, 1794 
Ontario health premium, 3411 
Ontario Human Rights Code, 16, 5111 
Opposition day motions, responded to 
Violent crime, 3664 
Young offenders, 3012-3013 
Oral questions, presented 
Access to health care, 1662-1663 
Adoption disclosure, 1307 
Agency spending, 7685, 7722-7723, 9033-9034 
Automobile industry, 2288, 2387 
Child protection, 2901 
Coroner's inquest, 4022 
Diabetes registry, 9687-9688 
Electronic health information, 7071-7073, 7272, 7770, 
7829-7830, 7958-7959, 8026-8027, 8066, 8347, 
8455-8456, 8642, 8783-8784, 8861 
Emergency services, 8345 
Flu immunization, 8304, 8406-8407, 8451-8452, 8494- 
8495 
Government accountability, 9030 
Government record, 9212-9213 
Health care, 5319-5320, 9639, 9642 
Hospital funding, 9360-9361 
Hospital services, 957-958 
Hospital spending, 7474-7475, 7524-7525 


SPEAKER INDEX / INDEX DES INTERVENANTS 


Elliott, C. (PC, Whitby—Oshawa) (continued) 
Justice system, 4577 
Local health integration networks, 9314, 9359-9360 
Long-term care, 9494-9495 
Manufacturing jobs, 9494 
Mental health services, 2524, 4647-4648 
Ontario economy, 26-27, 6181 
Patient safety, 9690 
Public inquiry legislation, 8492 
School safety, 3774 
Services for the developmentally disabled, 2030-2031 
Taxation, 5687, 6182 
Truscott, Steven, 1925 
Victims of crime, 7478, 7578-7579, 7693, 8212 
Violent crime, 3376, 3437-3438, 3641, 4291 
Youth crime, 2732-2733 
Paralegals 
regulation, 5693 
Parkinson's disease, 940 
Patient safety 
surgical errors and pathology results, 9690 
Payday loan industry 
consumer education, 2405 
Payday Loans Act, 2008 (Bill 48) 
third reading, 2405 
Persons with disabilities, 16-17 
barrier-free access, 17 
developmental disabilities, 2062 
application centres for services, 2051 
direct vs. indirect funding, 2050 
services, 2030-2031 
government funding, 17 
person-directed planning, 2770 
planning supports, 2771 
rights, 16 
social inclusion, 2768-2771 
supported decision-making, 2770 
Petitions 
Adoption disclosure, 1826 
Hospital funding, 1212, 1577, 1610, 1825, 2245, 2575- 
2576 
Services for the developmentally disabled, 2132, 2244, 
2575-2576 
Wye Marsh Wildlife Centre, 1213 
Physical fitness, 1794 
Population growth 
Whitby—Oshawa, 781 
Powers of attorney 
central registry, 8716-8717 
conditions to prevent abuse, 8716-8717 
Private members' public business 
Apology Act, 2008 (Bill 59) 
second reading, 2005-2006 
Congenital Heart Disease Awareness Day Act, 2009 
(Bill 178) 
second reading, 8879 
Education Amendment Act (Pupils with Diabetes), 2009 
(Bill 137) 
second reading, 5292-5293 
Handgun Manufacturers' and Importers' Liability Act, 
2008 (Bill 82) 
second reading, 2536-2537 
Health promotion 
responded to, 1794-1795 
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Lori Dupont Act (Domestic Violence Protection), 2008 
(Bill 10) 
second reading, 2000 
Mental health and addiction services 
presented, 4489-4491, 4497 
Missing persons alert 
responded to, 8517 
Property Tax Deferral Act, 2008 (Bill 78) 
second reading, 2190-2191 
Protection of Vulnerable and Elderly People from Abuse 
Act (Powers of Attomey), 2009 (Bill 188) 
second reading, 8716-8717 
Public Hospitals Amendment Act, 2009 (Bill 216) 
second reading, 8892-8893 
Registered Retirement Savings Protection Act, 2010 
(Bill 96) 
second reading, 3559 
Seniors' Ombudsman Act, 2008 (Bill 102) 
second reading, 3548-3549 
Social Assistance Statute Law Amendment Act 
(Registered Disability Savings Plans), 2008 (Bill 94) 
second reading, 4681-4682 
Truscott, Steven 
responded to, 1990-1991 
Visual Fire Alarm System Act, 2009 (Bill 148) 
second reading, 5111-5112 
Property tax deferrals 
low-income senior citizens and persons with disabilities, 
2190-2191 


Provincial Animal Welfare Act, 2008 (Bill 50) 


second reading, 1588 
Public education campaigns 
Congenital Heart Disease Awareness Day, 8879 
International Day for the Elimination of Racial 
Discrimination, 470 
International Day for the Elimination of Violence Against 
Women, 4394 
International Day of Disabled Persons, 16-17 
International Human Rights Day, 164 
International Week of the Francophonie, 471 
International Women's Day, 5242-5243 
Jeans for Justice campaign, 4432 
Local Democracy Week, 9411 
National Victims of Crime Awareness Week, 987 
Purple Day, 5668 
Sexual Assault Prevention Month, 1727-1728 
Walk a Mile in Her Shoes, 4432 
Woman Abuse Prevention Month, 3691 
Wyatt's Warriors Have a Heart Gala, 4949-4950 
Public inquiries 
death of Saramma Varughese and Susan John (murder 
victims), 4291 
Public Inquiries Act, R.S.O. 1990, c. P.41 
amended by Bill 212, 8492 
Pupils with diabetes 
monitoring and treatment, 5292-5293 
Registered disability savings plans, 4682 
exclude funds from the determination of assets, 4682 
exclude funds from the determination of income, 4682 
Registered retirement income funds 
protection from creditors, 3559 
Registered retirement savings plans 
protection from creditors, 3559 
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Elliott, C. (PC, Whitby-Oshawa) (continued) 
Reports 
Better Safe Than Sorry? The Role of Apologies in 
Litigation (Benjamin Bathgate, Joseph C. D'Angelo), 
5396 
Out of the Shadows at Last: Transforming Mental 
Health, Mental Illness and Addiction Services in 
Canada (Standing Senate Committee on Social 
Affairs, Science and Technology), 4490 
Review of the Roots of Youth Violence (Roy McMurtry, 
Alvin Curling), 3641, 4874 
Road Safety Act, 2009 (Bill 126) 
second reading, 4541-4542 
public consultation, 4541-4542 
School facilities 
retrofit, 6182 
School safety 
reporting of violent incidents, 3774 
Senior citizens 
protection, 3548-3549 
Seniors’ Ombudsman, 3548-3549 
Services and Supports to Promote the Social Inclusion of 
Persons with Developmental Disabilities Act, 2008 
(Bill 77) 
second reading, 2050-2052, 2062 
third reading, 2768-2771 
amendments, 2770 
preamble, 2769 
public consultation, 2768-2770 
Sexual assault, 1727-1728 
Sign language interpreters, 5112 
Substance abuse, 2524 
Task forces 
exit point task force, 4291 
Tax collection, 4526-4527 
Tax increases, 6182 
TFO 
educational programming, 1622 
Time allocation motions 
Animal Health Act, 2009 (Bill 204) 
responded to, 8584 
Occupational Health and Safety Amendment Act 
(Violence and Harassment in the Workplace), 2009 
(Bill 168) 
responded to, 9098-9099 
Tobacco Damages and Health Care Costs Recovery Act, 
2009 (Bill 155) 
second reading, 5412-5415 
Tobacco products 
illegal sale, 5415 
Tobacco products manufacturers 
recovery of tobacco-related health care costs from 
manufacturers, 5240-5241, 5412-5414 
Tobacco tax, 5413 
Treaties 
World Health Organization's Framework Convention on 
Tobacco Control, 5413 
Tributes 
Dubin, Charles (former Chief Justice of Ontario), 3687 
Truth and Transparency in the Justice System Act, 2006 
(Bill 178), 3664 
Unemployment, 6181 
United Nations Convention on the Rights of Persons with 
Disabilities, 2769-2770 
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United Nations (UN) 
Universal Declaration of Human Rights, 164 
Victims of crime 
compensation, 987 
Marshall, Patricia (victim of criminal harassment) 
withdrawal of charges against offender, 7478, 7578- 
7579, 7693, 8212 
Violence against women, 126, 3691, 4394, 4432-4433 
Day of Remembrance and Action on Violence Against 
Women, 126, 4432 
Take Back the Night, 7699-7700 
Women, 5242-5243 
Women's services 
abused women, 4980 
Workplace harassment/violence, 9099 
Workplace Safety and Insurance Board (WSIB) 
expenditures 
accountability, 9034 
Mahoney, Steve (chair), 7722-7723 
Young offenders, 2732 
Young Offenders Act, R.S. 1985, c.Y-1, 2732 
Youth crime 
gang-related crime, 3013 
increase, 3013 
Youth violence, 4874 


F 


Flynn, K.D. (LIB, Oakville) 
Access to Adoption Records Act (Vital Statistics Statute 
Law Amendment), 2008 (Bill 12) 
time allocation motion 
responded to, 1749-1751 
Adoption disclosure, 1749-1751 
Agreement on Internal Trade, 7369-7371 
Apotex Inc. 
donations of medicine, 6647 
shipment of AIDS drugs to Rwanda, 3379-3380 
Apprentices, 8125 
Apprenticeship training programs, 8125 
Arts and culture 
government funding, 4578 
Automobile industry, 4268-4269 
auto sector investment fund, 1120-1121 
Ford Motor Company of Canada 
Essex engine plant, 683, 1157 
Oakville assembly plant, 1157 
Awards 
Crime Stoppers awards, 5040 
Books 
Labours of Love: Canadians Talk About Adoption 
(Deborah Brennan), 4390 
Budget 
pre-budget consultations, 4268-4269 
Budget deficit, 4268 
Budget surplus 
transfer of funds to municipalities for infrastructure 
projects, 1699, 1708 
Bullying 
lesbian, gay, bisexual, transsexual, transgendered, 
intersexed, queer (LGBTTIQ) teens, 5556 
mandatory reporting of incidents, 5554 
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Flynn, K.D. (LIB, Oakville) (continued) 
C. difficile outbreaks 
public inquiries, 2125, 2466 
Cancer 
skin cancer, 2546 
Cancer drugs 
Reviimid, 9082 
Certified Management Accountants of Ontario, 1931 
Children's aid societies (CASs) 
government funding, 8526 
Climatic changes 
government response, 2684 
Colleges of applied arts and technology (CAATs) 
Sheridan Institute of Technology and Advanced Learning 
digital media and communications, 4388 
Sheridan IC3D video game, 9700 
Committee process 
Bill 175, 7375-7376 
Committees 
Select Committee on Municipal Governance, 5300 
Consumer protection, 2361 
energy contracts, 9488 
used vehicles identified as lemons, 6246, 6253 
Consumer reporting agencies 
duty to inform about missing or stolen information, 2361 
Cosmetic Pesticides Ban Act, 2008 (Bill 64) 
second reading, 1836-1840, 1847, 1959-1960, 2010- 
2011, 2018 
third reading, 2630-2632 
Countering Distracted Driving and Promoting Green 
Transportation Act, 2009 (Bill 118) 
general discussion, 3835-3836 
Criminal statistics, 3665 
Debates re answers to oral questions 
Driver examination centres 
participation, 9149-9150 
Demand-side management (electric utilities), 3339 
Developmental services institutions (DSI), 5733 
Digital media, 4388 
Driver distractions, 2669 
Driver licences 
graduated licences, 2669 
Drivers 
impaired drivers, 547 
new drivers, 2669 
Driving 
ban on use of cellular telephones and electronic 
entertainment devices while driving, 3835-3836, 
7690-7691, 8146 
Economic conditions, 6057 
Economic decline 
government response, 5921-5922 
Economic growth, 409 
five-point economic plan, 683, 4269 
Education Amendment Act (Keeping Our Kids Safe at 
School), 2009 (Bill 157) 
second reading, 5548, 5553-5556 
Education funding, 200 
Education Quality and Accountability Office (EQAO) 
Ontario Secondary School Literacy Test (OSSLT), 2578- 
2579 
Electricity supply, 3339 
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Employment Standards Amendment Act (Temporary Help 
Agencies), 2009 (Bill 139) 
second reading, 4884-4888 
Energy 
renewable energy, 5343-5344 
Energy Consumer Protection Act, 2010 (Bill 235) 
second reading, 9488 
Environmental Defence 
blue flag program, 728 
Environmental protection, 2704 
Federal government 
transfer payments 
equalization program, 4269 
Firearms, 3664-3665 
Firefighter memorials 
Queen's Park 
donation by Oakville Professional Fire Fighters 
Association to firefighter memorial restoration, 
3644 
Full Day Early Leaming Statute Law Amendment Act, 
2010 (Bill 242) 
second reading, 9437-9443, 9532, 9606 
Fundraising 
Mully Children's Family Charitable Foundation, 495 
Government orders 
Committee sittings 
time allocation motion 
responded to, 4268-4269 
Government record 
Liberal (2003-2010), 9585 
education funding, 1120 
environmental protection, 7162 
health and safety inspectors, 1944 
NDP (1990-1995), 4683 
environmental protection, 932 
smoking, 547 
PC (1995-2003) 
environmental protection, 932, 3352 
long-term care, 1724 
Government service transfer to municipal jurisdiction, 
4469 
Government services 
reduction, 5576 
Green economy, 5364 
Green Energy and Green Economy Act, 2009 (Bill 150) 
second reading, 5343-5344, 5364 
Green Party, 728 
Greenbelt plan, 7338 
expansion, 338 
Oakville, 338 
Halton Food for Thought program, 1503 
Handgun manufacturers and importers 
liability for harm caused by unlawful use of handguns, 
2136, 2533-2535 
Handgun Manufacturers' and Importers’ Liability Act, 2008 
(Bill 82) 
first reading, 2136 
Handguns, 2534, 2540 
ban, 2533 
Health care, 3954 
Health promotion, 2546 
Highway Traffic Amendment Act (Use of Portable 
Equipment by Novice Drivers), 2006 (Bill 135), 2669 
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Flynn, K.D. (LIB, Oakville) (continued) Kidder, Annie (executive director, People for Education), 
H1N1 influenza A (swine flu) 9439 
cases, 6333 Lacey, Veronica and Don Drummond (president and 
emergency preparedness, 6333 CEO, the Learning Partnership and chief 
Home energy rating report, 3338-3339 Economist, TD Bank), 9939 
Hospitals Miller, Katrina (campaign director, Toronto 
infection rates, 2125 Environmental Alliance), 6308 
Housing Russo, Louise (shooting victim), 2534 
affordable Schabas, Richard (medical officer of health, Hastings 
Oakville, 4469 and Prince Edward counties), 2466 
Immunization Scheer, Hermann (general chairman, World Council for 
H1N1 influenza A (swine flu), 8504 Renewable Energy), 5344 
Infectious diseases Serafini, Ersilia (executive director, Clean Air 
prevention/control of infectious diseases, 2125 Foundation), 5364 
Investing in Ontario Act, 2008 (Bill 35) Smith, Derek (executive director, London and District 
third reading, 1698-1699, 1708 Construction Association), 3898 
Kindergarten Smith, Rick (executive director, Environmental 
full-day, 9437-9443, 9532, 9606 Defence), 5344, 6308 
Labour mobility, 8247, 8297 Members'/ministers' remarks 
skilled trades, 7369-7371, 7373, 8250-8251 Liberal (2003-2010) 
regulation, 7371, 7374-7375 Duncan, Dwight (Windsor—Tecumseh) 
Lake Simcoe as Minister of Finance/Chair of Management Board 
protection, 2683-2686 of Cabinet, 4268 
government funding, 2754 Members' statements 
water quality trading and offsetting program, 2683- Adoption, 4390 
2684 Apotex Inc., 3379-3380 
Lake Simcoe Protection Act, 2008 (Bill 99) Arnold, Jim, 9411 
second reading, 2683-2686, 2704, 2754 Burkholder, Jack, 5624-5625 
third reading, 4340-4343, 4354 Certified Management Accountants of Ontario, 1931 
Legislative procedure Charities, 6647 
private members' public business, 2546, 3954 Crime Stoppers awards, 5040 
Long-term-care facilities, 1724 Digital media, 9700 
Members'/ministers' appreciation Firefighters' memorial, 3644 
Jones, Sylvia (Dufferin—Caledon), 4682-4683 Flu immunization, 8504 
Members'/ministers' constituencies/constituency events Fundraising, 495 
Oakville Generating station, 7835 
beaches, 728 Hockey franchise, 3968 
riding of Oakville, 639 Job creation, 9585 
Members'/ministers' constituents Law Week, 1048 
obituaries, 5624-5625 Leader of the Opposition, 2039 
Members'/ministers' personal narratives, 728, 3897, 5300 Local Democracy Week, 9370 
Members'/ministers’ privileges Long-term care, 1724 
wearing of pins/ribbons/buttons, 1241 Manufacturing jobs, 1157 
Members/ministers quoting committee submissions Oakville Provincial Economic Council, 5515-5516 
Canadian Cancer Society, 7173 Ontario economy, 409, 683 
Environmental Defence, 7163 Power plant, 7582 
Ontario BioAuto Council, 7163 Riding of Oakville, 639 
Pollution Probe, 7163 Road safety, 3835-3836 
Members/ministers quoting newspaper articles School! nutrition program, 1503 
Oakville Beaver, 8504 Smith, Merv, 9082 
Members/ministers quoting statements Student literacy, 257802579 
Adair, Bill (executive director, Canadian Paraplegic Swain, Diana, 9127 
Association), 2535 Tim Hortons, 7391-7392 
Anastas, Paul (director, Yale University Centre for Transit funding, 759 
Green Chemistry and Green Engineering), 7164 Workplace safety, 3326 
Canadian Cancer Society, 2546 Mental health care 
Canadian Council on Learning, 9439 access to services, 4496 
Canadian Environmental Law Association, 6308 reform, 4496 
Chalmers, Doug (director, Aluma Systems), 3897-3898 Ministry of Culture 
Cunningham, lan (president, Council of Ontario entertainment and creative cluster partnerships fund, 
Construction Associations), 3898 4578 
Haugh, Liz (president-elect, Ontario Public Health Ministry of Health and Long-Term Care 
Association), 6308 Health Care Connect, 4755 


Insurance Bureau of Canada, 6247 
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Flynn, K.D. (LIB, Oakville) (continued) 

Ministry of Training, Colleges and Universities 
Ontario youth apprenticeship program (OYAP), 8125 
second career strategy, 683 

Motor vehicle dealers 
requirement to disclose whether a vehicle has been 

determined a lemon, 5788 
Motor Vehicle Dealers Amendment Act (Disclosure of 
Lemons), 2009 (Bill 164) 
first reading, 5788 

Municipal infrastructure 
government funding, 4268 

Musculoskeletal disorders (MSDs), 3326 

National Hockey League (NHL) 

NHL franchise for Hamilton, 3968 
National Pollutant Release Inventory, 7163 
Oakville Provincial Economic Council, 5515-5516, 5575- 
5576 

Ontario budget speech (26 March 2009) 
responded to, 5921-5922 

Ontario child benefit (OCB), 4268 

Ontario College of Trades, 7852, 8124, 8201 
board of governors 

composition of board 
ban on donors of Working Families Coalition, 8125 
Ontario College of Trades and Apprenticeship Act, 2009 
(Bill 183) 
general discussion, 8124 
time allocation motion 
responded to, 7852-7853 
third reading, 8200-8201 

Ontario Labour Mobility Act, 2009 (Bill 175) 

second reading, 7369-7373, 7375-7376, 8247, 8250- 
8251, 8297-8298 

Ontario Power Authority (OPA) 

construction of gas-fired generating stations in Oakville 
and King Township, 7582, 7835 

Opposition day motions, responded to 
Infectious disease control, 2466 
Ontario economy, 1119-1121 
Violent crime, 3664-3665 
Workplace Safety and Insurance Board, 1943-1944 

Oral questions, presented 
Affordable housing, 4469 
Arts and cultural funding, 4578 
Cultural funding, 6042 
Digital media, 4388 
Education funding, 200 
Greenbelt, 338, 7338 
Health care, 4755 
Infectious disease control, 2125, 6333 
Municipal government, 3437 
Ontario economy, 5575-5576 
Public transit, 4822 
Road safety, 1573, 2293, 7690-7691, 8146 
Services for the developmentally disabled, 5733 
Small business, 3273 
Workplace safety, 1817-1818 
Young drivers, 2668-2669 

Persons with disabilities 
community-based services, 5733 

Pesticides/herbicides 


ban on use and sale of cosmetic pesticides, 1836-1838, 


1847, 1959-1960, 2010-2011, 2018, 2630 
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exemptions, 1839-1840, 2631 
forest industry, 1837 
health risks, 2631 
Petitions 
Air quality, 7490, 7528-7529, 7584, 7839-7840 
Cemeteries, 9376 
Federal electoral representation, 203 
Hospital funding, 1428 
Motorcycle safety, 5288 
Multiple myeloma, 7237 
Ontario Society for the Prevention of Cruelty to Animals, 
2397-2398, 2528 
Power plant, 9586 
Professional hockey franchise, 4070, 5132, 5288-5289, 
5329-5330, 5519, 5669-5670, 6237-6238, 6607- 
6608, 6651-6652, 6699 
Post-secondary education 
Reaching Higher: The McGuinty Govemment Plan for 
Postsecondary Education, 4268 
Poverty reduction strategy 
student nutrition program, 1503 
Private members' public business 
Children's aid societies 
responded to, 8526-8527 
Consumer Reporting Amendment Act, 2008 (Bill 75) 
second reading, 2361 
Corporate reporting requirements 
responded to, 6056-6057 
Handgun Manufacturers’ and Importers’ Liability Act, 
2008 (Bill 82) 
second reading, 2533-2535, 2540 
Home Energy Rating Act, 2008 (Bill 101) 
second reading, 3338-3339 
Mental health and addiction services 
responded to, 4496-4497 
Motor Vehicle Dealers Amendment Act (Disclosure of 
Lemons), 2009 (Bill 164) 
second reading, 6246-6248, 6253 
Municipalities _ 
responded to, 5300 
Ontario College of Trades 
responded to, 8124-8125 
Skin Cancer Prevention Act, 2008 (Bill 83) 
second reading, 2546 
Smoke-Free Ontario Amendment Act, 2008 (Bill 42) 
second reading, 547-548 
Social Assistance Statute Law Amendment Act 
(Registered Disability Savings Plans), 2008 (Bill 94) 
second reading, 4682-4683 
Taxation Amendment Act (Equipment Purchased for 
Persons with Disabilities), 2008 (Bill 109) 
second reading, 3954 
Tire disposal 
responded to, 932 
Transparency in Public Matters Act, 2009 (Bill 159) 
second reading, 6259-6260 
Waste Reporting Act, 2008 (Bill 105) 
second reading, 3352-3353 
Water quality 
responded to, 727-728 
Public bodies 
open meetings, 6259-6260 
Public education campaigns 
Law Week, 1048 
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Flynn, K.D. (LIB, Oakville) (continued) 
Local Democracy Week, 9370 
Roadcheck 2008, 2293 

Reports 


Compulsory Certification Project (T.E. Armstrong), 8200- 


8201 
With Our Best Future in Mind: Report to the Premier by 
the Special Advisor on Early Leaming (Charles 
Pascal), 9439 
Road safety, 3835 
regulation and enforcement, 1573 
Royal Botanical Gardens 
government funding, 6042 
Securities industry 
single securities regulator, 6057 
Small business 
regulation, 3273 
Smoking, 547 
second-hand smoke, 547 
Smoking cessation, 547 
Speeches 
Levitt, Arthur (former chair, U.S. Securities and 
Exchange Commission), 6057 
Strikes 
DriveTest driving examiners, 9149-9150 
Tax reduction, 409 
Temporary help agency employees 
protection, 4884, 4886-4888 
removing barriers to permanent employment, 4888 
Tim Hortons 
relocation of head office to Oakville, 7391-7392 
Time allocation motions 
Access to Adoption Records Act (Vital Statistics Statute 
Law Amendment), 2008 (Bill 12) 
responded to, 1749-1751 
Committee sittings 
responded to, 4268-4269 
Ontario College of Trades and Apprenticeship Act, 2009 
(Bill 183) 
responded to, 7852-7853 
Workplace Safety and Insurance Amendment Act, 2008 
(Bill 119) 
responded to, 3897-3898 
Tire tax, 932 
Tires 
environmental stewardship, 932 
Tourism industry 
government funding, 2039 
Toxic substances 
reduction plan, 6305-6308, 7163-7164 
reduction targets, 6327 
regulation and enforcement, 6310 
Toxics Reduction Act, 2009 (Bill 167) 
second reading, 6305-6310, 6326-6327 
third reading, 7162-7165, 7173, 7180 
amendments, 7165 
Toxics Reduction Scientific Expert Panel, 6307, 7163 
Transit systems 
government funding, 759, 4822 
Tributes 
Arnold, Jim (recipient, Canada's Favourite Crossing 
Guard award), 9411 
Smith, Merv (constituent, Oakville), 9082 


Swain, Diana (journalist and recipient, Gemini Award for 
best news anchor), 9127 
United States 
Magnuson-Moss Warranty Act, 6247 
Victims of gun violence, 2534 
Voters/voting 
voter turnout, 3437 
Waste management/programs 
recycling, 547, 3352 
tire recycling program, 932 
Websites 
www.preventionpractices.com, 3326 
Workers 
skilled worker shortage, 8124-8125 
Workers' compensation benefits 
coverage for construction workers, 3897 
Workplace injuries 
reduction, 1818 
Workplace Safety and Insurance Amendment Act, 2008 
(Bill 119) 
time allocation motion 
responded to, 3897-3898 
Workplace Safety and Insurance Board (WSIB) 
experience rating system, 1818 
review, 1943-1944 
York University Labour Disputes Resolution Act, 2009 
(Bill 145) 
second reading, 4729, 4764 


Fonseca, Hon. P. (LIB, Mississauga East—Cooksville) 
Agricultural labourers 
occupational health and safety, 5507-5508, 5828 
Association of Canadian Search, Employment and 
Staffing Services (ACSESS), 6215 
Bankruptcy and Insolvency Act, R.S.C. 1985, c.B-3, 5572, 
5663-5664, 5880, 6231 
Budget, 5881 
Capital works projects 
ReNew Ontario, 4058 
Caregiver employment agencies 
ban on placement fees, 8150-8151 
Citizens Panel on Increasing Organ Donations, 5130, 
S247 
Collective agreements, 3234-3235, 4106-4107 
Colleges Collective Bargaining Act, 2008 (Bill 90) 
general discussion, 4945 
Colleges of applied arts and technology (CAATs) 
collective bargaining, 4945 
Construction industry 
underground economy, 3696, 3698, 3700 
Construction workers 
occupational health and safety, 3696-3698, 3830, 3870- 
3871, 4052-4053, 4056, 4058, 4085-4087, 4089, 
4105 
Coroner inquests 
Dupont, Lori (murder victim) 
jury recommendations, 3876, 3964 
Court cases/actions 
agricultural labourers’ right to bargain collectively, 5827- 
5828 
Debates re answers to oral questions 
Small business 
participation, 4089 
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Fonseca, Hon. P. (LIB, Mississauga East—Cooksville) 
(continued) 
Economic growth 
five-point economic plan, 2730, 3090, 3235 
Employment agencies 
regulation, 4106 
Employment insurance benefits 
Ontario workers, 3233-3235 
Employment Protection for Foreign Nationals Act (Live-In 
Caregivers and Others), 2009 (Bill 210) 
first reading, 8073-8074 
ministerial statement, 8074 
second reading, 8157-8159 
third reading, 9193-9194 
Employment-related benefits 
organ donor leave, 5130, 5217-5218, 7002-7004 
severance/termination payments 
Catalina Precision Products, 8649-8650 
Progressive Moulded Products, 8214 
wage earner protection program (WEPP), 4947, 5514, 
5572, 5614, 5663, 5880 
Employment standards, 6481, 6597-6601, 6685 
allegations of abuse 
Dhalla, Ruby case, 6592-6593, 6596, 6636-6642, 
6644, 6747-6748, 6801 
parental leave, 6268, 6595, 6684 
pregnancy leave, 6268, 6595, 6684 
reform, 6217 
Employment Standards Act, S.O. 2000, c.41, 6268-6269 
Employment Standards Amendment Act (Hours of Work 
and Other Matters), S.O. 2004, c.21, 6551 
Employment Standards Amendment Act (Organ Donor 
Leave), 2009 (Bill 154) 
first reading, 5130 
ministerial statement, 5130 
second reading, 5217-5218 
third reading, 7002-7004 
Employment Standards Amendment Act (Temporary Help 
Agencies), 2009 (Bill 139) 
general discussion, 5573, 5660 
first reading, 4584 
ministerial statement, 4585 
second reading, 4880-4882 
third reading, 6213-6218, 6220, 6481 
public consultation, 6213 
Famines 
Ukraine (1932-1933), 5308 
Farmers 
occupational health and safety, 5318 
Federal members'/ministers' remarks 
Conservative (2006-2009) 
Kenney, Jason (Calgary Southeast) 
as Minister of Citizenship, Immigration and 
Multiculturalism, 6637 
Festivals, 1610 
Firefighters, 6941 
occupational health and safety, 5386 
presumptive legislation, 6941, 7386, 8498 
volunteer firefighters 
inclusive in presumptive legislation, 8148 
workers’ compensation claims, 5386 
Morand, Gene case, 4524-4525 
Foreign caregivers 
abuse, 5827 
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protection, 6636-6638, 6640, 8157-8159 
rights, 6640-6641 
Foreign workers 
protection, 5510-5511, 5826 
Government record 
Liberal (2003-2010), 3399-3401 
employment standards prosecutions, 6685 
Health care workers 
occupational health and safety, 3923, 7148 
Hours of work 
elimination of 60-hour workweek, 6551 
Immigration and Refugee Protection Act, S.C. 2001, c.27 
section 124, 6637 
Immunization 
H1N1 influenza A (swine flu) 
employees permitted to take time off work for 
immunization, 8347-8348 
Impact Cleaning Services Ltd. 
violation of employment standards, 6438 
Labour relations, 3090, 3234, 4026, 4106, 4212, 4215- 
4216, 4945, 5947-5948 
Layoffs, 5614 
Live-In Caregiver Program (federal program), 5510-5511, 
5573, 5660, 6270-6271, 6592, 6596, 6598, 6600- 
6601, 6636, 6638, 6641-6644, 6747 
Medical transplants 
organ and tissue donation, 5130, 5217-5218, 7004 
Members'/ministers' personal narratives, 5218, 5308, 6213 
Members'/ministers' privileges 
wearing of pins/ribbons/buttons, 6342 
Members/ministers quoting letters 
Interior Systems Contractors Association of Ontario, 
4052-4053 
Johnson, Ron (deputy director, Interior Systems 
Contractors Association of Ontario), 4086-4087 
O'Brien, Jim (executive director, Kidney Foundation of 
Canada), 7003 
Members/ministers quoting newspaper articles 
Ottawa Citizen, 687 
Members/ministers quoting statements 
Andrew, Judith (Ontario vice-president, Canadian 
Federation of Independent Business), 3373 
Canadian Federation of Independent Business, 3400 
Chalmers, Doug (director, Aluma Systems), 3571, 3648, 
3870, 4053 
Council of Ontario Construction Associations, 4104 
Cunningham, lan (president, Council of Ontario 
Construction Associations), 3870 
Doug Chalmers Construction Ltd., 3830 
Johnson, Ron (deputy director, Interior Systems 
Contractors Association of Ontario), 3920 
Ladd, Deena (Workers' Action Centre), 6481 
Market, Frank (CFO, Trillium Gift of Life Network), 7003 
Merton, Thomas (writer), 7004 
Nicholls, Bill (president, Provincial Building and 
Construction Trades Council of Ontario), 3648 
Thurston, Clive (president, Ontario General Contractors 
Association), 6687 
Members'/ministers' remarks 
PC (1995-2003) 
Bailey, Robert (Sarnia-Lambton), 6641 
Runciman, Robert W. (Leeds—Grenville) 
as Solicitor General and Minister of Correctional 
Services, 6639, 6641 
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Fonseca, Hon. P. (LIB, Mississauga East—Cooksville) 
(continued) 
Minimum wage 
increase, 4904 
Ministerial statements, presented 
Musculoskeletal disorders, 5088-5089 
Organ donation, 5130 
Protection for workers, 8074-8075 
Take Our Kids to Work Day, 3838-3839 
Temporary employment agencies, 4585 
Tourism Week, 2303-2304 
Workers’ compensation, 3648 
Workplace safety, 6086 
Ministry of Labour 
conduct of inspectors, 4211, 4217 
health care unit, 3923 
Safe at Work Ontario, 3439, 3831, 3923, 5089, 7089 
Ministry of Tourism 
Celebrate Ontario, 1610 
fun pass, 2304, 2564 
Musculoskeletal disorders (MSDs), 5089, 5577-5578 
National/independence/memorial days 
Holodomor Memorial Day, 5308 
National Steel Car 
collective bargaining, 5947 
Occupational health and safety, 2730, 3090, 3373, 3439, 
3571, 3831, 3838, 3920, 4211, 4217, 4246, 5123, 
6342, 6687-6689, 7089, 7644, 9320 
regulation and enforcement, 9446-9447, 9452, 9498 
Occupational Health and Safety Act, R.S.O. 1990, c.O.1, 
6342, 7728 
section 50, 3183 
Occupational Health and Safety Amendment Act 
(Violence and Harassment in the Workplace), 2009 
(Bill 168) 
general discussion, 6140 
first reading, 6086 
ministerial statement, 6086 
second reading, 7800-7802 
third reading, 9185-9186 
Occupational health and safety inspection, 3831 
Occupational health and safety inspectors, 2730, 3183 
Ontario disability support program (ODSP) benefits 
early release of cheques for holiday season, 9039-9040 
Ontario Labour Relations Board (OLRB) 
complaints, 3183 
Opposition day motions, responded to 
Workplace insurance, 4085-4087 
Oral questions, responded to 
Agency spending, 7722-7723, 7764-7765, 7767, 9034 
Agricultural labour policy, 5827-5828 
Collective agreements, 3234-3235 
Collective bargaining, 5507-5508 
Community colleges collective bargaining, 4945 
Driver examination centres, 8261, 8410, 8412, 8919, 
8996, 9221 
Education labour dispute, 4026 
Employment practices, 4106 
Employment standards, 6268-6269, 6592-6593, 6595-- 
6597, 6597-6601, 6685, 8824 
Federal-provincial fiscal policies, 3233-3234 
Firefighters, 4524-4525, 5386, 6883, 6941, 8148 
Flu immunization, 8347-8348 
Government services, 4416 
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Hours of work, 6551 
Injured workers, 7146, 9039-9040 
Labour dispute, 9266-9267, 9368, 9582 
Manufacturing jobs, 4947 
Minimum wage, 4904 
Occupational health and safety, 3183, 5318, 5577-5578, 
7728, 9578 
Ontario budget, 5880-5881 
Pay equity, 4246 
Protection for miners, 5123 
Protection for workers, 2737, 4525, 5510-5511, 5573, 
5660, 5663-5664, 5826-5827, 6231-6232, 6270- 
6271, 6438, 6636-6645, 6684, 6747-6748, 6801- 
6802 
Royal Ontario Museum, 613 
Severance payments, 5514, 5572, 5614 
Small business, 2730, 3090, 3531, 3571, 3830, 3870- 
3871, 3920, 4052-4053, 4056, 4058, 4061, 5313 
Snowmobiling, 1209 
Steel industry, 5947-5948 
Taxation, 7725-7726 
Temporary employment agencies, 5466-5467 
Termination and severance payments, 8214, 8649-8650 
Tourism, 197-198, 421-422, 1610, 1973, 2032-2033, 
2489-2490, 2520, 2522-2523, 2564, 2638-2639 
Tourism study, 686-687 
Union certification, 4106-4107 
University labour disputes, 4212, 4215-4216 
Volunteer firefighters, 7386, 8498 
Workers’ compensation, 3373, 5467 
Workplace insurance, 4104-4105, 4147-4148, 4247 
Workplace safety, 2835, 3439, 3831, 3876, 3923, 3964, 
4211, 4217, 6140, 6687-6689, 7148, 7433, 7644, 
8258, 9320, 9446-9447, 9452, 9498 
Workplace Safety and Insurance Board, 4059-4060, 
7723-7724, 9723 
Private members’ public business 
Holodomor Memorial Day Act, 2009 (Bill 147) 
second reading, 5308 
Workplace Safety and Insurance Board 
responded to, 4502-4503 
Public education campaigns 
Injured Workers' Day, 7089, 7146 
International Repetitive Strain Injury Awareness Day, © 
5088 
National Day of Mourning, 6342 
National Tourism Week, 2303-2304 
Take Our Kids to Work Day, 3838 
Repetitive strain injuries, 5088, 9578 
Reports 
Mapping Ontario's Tourism Future, 2303 
Retail sales tax 
elimination of retail sales tax from accommodations and 
attractions, 2032-2033, 2489 
Royal Ontario Museum (ROM) 
Michael Lee-Chin Crystal, 613 
Safety-engineered needles, 7148 
Snowmobiling, 1209 
government funding, 1209 
Speaker 
election (28 November 2007) 
congratulatory remarks, 197 
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Fonseca, Hon. P. (LIB, Mississauga East—Cooksville) 
(continued) 
Strikes 
DriveTest driving examiners, 8261, 8410-8411, 8918- 
8919, 8996, 9221 
Vale Inco employees, 9266-9267 
Woodbine Racetrack, 9582 
Temporary help agencies 
fees charged to employees, 4881 
providing information to employees, 4585, 4882 
Temporary help agency employees, 5660 
entitlement to public holiday pay, 4585 
entitlement to termination and severance payments, 
4585, 6216 
protection, 4525, 4585, 4880-4882, 5313, 6213-6214 
removing barriers to permanent employment, 4585, 
4881, 6215 
rights 
work refusal, 6216 
Tourism industry, 197-198, 421-422, 686-687, 1973, 2303- 
2304, 2489-2490, 2564, 2638-2639 
decline in American travellers, 2564 
government funding, 2489-2490, 2520, 2522, 2564 
marketing campaign 
There's No Place Like This, 1973, 2304, 2489, 2520, 
2522-2523, 2564, 2638 
Ontario tourism competitiveness study and action plan, 
421-422, 686-687, 2303 
Trillium Gift of Life Network 
program for reimbursing expenses of living organ 
donors (PRELOD), 5130, 5217-5218 
Universities/colleges 
collective bargaining, 4215-4216 
York University 
collective bargaining, 4026, 4212 
strike, 4215, 4705 
U.S. Steel Canada 
employment standards claims 
Lake Erie Works, 8824 
layoffs, 9368 
Wasaga Beach, 1973 
Workers 
contract workers 
protection, 2737 
injured workers, 3696-3698, 7089, 7146 
protection, 6688-6689 
temporary workers, 4880-4882 
Workers' compensation benefits 
coverage for construction workers, 3531, 3571, 3648, 
3696-3698, 3700, 3870-3871, 4056, 4058, 4061, 
4086, 4104-4105, 4147, 4416 
coverage for executive officers of construction 
companies, 4148, 4247 
coverage for independent construction operators, 4089 
injured workers, 7089, 7146 
Workers' rights 
foreign workers, 6270 
Workplace accidents/fatalities, 6342 
cost to business, 3831 
Workplace harassment/violence, 3964, 6086, 6140, 7433, 
9185-9186 
public consultation, 3964, 7801-7802 
Workplace injuries, 2730, 4211, 7089 


Workplace Safety and Insurance Amendment Act, 2008 
(Bill 119) 
general discussion, 3830, 3870-3871, 4058, 4147-4148 
impact cost analysis, 4104 
public consultation, 4056, 4089 
first reading, 3647 
ministerial statement, 3648 
second reading, 3696-3698, 3700 
third reading, 4233-4235 
Workplace Safety and Insurance Amendment Act 
(Presumptions for Firefighters), S.O. 2007, c.3, 6883 
Workplace Safety and Insurance Board (WSIB), 3696- 
3698, 4060, 4085-4087, 9723 
expenditures, 7723-7724 
accountability, 9034 
Hutcheon, Jill (president and CEO), 4416 
Mahoney, Steve (chair), 7722-7723, 7764-7765, 7767- 
7768 
experience rating system, 2835, 6687, 8258 
financial accountability, 4503 
marketing campaign (You Can Never Be Too Safe), 
3439 


named insured system, 4147 
unfunded liability, 4059-4060, 7725-7726 
York University Labour Disputes Resolution Act, 2009 
(Bill 145) 
first reading, 4687 
second reading, 4704-4705 
public consultation, 4704-4705 
Youth/student workers 
occupational health and safety, 3838-3839 


G 


Gélinas, F. (NDP, Nickel Belt) 
Aboriginal communities 
health care, 1309 
Aboriginal health access centres (AHACs), 365, 379-380, 
1307-1308, 3938, 4000 
government funding, 1308 
Aboriginal land claims, 7088 
Aboriginal peoples, 251 
ceremonial uses of tobacco, 1904 
health, 1487 
health promotion, 1488 
smoking, 1200 
traditions, 1487 
Aboriginal youth 
smoking, 1487 
Advertising 
ban on junk food advertising, 2373 
Alcoholic beverages 
drinking, 5320 
Algoma University Act, 2008 (Bill 80) 
second reading, 2115-2118 
Anniversaries 
John Rodriguez's 1st anniversary as mayor of the city of 
Greater Sudbury, 183 
Appointments 
King, Arlene (chief medical officer of health of Ontario), 
6235-6236 


[683] 


SPEAKER INDEX / INDEX DES INTERVENANTS 


Gélinas, F. (NDP, Nickel Belt) (continued) 
Appreciation 
Martel, Shelley (former member, Nickel Belt), Elie Martel 
(former member, Sudbury East), 251 
nurses, 1930 
Sullivan, Barbara (chair, Health Professions Regulatory 
Advisory Council), 6696, 6907 
Apprenticeship training, 7137 
Apprenticeship training programs, 7137 
tuition fees, 7137 
wage requirements for apprentices, 7137 
Autism, 5837 
Autism services, 5837 
intensive behavioural intervention (IBI) 
Ceretti, Delanie case, 5837 
government funding, 7383 
Automobile industry 
General Motors of Canada Ltd. 
layoffs, 2394 
Automobile insurance benefits 
reduction of maximum benefit for non-catastrophic 
injuries to $25,000, 6843-6844 
Blister packs, 2305 
Bone marrow 
transplantation, 279 
Books 
The Secret History of the War on Cancer (Devra Davis), 
5651 
Breastfeeding, 2958, 3048, 3056, 4418-4419 
Budget Measures Act, 2009 (Bill 162) 
time allocation motion 
responded to, 6153-6156 
third reading, 6962-6963 
Budget surplus 
transfer of funds to municipalities for infrastructure 
projects, 816 
C. difficile 
infection control in hospitals, 2028 
C. difficile outbreaks, 2237, 2454-2456, 2568 
Joseph Brant Memorial Hospital, 8425-8426 
public inquiries, 2454, 2456 
Quebec, 2455 
Canadian Cancer Society 
Driven to Quit challenge, 1200 
Cancer 
skin cancer, 3141 
Cancer screening programs 
breast cancer screening program 
inclusion of women aged 40 to 49, 7444-7445 
Cancer treatment 
wait times, 6388 
Caregiver employment agencies 
ban on placement fees, 6062 
Celiac disease 
screening tests, 6946 
Centre Roberts/Smart Centre 
government funding, 6752-6753 
Chemotherapy 
wait times, 6388 
Child and Family Centre (Sudbury) 
government funding, 6962 
Child care 
government funding, 6963 
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Child Pomography Reporting Act, 2008 (Bill 37) 
third reading, 4506 
Child poverty, 254 
Child protection, 4506 
Child sexual abuse, 4506 
Children in care 
death 
aboriginal communities, 4999 
northern Ontario, 4999 
Children's mental health care 
government funding, 6962 
Chronic disease management, 3937 
College of Physicians and Surgeons of Ontario (CPSO), 
3997-3998, 4848-4849, 5900 
College of Trades Appointment Council, 7138 
Colleges Collective Bargaining Act, 2008 (Bill 90) 
third reading, 2934-2938 
Colleges of applied arts and technology (CAATs) 
Algoma University College, 2115 
programs for aboriginal students, 2117 
Cambrian College, 2934 
collective bargaining 
inclusion of part-time and sessional employees, 2935- 
2938 
Collége Boréal, 2117 
trade programs, 7139 
government funding, 2934-2935 
Committees 
Standing Committee on Public Accounts 
authority to invite former government employees to 
appear when considering Auditor General's report, 
8675 
Community health centres (CHCs), 253, 365, 379-380, 
878, 2583, 2719-2720, 3938, 4864 
Corner Clinic, 253 
Haliburton—Kawartha Lakes—Brock, 4864 
increase, 3999 
Construction workers 
occupational health and safety, 3897 
Consumer reporting agencies 
duty to inform about missing or stolen information, 2362 
Consumer Reporting Amendment Act, 2008 (Bill 75) 
second reading 
public consultation, 2362 
Contaminated soil, 237-238, 3879 
Coroner inquests 
Goodwin, James and Ricardo Wesley (died in jail fire), 
5384-5385 
Corporate tax exemptions 
Ontario tax exemption for commercialization (OTEC) 
eligibility for refund, 3106, 3116 
Corporations 
executive compensation caps for corporations receiving 
grant or loan from Ontario, 7051 
Correctional centres 
Sudbury jail, 5004 
Cosmetic Pesticides Ban Act, 2008 (Bill 64) 
second reading, 1858 
Cosmetic surgery, 4630 
increase, 5901 
regulation, 4847-4849, 5901 
Credit freeze, 2362 
Credit unions, 3326-3327, 8034 
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Gélinas, F. (NDP, Nickel Belt) (continued) 
Dairy products industry 
safety, 4581 
Day Nurseries Amendment Act (Sun Protection), 2009 
(Bill 229) 
first reading, 9004 
Debates re answers to oral questions 
Social assistance 
requested, 2467-2468 
participation, 2467-2468 
Demonstrations 
Niagara-region groups protesting health-care service 
cuts (29 April 2009), 6403 
Dental care, 252-253, 361, 4024, 5424 
Diabetes, 3937-3938 
type 2 diabetes, 246 
Dialysis 
nocturnal dialysis, 1970 
Dietitians 
expansion of scope of practice 
ordering diagnostics and treatment procedures, 6909 
Doctor fees/salaries, 2522 
Doctor shortage, 2582, 2718, 3998-4001 
Doctors 
international medical graduates (IMGs) 
assessment/training, 879 
removing barriers, 2652, 2715-2716, 4002 
practise in underserviced areas, 3998-3999 
workload, 2725 
Domestic Violence Protection Act, S.O. 2000, c.33 
repealed by Bill 133, 6635 
Driver education/training 
fraudulent driver education certificates sold, 6127 
Driver examinations 
northern Ontario, 6128-6129 
Driver licences 
graduated licences 
daytime passenger restrictions for young drivers, 6129 
extending length of G1 and G2 periods, 6127 
zero blood alcohol concentration level for drivers 21 
years of age or younger, 6129-6130 
Drug dispensing machines, 6696, 6911 
Economic conditions, 3312-3313 
Economic decline 
northern Ontario, 6153-6156 
Economic growth 
five-point economic plan, 3313-3314 
eHealth Ontario 
consultants, 7870-7871 
contracts, 7029, 7190, 7706, 8407 
expenditures, 7144, 7223 
Hudson, Alan (former Chairman) 
appearance before Standing Committee on Public 
Accounts, 8618, 8645-8646 
Kramer, Sarah (former CEO) 
appearance before Standing Committee on Public 
Accounts, 8618, 8645-8646 
salary/bonus, 7029 
referral to Standing Committee on Public Accounts, 7704 
review by PricewaterhouseCoopers, 7144, 7706 
Electricity rates 
industrial rates, 3314 
Electronic health records, 7029, 7916-7917 
protection of privacy, 2226 
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Emergency management 
quarantine of VIA Rail train (Foleyet, 9 May 2008), 1820- 
1821, 1887 
Employment-related benefits 
employee wage security program, 108, 3314 
Employment Standards Amendment Act (Temporary Help 
Agencies), 2009 (Bill 139) 
second reading, 5024 
third reading, 6219 
Energy 
renewable energy, 5015 
Escherichia coli outbreak 
Harvey's restaurant, 3533-3534 
Expert Panel on Infertility and Adoption, 6696 
Family health teams, 365, 2582, 4004, 6905 
Family Statute Law Amendment Act, 2009 (Bill 133) 
second reading, 5019-5020 
third reading, 6635 
Farms/farmland 
use of sewage sludge, 3733-3734, 3737, 3774-3775 
impact on health, 3774-3775 
Fatalities 
Stryland, Krista (real estate agent), 4630, 5900 
Fire alarms 
interconnected fire alarms, 272 
Fire escapes 
non-combustible fire escapes, 272 
Fire sprinklers 
mandatory fire sprinkler systems in new residential 
construction, 7450-7452 
Food safety, 4581 
Food service premises 
disclosure of nutritional information for foods and drinks 
served on premises, 5389, 6065-6066, 6070 
Foreign caregivers 
protection, 6062 
Forest industry 
layoffs, 252, 3313-3314 
French-language debates 
Affaires d'intérét public émanant des députés 
Jour du lac Supérieur, 4311 
Loi de 2009 favorisant des choix sains pour une 
alimentation saine, projet de loi 156 
premiére lecture, 5389 
Loi de 2009 modifiant des lois en ce qui a trait ala 
protection contre l'incendie, projet de loi 14 
deuxiéme lecture, 272-273 
Loi de 2009 modifiant la Loi sur la location a usage 
d'habitation (assurance des loyers), projet de loi 
209 
deuxiéme lecture, 8321 
Loi de 2007 modifiant la Loi sur les normes d'emploi 
(augmentation du salaire minimum), projet de loi 7 
deuxiéme lecture, 119-120 
Loi de 2007 modifiant la Loi sur les normes d'emploi 
(sécurité salariale), projet de loi 6 
deuxiéme Jecture, 108 
Loi de 2009 sur le dépistage du cancer du sein, projet 
de loi 200 
deuxiéme lecture, 7445 
Loi de 2009 sur le Jour de la sensibilisation a la 
cardiopathie congénitale, projet de loi 178 
deuxiéme lecture, 8880-8881 
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Loi Katelyn Bedard de 2007 sur le Mois de la 
sensibilisation au don de moelle osseuse, projet 
de loi 5 
deuxiéme lecture, 279 
Pauvreté, 718-719 
Qualité de l'eau, 725 
Semaine de bonté, 7458 
Déclarations des députés 
Drapeau franco-ontarien, 2905 
Journée internationale de Ja francophonie, 5323 
Maire de Sudbury, 183 
Déclarations ministérielles et reponses 
Cessation de fumer, 1200 
Journée de I'affaire «personne», 7969 
Journée de sensibilisation a la prévention des 
mauvais traitements a I'égard des personnes 
agées, 3330 
Journée internationale de la francophonie, 471 
Journée internationale des personnes handicapées, 
4431 
Mois de histoire des femmes, 7969 
Mois des personnes agées, 2305 
Mois du coeur, 9375 
TFO, 828 
Jour de l'opposition 
Garde d'enfants, 3855 
Journée internationale des personnes handicapées, 17 
Loi de 2010 modifiant des lois en ce qui conceme 
l'apprentissage des jeunes enfants a temps plein, 
projet de loi 242 
deuxiéme lecture, 9638 
Loi de 2009 modifiant des lois en ce qui conceme le 
droit de la famille, projet de loi 133 
deuxiéme lecture, 5019-5020 
Loi de 2008 modifiant la Loi favorisant un Ontario sans 
fumée, projet de loi 69 
deuxiéme lecture, 1904-1906 
Loi de 2008 modifiant la Loi sur la sécurité 
professionnelle et l'assurance contre les accidents 
du travail, projet de loi 119 
attribution de temps, 3896-3897 
Loi de 2009 modifiant la Loi sur les professions de la 
santé réglementées, projet de loi 141 
deuxiéme lecture, 4850 
Loi de 2008 portant sur une alimentation saine pour des 
écoles saines, projet de loi 8 
deuxiéme lecture, 209, 251-252 
Loi de 2008 sur la négociation collective dans les 
colleges, projet de loi 90 
troisieéme lecture, 2934 
Loi de 2009 sur le réglement des conflits de travail a 
l'Université York, projet de loi 145 
deuxieme lecture, 4767 
Loi de 2009 sur les mesures budgétaires, projet de loi 
162 
troisieme lecture, 6962 
Loi de 2008 sur les services et soutiens favorisant 
l'inclusion sociale des personnes ayant une 
déficience intellectuelle, projet de loi 77 
deuxiéme lecture, 2045, 2053 
troisieme lecture, 2771 


Loi de 2008 sur I'Office des télécommunications 
éducatives de langue frangaise de I'Ontario, projet 
de loi 55 
deuxiéme lecture, 1632, 1635-1640 
Loi de 2009 sur Il'Ordre des métiers de I'Ontario et 
l'apprentissage, projet de loi 183 
deuxiéme lecture, 7139 
Loi de 2008 sur l'Université Algoma, projet de loi 80 
deuxiéme lecture, 2115-2116, 2118 
Loi de 2008 visant a accroitre l'accés des Ontariennes 
et des Ontariens aux professionnels de la santé 
qualifiés, projet de loi 97 
deuxieme lecture, 2715, 2717, 2719, 2721-2722 
Loi do 2007 modifiant la Loi sur les normes d'emploi 
(sécunté salariale), projet de loi 6 
deuxiéme lecture, 108 
Ordre du jour 
Attribution de temps, 3896 
Budget de I'Ontario de 2009, 5917-5918 
Pétitions 
Impdéts fonciers, 9415 
Soins de longue durée, 1890 
Questions orales 
Accés aux soins de santé, 3683 
Affaires francophones, 7832 
C. difficile, 2735 
Contrdle des maladies infectieuses, 1768 
Economie du nord, 5278 
Financement des hépitaux, 75 
Office des affaires francophones, 5831 
Régimes de retraite, 6228 
Services en francais, 5035-5036, 6749, 8210-8211 
Soins de longue durée, 198, 421, 3436 
Soins de santé, 7869 
French-language education, 1638 
French River 
environmental protection, 358 
Government debt, 5922 
Government notice of motions 
Personal health information protection 
responded to, 2225-2227 
Government orders 
Ontario economy 
responded to, 3312-3314 
Government record 
Liberal (2003-2010) 
health care, 8023-8024, 8104 
Greater Toronto and Hamilton Area Transit 
Implementation Act, 2009 (Bill 163) 
second reading, 5898 
Green Energy and Green Economy Act, 2009 (Bill 150) 
second reading, 5015 
Harmonized sales tax, 5926, 6154-6156, 9074 
impact on health care, 8921 
impact on housing industry, 6962 
impact on northern Ontario, 8852 
Health care, 252-253, 2582-2583, 6079 
human resources management, 2660 
rural and northern Ontario, 7574, 9448 
closure of Burk's Falls and District Health Centre, 8104 
wait times, 882 
Health care funding 
accountability and oversight, 8618-8619 
investigation by Ombudsman, 8425-8426 
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government funding, 6920, 7869, 9722 
Health care reform, 2720-2722, 6907 
Health insurance 
Smile Ontario, 252-253 
Health professionals 
accessibility, 3997-4001 
collaboration in patient care, 6905 
expansion of scope of practice, 6913, 8940 
Health Professions Regulatory Advisory Council, 2722 
Health promotion, 261, 1507, 8872 
Health regulatory colleges 
power to directly observe regulated health 
professionals, 4630 
Healthy Decisions for Healthy Eating Act, 2009 (Bill 156) 
first reading, 5389 
Healthy Food for Healthy Schools Act, 2008 (Bill 8) 
second reading, 208-209, 215-216, 245-246, 251-255, 
261 
Hearing-impaired persons, 3491 
services, 3488 
Heart disease, 5091, 9374-9375 
Hepatitis C 
financial assistance to hepatitis C victims, 822 
Highway accidents/fatalities 
Highway 69, 6130 
Highway construction 
Highway 69 to Highway 17 southway bypass, 6556 
Highway improvement 
Highway 404 extension, 725 
Highway service centres 
adult-sized personal care areas, 1210 
Highways 
Highway 17 bridge 
renaming of bridge to Constable Albert Nault, 3192 
HIV (virus) 
tests, 46 
H1N1 influenza A (swine flu) 
emergency preparedness, 6384, 6406, 8454-8455 
availability of Tamiflu, 8461 
health plan for influenza pandemic, 6435-6436 
Holiday messages, 253 
Home care, 880, 3963, 4751, 5233, 6405 
competitive bidding, 361-362, 566-567, 772-773, 3963, 
4294-4295, 4751, 5662, 7203-7204 
government funding, 5733, 5902 
Mettinen, Mina case, 4751 
public consultation, 772-773, 836 
Home care workers, 5993 
salaries, 5733 
shortage, 2227, 4005 
strike, 5233, 5733 
transportation compensation, 5662, 5903, 5993, 7135 
Hospices (terminal care), 881 
Maison la Paix (Sudbury), 881 
Hospital boards 
elected boards, 3685-3686 
Hospital budget deficits, 5903 
Sudbury Regional Hospital, 6394 
Hospital closure 
small, rural and northern hospitals, 6385 
Hospital construction 
government funding 
St. Joseph's Health Centre, 4650 
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private-public partnerships, 76 
Sudbury Regional Hospital, 7274 
Hospital funding 
government funding, 4286 
Hospital housekeeping, 2455, 3442 
Hospital infections, 2455-2456 
Hospital sanitation, 2455 
Hospital services 
emergency 
Port Colborne and Fort Erie, 7574, 8104 
physiotherapy services 
St. Joseph's Healthcare, 5886-5887 
reduction 
Durham region, 2394-2395 
St. Mary's General Hospital, 4286 
small, rural and northern hospitals, 6385, 6394 
Strathroy Middlesex General Hospital, 6847 
Hospitals 
northern Ontario, 6403-6404 
oversight by Ombudsman, 2237, 2356, 2456, 2637 
Queensway Carleton Hospital, 9575-9576 
reporting on C. difficile rates, 1768, 2162, 2735, 2896 
infection control practices, 2896 
reporting on patient safety indicators, 2454-2455 
Rouge Valley Health System, 2567 
rural Ontario, 6403-6404 
St. Michael's Hospital 
assault by hospital security guards, 5003 
support workers, 2455 
Human Resources and Skills Development Canada 
red seal program, 7138 
Ideas for the Future Act, 2008 (Bill 100) 
second reading, 3106, 3116-3118 
Identity theft, 2362 
Immunization 
H1N1 influenza A (swine flu) 
health care workers, 8495 
lineups at clinics, 8621 
Income disparity, 7051 
Increasing Access to Qualified Health Professionals for 
Ontarians Act, 2008 (Bill 97) 
second reading, 2652, 2660, 2715-2726 
third reading, 3995-4002, 4004-4005 
Industry shutdowns, 3314 
Infection, 2567-2568 
Infectious diseases, 4387 
Infertility, 6696 
Investing in Ontario Act, 2008 (Bill 35) 
second reading, 810-811, 814-816 
Job protection commissioner, 3314 
Laboratory services 
community-based 
Muskoka Algonquin Healthcare, 3043, 3182, 3375 
Labour Relations Amendment Act (Replacement 
Workers), 2009 (Bill 206) 
first reading, 7836 
Lake Huron Centre for Coastal Conservation, 725 
Lakes 
protection 
Nickel Belt, 726 
Legislative procedure 
private members’ public business, 272 
tabling of documents, 8827-8828 
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Legislature schedule/agenda 
prorogation, 9699 
Liquor Control Board of Ontario (LCBO) 
advertising, 5320 
Listeriosis, 6079 
Local health integration networks (LHINs), 2122-2123, 
6405-6406 
Long-term care, 6405 
standard of care, 363, 2227 
Long-term-care facilities 
government funding, 5902 
layoffs, 8543-8544 
medication management, 199 
oversight by Ombudsman, 2356, 2456, 2637, 3330 
personal care, 3330, 3436, 5381, 7204 
standard of care, 337-338, 421, 477, 526, 879-880, 
1713, 2639, 5684, 5737 
Long-Term Care Homes Act, S.O. 2007, c.8, 5684 
Long-term-care workers, 5381 
Magnetic resonance imaging (MRI), 2366, 5184-5185 
wait times, 5184-5185 
Manitoba 
driver education/training, 6128 
Manufacturing industry 
layoffs, 3312-3314 
Meat industry 
safety, 4581 
Medical officers of health, 2162, 2447, 3533, 4147, 6079 
Medical schools 
Northern Ontario School of Medicine, 2716-2717, 3995- 
3996, 3998 
Members’/ministers' constituencies/constituency events 
Nickel Belt, 251-252 
Members'/ministers' inaugural speeches, 251-253 
Members'/ministers' personal narratives, 252, 272, 4765- 
4766, 7137-7138 
Members/ministers quoting committee submissions 
Office of the Fairness Commissioner, 3998 
Members/ministers quoting documents 
A Health Vision for the Future (Chiefs of Ontario), 1488 
Members/ministers quoting letters 
Geneva Centre for Autism, 7383 
harmonized sales tax, re, 9073-9074 
Ministry of Health and Long-Term Care, 3182 
Open Letter to the Premier re the Mining Act (social 
justice organizations, faith groups and 
environmental groups, 17 March 2008), 6929 
Members/ministers quoting newspaper articles 
Chatham Daily News, 6403 
Hamilton Spectator, 2456 
New York Times, 2455 
Toronto Star, 5684 
Members/ministers quoting reports 
The Anatomy of the Canadian Job Market (TD 
Economics), 3313 
Members/ministers quoting statements 
Arnold, Ken (president, Ontario Medical Association), 
6071 
Callard, Cynthia (executive director, Physicians for a 
Smoke-Free Canada), 4302 
College of Dietitians of Ontario, 6909 
Doyle, Winnie (vice-president of clinical programs, St. 
Joseph's Healthcare), 5886 
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Fucile, Wendy (president, Registered Nurses’ 
Association of Ontario), 6071 
Grinspun, Doris (executive director, Registered Nurses' 
Association of Ontario), 895 
Haugh, Liz (president-elect, Ontario Public Health 
Association), 6071 
Imperial Tobacco of Canada, 4302 
Jeffery, Bill (Centre for Science in the Public Interest), 
6071 
Kessler, Gladys (United States district court judge), 5652 
Marin, André (Ombudsman of Ontario), 2637 
Miller, Mark (head of infection control, Montreal's Jewish 
General Hospital), 2455 
Ontario Health Coalition, 5904 
Organization of Part-Time and Sessional Employees of 
College of Applied Arts and Technology 
(OPSECAAT), 2935-2936 
Rachlis, Michael (health policy consultant), 2582, 2716 
Registered Nurses’ Association of Ontario, 6908 
Rubin, Donna (chief executive officer, Ontario 
Association of Non-Profit Homes and Services for 
Seniors), 526, 5902 
Schizophrenia Society of Ontario, 4061 
Thomas, Warren (president, Ontario Public Service 
Employees Union), 2394, 8619-8620 
Members'/ministers' remarks 
Liberal (2003-2010) 
Best, Margarett (Scarborough—Guildwood) 
as Minister of Health Promotion, 8782 
Caplan, David (Don Valley East) 
as Minister of Health and Long-Term Care, 7706 
Carroll, Aileen (Barrie) 
as Minister Responsible for Seniors, 9365-9366 
Duncan, Dwight (Windsor—-Tecumseh) 
as Minister of Finance/Chair of Management Board 
of Cabinet, 3116-3117 
Matthews, Deborah (London North Centre) 
as Minister of Children and Youth Services, 2467, 
7383 
McGuinty, Dalton (Ottawa South) 
as Ontario Premier, 7706 
Smitherman, George (Toronto Centre) 
as Minister of Health and Long-Term Care, 2447, | 
5662 
NDP (2003-2010) 
Horwath, Andrea (Hamilton Centre), 6227 
Members’ statements 
Accessibility for the disabled, 3491 
CIBC labour dispute, 1300-1301 
Community health centres, 365 
Credit unions and caisses populaires, 8034 
Diagnostic services, 7697 
Health care, 4294-4295 
Health promotion, 8872 
Hepatitis C, 822 
Hospital funding, 6394 
International Credit Union Day, 3326-3327 
Mayor of Sudbury, 183 
Nault, Albert, 3192 
Northern home repair program, 5889 
Nurses, 1930, 5834 
Nursing Week, 6807 
Prorogation, 9699 
Public health, 2447 
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Sewage sludge, 3737 
Sudbury jail, 5004 
Veterans, 8549 
Waste disposal, 5129 
Workplace fatalities, 6892 
Mental health care, 4061 
Durham region, 4251 
government funding, 4061 
laid-off workers, 5780 
wait times, 5780 
Midwives 
expansion of scope of practice 
prescribing drugs, 6911 
Miners 
Hemlo Mines 
workers’ compensation claims, 5123 
Minimum wage 
increase, 119, 360-361 
$10 an hour, 119 
Mining Act, R.S.O. 1990, c.M.14 
reform consultation, 6787 
Mining Amendment Act, 2009 (Bill 173) 
second reading, 6787, 6795, 6927-6931, 6934 
Mining industry, 4473-4474 
consultation with First Nations 
mining legislation and regulations, 6929, 6934 
economic importance, 6930-6931 
environmental assessment for mining activities, 6928 
history, 6927 
layoffs, 5278 
revenue sharing, 6795 
Ministerial statements, responded to 
Accessibility for the disabled, 6863-6894 
Canadian Infertility Awareness Week, 6696 
Customer Service Week, 3100 
Diabetes, 8553 
Foreign-trained doctors, 2582-2583 
Health professions, 6696 
Heart Month, 5091, 9374-9375 
International Day of Persons with Disabilities, 4431 
lpperwash Provincial Park, 7088-7089 
Nutrition Month, 372 
Ontario Elder Abuse Awareness Day, 3330 
Patient safety, 4630 
Persons Day, 7969 
Seniors’ Month, 2305-2306, 7203-7204 
Smoke-free Ontario and strategy, 1507-1508 
Smoking cessation, 1200-1201 
Women's History Month, 3056, 7969 
World AIDS Day, 46 
World Autism Awareness Day, 5837 
Ministry of Education 
pupil accommodation review guidelines, 2237 
Ministry of Health and Long-Term Care 
aging-at-home strategy, 6894 
Children in Need of Treatment (CINOT) dental program, 
5424 
Ontario Cancer PET Registry Study, 2365 
Ontario Cardiac PET Registry Study, 2365 
Ontario PET access program, 2365 
Sapsford, Ron (Deputy Minister of Health and Long- 
Term Care) 
resignation, 8620 
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Ministry of Health Promotion, 362, 3136 
Smoke-Free Ontario strategy, 7961 
Ministry of Municipal Affairs and Housing 
northern home repair program, 5889 
Municipal infrastructure 
government funding, 815 
National child benefit supplement (NCBS) 
clawback, 119, 361, 718 
NDP 
communities at play program, 1056, 1103, 1201 
economic policy, 360 
Non-profit organizations 
Independent Living Resource Centre, 17 
Northern and Rural Health Care Advisory Panel, 6385 
Northern Ontario 
grants 
northern health travel grant (NHTG) program, 879 
Northern Ontario growth plan 
G-North round table, 2242 
Nurse practitioners, 3999, 6696 
expansion of scope of practice 
admitting and discharging privileges, 6909 
prescribing drugs, 6908 
Sudbury, 2723 
Nurses, 5834, 6807 
hiring, 4108, 6268 
layoffs, 895, 5280 
shortage, 3999 
Nutrition, 372 
Obesity 
children, 261, 4000 
health effects, 6064-6065 
Ombudsman Amendment Act (Hospitals and Long-Term 
Care Facilities), 2008 (Bill 89) 
first reading, 2355-2356 
Ombudsman of Ontario 
power to investigate children's aid societies, school 
boards or hospitals, 4849, 5902 
Ontario budget speech (26 March 2009) 
responded to, 5902-5906, 5909, 5922, 5926 
Ontario College of Trades, 7135, 7137-7138 
board of governors, 7138 
divisional boards, 7138 
trade boards, 7138 
Ontano College of Trades and Apprenticeship Act, 2009 
(Bill 183) 
second reading, 7131, 7135, 7137-7139 
Ontario disability support program (ODSP), 17, 252 
Ontario disability support program (ODSP) benefits, 4431, 
6894 
Ontario French-language Educational Communications 
Authonity Act, 2008 (Bill 55) 
second reading, 1636-1640 
Ontario health insurance plan (OHIP) 
chiropractic/physiotherapy services, 5904 
delisting, 8921 
coverage for eligible military families, 14 
delisting insured health services, 5615 
inclusion of PET scans as insured service, 7697 
inclusion of prostate-specific antigen test as insured 
service, 9080-9081 
provision of insulin pumps and supplies as insured 
service, 3937 
three-month waiting period, 253 
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elimination, 498 
Ontario health premium, 877-882 
Ontario March of Dimes 
home and vehicle modification program (HVMP), 6894 
Ontario Northland Transportation Commission 
bus service reduction, 2997 
Ontario Public Service Employees Union (OPSEU), 2935 
strike, 4765 
Ontario Tax Plan for More Jobs and Growth Act, 2009 
(Bill 218) 
second reading, 8852 
Ontario Works program benefits 
back-to-school allowance, 2440 
winter clothing allowance, 2440 
Opposition day motions, responded to 
Child care, 3855 
Electronic health information, 7705-7707, 8617-8621 
Health care oversight, 8425-8426 
Hospital services, 6403-6407 
Infectious disease control, 2454-2456 
Pension plans, 6715 
Tobacco control, 1487-1489 
Workplace Safety and Insurance Board, 1948 
Oral questions, presented 
Aboriginal health care, 1307-1308 
Aboriginal health promotion, 1309 
Access to health care, 3085-3086 
Accessibility for the disabled, 1210, 3488-3489 
Anti-smoking legislation, 7644 
Anti-smoking programs, 7149, 8782 
Autism services, 7383 
Automobile industry, 6843-6844 
Breastfeeding, 2958, 3048, 4418-4419 
Bus transportation, 2997 
C. difficile, 2028, 2735, 2896 
Cancer treatment, 6388 
Child protection, 4999-5000 
Children's mental health services, 6752-6753 
Community health centres, 379-380 
Composting, 8866 
Contaminated soil, 237-238, 3879 
Coroner's inquest, 5384-5385 
Dental care, 4024, 5424 
Diagnostic services, 5184-5185, 9078-9080 
Dialysis, 1970 
Electronic health information, 7029, 7144, 7190, 7223, 
7871, 7916-7917, 8407, 8645-8646, 8685 
Flu immunization, 8495 
Flu pandemic preparedness, 8454-8455, 8461 
Food safety, 4581 
Health care, 4864, 5615, 7869, 8023-8024, 8104 
Health care funding, 2394-2395, 2522, 9722 
Health care oversight, 2637 
Health insurance for immigrants, 498-499 
Health promotion, 3135-3136 
Healthy eating, 9726-9727 
Highway interchange, 6556 
Home care, 566-567, 772-773, 836, 3963, 4751, 5233, 
5661-5662, 5732-5733, 5993 
Hospital funding, 76, 4286, 4650, 6385, 7274 
Hospital governance, 3685-3686 
Hospital security, 5003 
Hospital services, 3375, 3442, 6847, 8346, 9575-9576 
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Infectious disease control, 1768, 2237, 2567-2568, 
4387-4388, 4522-4523, 6384, 6435-6436 
Laboratory services, 3043, 3182 
Labour dispute, 9266-9267 
Labour relations, 7434 
Liquor Control Board of Ontario, 5320 
Local health integration networks, 2122-2123 
Long-term care, 199, 337-338, 421, 477, 526, 1713, 
2639, 3436, 5381, 5684, 5737, 8543 
Mental health services, 4061, 4251, 5779-5780 
Mining industry, 4473-4474 
Newborn screening, 6946 
Northern and rural health services, 9448 
Northern economy, 5278 
Northern Ontario development, 2242 
Nuclear waste, 6883 
Nurses, 895, 4108, 5280, 6489 
Pension plans, 6228 
Physiotherapy services, 5886-5887 
Poverty, 2088 
Protection for miners, 5123 
Public health, 1820-1821, 1887, 2162, 3533-3534, 
4147, 5082, 6079 
Retirement homes, 3926, 7081, 9363-9364 
Rural health services, 7574 
Sewage sludge, 3733-3734, 3774-3775 
Smoking cessation, 7961 
Social assistance, 2440 
Special care homes, 4807, 4860-4861 
Sports and recreation funding, 1056, 1103 
Tanning salons, 3141 
Taxation, 8921, 9073-9074 
Tobacco control, 3324 
Trillium drug program, 5665 
Waste management, 3641 
Oral questions, responded to 
Health care oversight, 2637 
Patient safety, 4630, 4847-4850, 5900-5901 
Pension Benefits Amendment Act, 2010 (Bill 236) 
second reading, 9355 
Pension benefits guarantee fund, 6228 
Personal Health Information Protection Act, S.O. 2004, 
c.3, Sched. A ] 
review by Standing Committee on Social Policy, 2225- 
2226 


Persons with disabilities, 4431 
attendant services, 4431 
barrier-free access, 6893-6894 
accessibility standards, 6893 
developmental disabilities 
services, 2045 
employment, 17-18 
residential services, 4431 
services, 3100, 6893-6894 
Pesticides/herbicides 
health risks, 1858 
Petitions 
Breastfeeding, 201-202, 241 
Child care, 3778 
Community colleges collective bargaining, 1476 
Dental care, 7840 
Diagnostic services, 7284, 7396, 7440, 7488, 7585, 
7654, 7700, 7782, 7839, 7880, 7928, 7970, 8037, 
8222, 8358, 8420, 8468, 8554, 8614, 8656, 8694, 
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8739, 8791-8792, 8833, 8874, 8954, 9005, 9047, 
9085, 9330, 9375, 9415, 9701 
Health care, 6894 
Highway 144, 774 
Home care, 341, 383, 424, 528, 570-571, 617, 619, 655- 
656, 695, 775, 838, 899, 958, 999, 1064, 1107, 
1211-1212, 1257, 1476-1477, 1575-1576, 1667, 
1720-1721, 1926, 1975-1976, 2094, 2297-2298, 
2350, 2610 
Hospital funding, 2672 
Hospital services, 2525 
Long-term care, 58, 1770-1771, 1891-1892, 2093, 
2243, 2296, 2298, 2351-2352, 2395, 2673-2674, 
2739, 2742, 2785, 2962-2963, 4954-4955 
Lyme disease, 7439 
Ontario Northland Transportation Commission !abour 
dispute, 57 
Property taxation, 5133, 5329, 5518, 5628-5629, 5890, 
6149, 7044 
Protection for miners, 2034, 2092-2093, 2132, 2297, 
2351, 2442, 2492-2493, 2574, 2674, 2741, 2785- 
2786, 3499, 3540, 3778, 3846, 4069, 4256, 4869, 
5519, 7929 
Public health, 7043 
Security licence fees, 4071 
Taxation, 8038, 8554, 8615, 9416, 9701 
Tuition, 3383-3384, 3450, 3541-3542, 3779, 4257, 5327- 
5328 
University labour dispute, 4759 
Pharmacists 
expansion of scope of practice, 6916 
remote dispensing of drugs, 8941 
Physiotherapists 
expansion of scope of practice, 6909-6910, 6916 
wound treatment, 6910 
Physiotherapy services, 5886-5887 
Positron emission tomography (PET), 2365-2366 
availability in northeastern Ontario, 9078-9079 
Poverty, 718-719 
Poverty reduction strategy, 719, 3938, 5091 
public consultation, 2088 
student nutrition program, 718-719 
Power of investigation, 5900 
Primary health care, 2582, 2719, 4002 
access, 4864 
Private health clinics 
violations of the Canada Health Act, 3085-3086 
Private members’ public business 
Breast Cancer Screening Act, 2009 (Bill 200) 
second reading, 7444 
Capping Executive Compensation Act, 2009 (Bill 180) 
second reading, 7051 
Caregiver and Foreign Worker Recruitment and 
Protection Act, 2009 (Bill 160) 
second reading, 6062-6063 
Congenital Heart Disease Awareness Day Act, 2009 
(Bill 178) 
second reading, 8879-8881 
Consumer Reporting Amendment Act, 2008 (Bill 75) 
second reading, 2362 
Diabetes Awareness Month Act, 2008 (Bill 113) 
second reading, 3937-3938 


Diagnostic services 
responded to, 2365-2366 
Employment Standards Amendment Act (Raising the 
Minimum Wage), 2007 (Bill 7) 
second reading, 119-120 
Employment Standards Amendment Act (Wage 
Security), 2007 (Bill 6) 
second reading, 108 
Fire Protection Statute Law Amendment Act, 2009 (Bill 
14) 
second reading, 272-273 
Fire safety 
responded to, 7450-7452 
Healthy Decisions for Healthy Eating Act, 2009 (Bill 156) 
second reading, 6064-6066, 6070-6071 
Healthy schools 
responded to, 2372-2373 
Katelyn Bedard Bone Marrow Awareness Month Act, 
2007 (Bill 5) 
second reading, 279 
Kindness Week 
responded to, 7457-7458 
Labour Relations Amendment Act (Replacement 
Workers), 2009 (Bill 86) 
second reading, 7930-7931 
Poverty 
responded to, 718-719 
Smoke-Free Ontario Amendment Act (Cigarillos), 2008 
(Bill 124) 
second reading, 4300-4302, 4306-4307 
Water quality 
responded to, 725-726 
Property tax assessment 
freeze-until-sale assessment, 2305 
Provincial advisory committees, 7138 
Provincial Advocate for Children and Youth, 5000 
access to information, 4999 
Provincial parks 
Ipperwash Provincial Park 
return to Chippewas of Kettle and Stony Point First 
Nation, 7088-7089 
Public education campaigns 
ban on smoking in cars with children present, 2561 
Canadian Infertility Awareness Week, 6696 
Congenital Heart Disease Awareness Day, 8879-8881 
Customer Service Week, 3100 
Diabetes Awareness Month, 3937-3938, 8553 
"Eat Local: Live Fresh,” 2372-2373 
Heart Month, 5091, 9374-9375 
International Credit Union Day, 3326 
International Day of Disabled Persons, 17 
International Day of Persons with Disabilities, 4431 
Kindness Week, 7457-7458 
National Access Awareness Week, 6893-6894 
Now You're Working for Free Day, 3056 
Nursing Week, 1930, 6807 
Nutrition Month, 372 
Persons Day, 7969 
Seniors' Month, 2305-2306, 7203 
Women's History Month, 3056, 7969 
World AIDS Day, 46 
World Autism Awareness Day, 5837 
Public health units, 2447, 5082 
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Grey Bruce Health Unit 
appointment of assessor to investigate status of 
mandatory services, 5082 
Public transportation 
government funding, 5898 
Regulated Health Professions Amendment Act, 2009 (Bill 
1417) 
second reading, 4847-4850 
third reading, 5899-5902 
Regulated Health Professions Statute Law Amendment 
Act, 2009 (Bill 179) 
second reading, 6905-6913, 6916, 6920 
third reading, 8940-8941 
Reports 
Better Access to Outpatient Magnetic Resonance 
Imaging in Ontario - But For Whom? (John You, 
Vikram Venkatesh, Andreas Laupacis), 5184 
Cancer System Quality Index 2009 (Cancer Quality 
Council of Ontario), 6388 
Chief Medical Officer of Health Annual Report 2007 
(Working Together to Build a Stronger Public Health 
System), 4147 
Chief Medical Officer of Health's Report on the 
Management of the 2008 Listeriosis Outbreak in 
Ontario (David Wiliams), 6079 
The Core Service Role of Small Hospitals in 
Ontario—Phase One: An Exploration of the Current 
Services (Ontario Joint Policy and Planning 
Committee), 6403 
The Core Service Role of Small Hospitals in 
Ontario—Phase Two: Recommended Core 
Services (Ontario Joint Policy and Planning 
Committee), 6404 
Eroding Public Medicare: Lessons and Consequences 
of For-Profit Health Care Across Canada (Natalie 
Mehra), 3085 
Home Care: Change We Need (Carol Kushner, Patricia 
Baranek, Marion Dewar), 3963 
People Caring for People: Impacting the Quality of Life 
and Care of Residents of Long-Term Care Homes 
(Shirley Sharkey), 2639, 5684, 5737 
Report of the Ipperwash Inquiry (Sidney Linden), 7088 
Report on Removing Barriers for Intemational Medical 
Doctors (Laurel C. Broten), 2652 
Tooth Decay in Ontario's Children: An Ounce of 
Prevention - A Pound of Cure (Ontario Dental 
Association), 4024 
Retirement homes 
regulation, 2305, 7081 
standards of care, 3926, 9363-9364 
public consultation, 3926 
Road Safety Act, 2009 (Bill 126) 
third reading, 6127-6130, 6134 
School board trustees 
autonomy, 7864-7865 
School cafeterias 
ban on trans fat in food and beverages, 208, 215, 245- 
246, 261 
to serve healthy, local Ontario foods, 2372-2373 
School vending machines 
ban on unhealthy food and beverages, 246 
Securities industry 
conflict of interest, 3313 
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reform, 3312-3313 
regulation, 3312-3313 
Senior citizens, 2305-2306 
abuse, 3330 
government funding, 5906 
health care, 361 
services, 7203 
single women, 6715 
Services and Supports to Promote the Social Inclusion of 
Persons with Developmental Disabilities Act, 2008 
(Bill 77) 
general discussion, 6894 
second reading, 2045, 2053 
third reading, 2771 
Sign language interpreters, 3489, 3491-3492 
Silicosis, 5123 
Skilled trades, 7137 
certification, 7137 
Smoke alarms, 272 
Smoke-Free Ontario Amendment Act, 2008 (Bill 69) 
second reading, 1867-1868, 1877-1878, 1903-1908, 
1910-1911, 1913-1914 
third reading, 2560-2561 
Smoke-Free Ontario Amendment Act (Ciganillos), 2008 
(Bill 124) 
general discussion, 5651, 5653-5654 
first reading, 3883 
third reading, 4507 
public consultation, 4507 
Smoking, 3324, 4307, 5650-5651, 5653, 7149 
ban on smoking in cars with children present, 1507- 
1508, 1867-1868, 1903, 2560-2561 
enforcement, 1906, 1910 
public education, 1904 
health risks, 1908 
hospitals, 1877-1878 
second-hand smoke, 1913 
Smoking cessation, 1200 
Smoking cessation programs 
government funding, 8782 
Social assistance benefits, 718, 2467-2468 
Special care homes 
Goodfellow Home for Special Care 
inspection, 4807, 4860-4861 
sexual abuse, 4807 
inspection, 4807, 4861 
Sports and recreation 
government funding, 1056, 1103 
Sports and recreation facilities, 1056 
Stock exchanges, 3312 
Streptococcus A infection, 4387-4388 
MacMaster, Daniel case, 4522-4523 
Strikes 
CIBC employees (Sudbury), 1300-1301 
public health unit nurses (Sudbury), 4765 
Vale Inco employees, 9266-9267, 9355 
Student Achievement and Schoo! Board Governance Act, 
2009 (Bill 177) 
second reading, 7864 
Tanning services/ultra-violet light treatment services 
sale or supply to persons under 19 prohibited, 3141 
Tax credits 
manufacturing investment tax credit, 3314 
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Temporary help agency employees 
protection, 6219 
TFO, 1637 
Throne speech debate 
participation, 345, 350, 358, 360-363 
Time allocation motions 
Budget Measures Act, 2009 (Bill 162) 
responded to, 6153-6156 
Workplace Safety and Insurance Amendment Act, 2008 
(Bill 119): 
responded to, 3897 
Tobacco Control Statute Law Amendment Act, S.O. 2005, 
c.18, 2560-2561 
Tobacco Damages and Health Care Costs Recovery Act, 
2009 (Bill 155) 
second reading, 5650-5654 
impact on tobacco farmers, 5652-5653 
Tobacco Damages and Health Care Costs Recovery Act, 
SBC 2000, c.30, 5652 
Tobacco Master Settlement Agreement, 5652 
Tobacco products 
ban on sale of cigarillos/flavouring agents, 3883, 4300- 
4302, 4507, 5653, 7644, 8782 
health warnings, 4302 
regulating package size, 4302 
illegal sale, 1488-1489, 5653 


Waste management/programs 
composting 
addition of sewage sludge, 8866 
Estaire, 3641 
Workers 
replacement workers 
ban on use during strike or lockout, 7930-7931 
skilled worker shortage, 7137 
skilled workers, 7131 
temporary workers, 5024 
Workers' compensation benefits 
excluded workers, 3806 
The Worker Recruitment and Protection Act, S.M. 2008, 
c.23, 6062 
Workplace Safety and Insurance Amendment Act, 2008 
(Bill 119) 
second reading, 3802-3803, 3806 
time allocation motion 
responded to, 3897 
third reading, 4240-4241 
Workplace Safety and Insurance Board (WSIB), 3802- 
3803 
York University Labour Disputes Resolution Act, 2009 
(Bill 145) 
second reading, 4729, 4739, 4765-4766, 4768 
Youth Action Alliance, 7149 


physiological effect, 5654 Gerretsen, Hon. J. (LIB, Kingston and the Islands) 


Tobacco products manufacturers 
recovery of tobacco-related health care costs from 
manufacturers, 5652-5654 
Tourist attractions 
Dynamic Earth, 6931 
Transit systems 
purchase of mass transit vehicles 
made in Ontario, 3314 
Trillium drug program 
deductible, 5665 
Unemployment 
northern Ontario, 5909 
Unemployment rate, 5779 
Universities/colleges 
government funding, 2118 
Laurentian University 
partnership with College Boréal, 2116 
strike, 4766 
York University 
collective bargaining, 4766 
strike, 4729, 4739, 4765, 4768 
Vale Inco 
closure, 4473 
labour demonstration at Sudbury operations (19 
September 2009), 7434 
Veterans 
post-traumatic stress disorder, 8549 
Violence against women 
Day of Remembrance and Action on Violence Against 
Women, 9045-9046 
Take Back the Night, 7700-7701 
Waste 
nuclear/radioactive waste 
Sudbury, 6883 
Waste disposal 
Estaire, 5129 
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Air quality, 1311, 1475 
Sault Ste. Marie, 1974 
Air quality management 
Hamilton, 503 
Air quality standards, 1311, 1974, 7032 
Hamilton, 503 
Annual reports 
Environmental Commissioner of Ontario Annual Report, 
2007-2008 (Getting to K(no)w), 3487 
Environmental Commissioner of Ontario Annual Report, 
2006-2007 (Reconciling Our Priorities), 50 
Bisphenol A 
ban, 81 
Climate Change Secretariat, 4629 
MacLeod, Hugh (associate deputy minister),2129 
Climatic changes, 1198, 3487, 4628-4629, 6079, 6997- 
6998 
government response, 6288 
Contaminated soil, 3879 
Cosmetic Pesticides Ban Act, 2008 (Bill 64) 
general discussion, 2523, 2643, 5281, 6488 
consultation with Ontario Pesticides Advisory 
Committee, 2523 
first reading, 1241 
ministerial statement, 1242-1243 
second reading, 1832-1836 
third reading, 2621-2624 
public consultation, 2622-2623 
Debates re answers to oral questions 
Toxics reduction 
participation, 8440 
Earth Hour, 566 
Energy 
renewable energy, 6184 
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Gerretsen, Hon. J. (LIB, Kingston and the Islands) 
(continued) 
Energy efficiency 
Leadership in Energy and Environmental Design 
(LEED) Green Building Rating System, 8960 
Environment industry, 6396 
Environmental assessment process, 3487 
Environmental Commissioner of Ontario, 9497 
Environmental industry, 1050 
government funding, 2623-2624 
Environmental programs 
International Carbon Action Partnership, 7290-7291 
Environmental protection, 482, 6396 
emissions and pollutants from energy-from-waste 
project in Durham region, 9697 
Environmental Protection Act, R.S.O. 1990, c.E.19 
Air Pollution - Local Air Quality, O. Reg. 419/05, 1974 
Environmental Protection Act (Greenhouse Gas 
Emissions Trading), 2009 (Bill 185) 
general discussion, 7031 
first reading, 6997 
ministerial statement, 6997-6998 
second reading, 7287-7294 
time allocation motion 
presented, 8955-8961 
third reading, 9023-9024 
Essar Steel Algoma Inc. 
pollution control equipment, 1974 
Fires 
Biedermann Packaging Inc., 24, 1254 
public inquiries, 2034 
FoodShare 
Putting Our Best Food Forward, 1198 
Government record 
Liberal (2003-2010) 
environmental protection, 50, 6287-6288, 8955-8956 
greenhouse gas emissions reduction, 7288-7289 
Grants, 4152 
Green economy, 5992 
Green Energy and Green Economy Act, 2009 (Bill 150) 
general discussion, 6184, 8956-8957 
Greenhouse gas emissions 
reduction, 4628-4629, 6079, 9077-9078 
cap and trade system (emissions trading), 7031-7032, 
7288-7292, 8956-8959 
Hazardous products 
reduction, 1254 
Lake Simcoe 
history, 2680 
protection, 136-137, 2680-2683, 4424, 6287 
consultation with aboriginal communities, 2682 
reduction of phosphorous discharge, 2681 
Lake Simcoe Protection Act, 2008 (Bill 99) 
general discussion, 4424 
first reading, 2617 
ministerial statement, 2617-2618 
second reading, 2680-2683 
public consultation, 2681 
third reading, 4337-4340 
Lake Simcoe protection plan, 2618, 2681 
Lake Simcoe science advisory committee, 2618 


Lake Simcoe stakeholder advisory committee, 2618, 2682 


Lake Simcoe watershed 
environmental protection, 557, 2617-2618 


Landfill sites 
site 41 (Tiny township) 
certificate of approval, 7768-7769, 9579 
Members/ministers quoting electronic mail messages 
Kasperski, Jan (Ontario College of Family Physicians), 
2622 
Suzuki, David (scientist, activist, broadcaster), 1836 
Members/ministers quoting magazine articles 
Canadian Geographical Journal, 2617 
Members/ministers quoting news media 
Canadian Press (CP), 7287-7288 
Members/ministers quoting reports 
Environmental Commissioner of Ontario Annual Report, 
2007-2008 (Getting to K(no)w), 3487 
Members/ministers quoting statements 
Anderson, Roger (regional chair, regional municipality of 
Durham), 2683 
Cement Association of Canada, 8959 
Dawson, Gavin (chair, Lawncare Commodity Group, 
Landscape Ontario), 1836 
Eisenberg, Robert (founding chair, Rescue Lake 
Simcoe Coalition), 2683 
Forman, Gideon (executive director, Canadian 
Association of Physicians for the Environment), 
1835 
Fucile, Wendy (president, Registered Nurses' 
Association of Ontario), 6288-6290 
Goodhand, Peter (chief executive officer, Canadian 
Cancer Society, Ontario division), 1835, 6488 
Granek, Fred (Ontario Centre for Environmental 
Technology Advancement), 6289 
Grinspun, Doris (executive director, Registered Nurses’ 
Association of Ontario), 1835 
Kasperski, Jan (chief executive officer, Ontario College 
of Family Physicians), 1835 
King, Andy (national health, safety and environment 
coordinator), 6288 
MacKenzie, Mark (president, Organic Landscape 
Alliance), 1836 
McKeown, David (medical officer of health, Toronto), 
1835 
Merson, Sari (Pesticide Free Ontario), 1835 
Miller, David (mayor, Toronto), 1835 . 
Miller, Gord (Environmental Commissioner of Ontario), 
50, 4629, 7293-7294 
Mitchell, Anne (executive director, Canadian Institute for 
Environmental Law and Policy), 1836 
Ontario College of Family Physicians, 1833 
Pearson, Don (general manager, Conservation Ontario), 
2683 
Reycraft, Doug (president, Association of Municipalities 
of Ontario), 1836 
Robinson, Peter (chief executive officer, David Suzuki 
Foundation), 1835 
Slaight, Annabel (co-founder, Ladies of the Lake), 2682 
Smith, Rick (executive director, Environmental 
Defence), 2682-2683, 6288 
Suzuki, David (scientist, activist, broadcaster), 5281, 
6488, 7294 
Toxics Reduction Scientific Expert Panel, 6288 
Uetrecht, Connie (executive director, Ontario Public 
Health Association), 1835 
Ministerial statements, presented 
Climate change, 4628-4629 
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Earth Day, 6196 
Earth Week, 1197-1198 
Environment industry, 1050, 6396 
Environmental protection, 2617-2618 
Greenhouse gas emissions, 6997-6998 
Lake Simcoe watershed, 557 
Pesticides, 1242-1243 
Toxics reduction, 5955-5956 
Waste Reduction Week, 3447 
World Water Day, 469-470 
Ministers redirecting oral questions, 3875, 3879 
Ministry of Economic Development and Trade 
Next Generation of Jobs Fund, 1050, 1198 
Ministry of the Environment, 4152 
community go green fund, 6079-6080 
project green, 1198 
National Pollutant Release Inventory, 6290 
Nuclear safety 
Chalk River Laboratories, 4803 
Opposition day motions, responded to 
Hospital services, 6407-6408 
Oral questions, responded to 
Air quality, 503, 1311, 1475, 1974, 7772 
Air-rail link, 7830 
Climate change, 566, 2129 
Composting, 5127 
Contaminated soil, 3879 
Drive Clean, 7032-7033 
Electricity supply, 7577-7578 
Environmental assessment, 2609-2610, 3186, 3487 
Environmental protection, 50, 482, 1470-1471, 3922- 
3923, 4152, 5992, 6184, 6488, 9497, 9697 
Fire in Hamilton, 24, 1254, 2031 
Food safety, 81 
Greenhouse gas emissions, 6079-6080, 7031-7032, 
9077-9078 
Hazardous waste, 4804 
Lake Simcoe, 136-137, 4424 
Nuclear safety, 4803 
Pesticides, 1310, 2165, 2523, 2606, 2643-2644, 4250- 
4251, 5281-5282 
Propane explosion, 2831-2832, 4245-4246 
Public transit, 7922 
Rail line construction, 8499 
Sewage sludge, 6493 
Sewage spill, 2238-2239, 2667 
Sewage treatment, 8070 
Tire disposal, 606-607, 8109 
Toxics reduction, 8349, 8497 
Transit services, 3875 
Waste disposal, 7768-7769, 8259-8260, 9579 
Waste diversion, 5780-5781 
Waste management, 5081, 5665-5666 
Water quality, 837-838, 995-996, 2087-2088, 6230- 
6231, 6807 
Water supply, 3924 
Pension Benefits Amendment Act, 2010 (Bill 236) 
second reading, 9712 
Pension plans 
reform, 9713 
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Pesticides/herbicides 
ban on use and sale of cosmetic pesticides, 1242-1243, 
1832-1836, 2606, 2643-2644, 5281, 6184, 6196, 
6488 
exemptions, 1243, 1310, 2622-2623 
regulations, 4250-4251 
Poverty Reduction Act, 2009 (Bill 152) 
second reading, 5259 
Private members’ public business 
Tire disposal 
responded to, 926-927 
Propane explosions 
Sunrise Propane 
air/water quality tests, 4245-4246 
site cleanup, 2831-2832 
Public education campaigns 
Earth Day, 6196 
Earth Week, 1197-1198 
Waste Reduction Week, 3447 
World Water Day, 469-470 
Quarries 
St. Marys Cement's proposal to develop quarry in 
Flamborough, 3922-3923 
Reports 
Moving Forward: A Greenhouse Gas Cap-and-Trade 
System for Ontario (Ministry of the Environment), 
7291 
Progress in a Climate of Change, A Review of Ontario's 
Climate Change Action Plan (Office of the 
Environmental Commissioner of Ontario), 4628- 
4629 
Toward a Zero Waste Future: Review of Ontario's 
Waste Diversion Act (Ministry of the Environment), 
4804 
School boards 
governance 
reform, 7415 
Sewage spills 
Ottawa River, 2087, 2238, 2667 
investigations, 2239 
Sibbald Provincial Park sewage lagoon, 8070 
Social housing 
retrofit, 7289 
Stewardship Ontario 
municipal hazardous or special waste program 
Do What You Can program, 4804 
Student Achievement and School Board Govemance Act, 
2009 (Bill 177) 
second reading, 7415 
Time allocation motions 
Environmental Protection Act (Greenhouse Gas 
Emissions Trading), 2009 (Bill 185) 
presented, 8955-8961 
Tire tax, 926-927 
Toxic substances 
reduction plan, 5955-5956, 5992, 6288-6290, 6292, 
6380-6381 
impact on food industry, 8349, 8440 
regulation and enforcement, 8497 
Toxics Reduction Act, 2009 (Bill 167) 
general discussion, 8497 
first reading, 5955 
ministerial statement, 5955-5956 
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second reading, 6287-6290, 6292, 6376-6377, 6380- 
6381 


Transit systems 
air-rail link between Union Station and Pearson airport, 
7830, 7922 
environmental assessment, 3186, 3875 
public consultation, 3875 
environmental assessment process, 2609-2610, 3487 
GO Transit 
Georgetown south service expansion, 7772, 8499 
United Nations Climate Change Conference 2009 
(Copenhagen), 9078 
United States 
American Clean Energy and Security Act, 2009, 8958 
cap and trade system (greenhouse gas emissions 
trading), 6997 
Clean Energy Jobs and American Power Act, 8958 
Massachusetts Toxics Use Reduction Act, 6376-6377 
Vehicle emission tests 
Drive Clean program, 7032-7033 
Waste Diversion Act, S.O. 2002, c.6, 3447 
Waste Diversion Ontario (WDO) 
electronic waste program, 606-607 
tire program, 607 
Waste management/programs, 3447, 5081 
cleanup of Pottersburg Creek PCB storage site, 1470- 
1471 
composting, 5127 
electronic/electrical waste, 926, 5665, 6287 
hazardous products, 926, 4804, 5665 
recycling 
blue box program, 3447 
tire recycling program, 926-927, 6287-6288, 8109 
fees, 8259-8260 
waste diversion, 3447, 6196, 6287 
Water quality 
acceptable levels of radioactive tritium in drinking water, 
6807 
Water quality tests, 837-838 
Water resources management, 3487 
Water supply 
protection, 470, 1833 
Colgan, 3924 
safety, 469 
source protection, 995 
impact on farmers, 6230-6231 
rural Ontario, 995-996 
Websites 
www.dowhatyoucan.ca, 5780 
Western Climate Initiative, 7291 
Woodstock and District Development Services 
Forests for Life, 1198 


Gravelle, Hon. M. (LIB, Thunder Bay—Superior North) 
Aboriginal-mining company relations, 1252 
Appointments 

Elman, Irwin (Provincial Advocate for Children and 
Youth), 2498 
Bankruptcies 
Buchanan Group of Companies, 8732-8733 
Grant Forest Products, 9640, 9692 
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Colleges of applied arts and technology (CAATs) 
Confederation College, 3088 
Conferences/seminars/symposiums 
Prospectors and Developers Association of Canada 
Conference, 5425 
Court cases/actions 
Platinex Inc. v. Kitchenuhmaykoosib Inninuwug First 
Nation, 7643 
Crossworks Manufacturing Ltd., 5994 
De Beers Canada 
diamond mine (Victor project), 412, 3184-3185 
impact benefit agreement, 412 
Diamond industry, 3185 
diamond-creating centre, 5994 
Economic development 
northern Ontario, 7771, 8650, 9269 
Employment-related benefits 
severance/termination payments 
Buchanan Group of Companies, 8351, 8500-8501, 
8732 
Employment Standards Amendment Act (Organ Donor 
Leave), 2009 (Bill 154) 
second reading, 5368-5369 
Forest industry, 9174 
government funding, 9639-9640, 9692 
layoffs, 8149 
northern Ontario, 8997 
sawmill closures 
Tembec sawmill (Smooth Rock Falls), 7828-7829 
Harmonized sales tax 
impact on northern Ontario, 8997 
Industry shutdowns 
Sysco Corp. closure of Sturgeon Falls warehouse, 8996- 
8997 
Investing in Ontario Act, 2008 (Bill 35) 
second reading, 1034 
Lac Seul First Nation 
all-season road, 3440-3441 
Legislative procedure 
division of time, 2193 
Lofthouse Brass Manufacturing Ltd., 1606 
Medical schools 
Northern Ontario School of Medicine, 3088 
Medical transplants 
organ and tissue donation, 5369 
Members/ministers quoting statements 
Beaucage, John (Grand Council Chief), 6490 
Clark, Garry (executive director, Ontario Prospectors 
Association), 5425, 6490 
Phillips, Randall (grand chief, Association of Iroquois 
and Allied Indians), 4026 
Toulouse, Angus (regional chief, Chiefs of Ontario), 
4026 
Mining Act, R.S.O. 1990, c.M.14, 2085, 2208, 5037-5038, 
5626, 6445-6446 
public consultation, 5626 
reform consultation, 2783, 4026, 4059 
Mining Amendment Act, 2009 (Bill 173) 
general discussion, 6490 
public consultation, 6490 
first reading, 6444 
ministerial statement, 6445-6446 
public consultation, 6445 
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(continued) 
second reading, 6523-6528, 6536, 6787, 6795, 6929- 
6930, 6933-6934 
third reading, 8051-8054 
public consultation, 8051 
Mining industry, 412, 505, 1253, 4473-4474, 5278, 5626, 
6445, 6524 
consultation with First Nations, 1253, 1422, 1574-1575, 
2085, 2208 
mining legislation and regulations, 6445-6446, 6525- 
6526, 6536, 6929, 6934 
map staking, 6446, 8053 
mine rehabilitation, 505, 3879 
mineral exploration and development, 6445-6446 
mining exploration permit given to Platinex Inc., 1252, 
1422 


provincial-aboriginal relations, 412 
regulations, 8052 
surface rights vs. mineral rights, 8054 
uranium exploration and mining, 5037 
Ministerial statements, presented 
Mining industry, 412, 5625-5626, 6445-6446 
Ministers redirecting oral questions, 614, 4059, 4648, 
6490, 6750 
Ministry of Northern Development and Mines 
northern Ontario heritage fund, 1715, 2519, 3440-3441, 
6751 
Municipal infrastructure 
government funding, 1034 
Neskantaga First Nation 
multi-use complex, 3441 
Northern Ontario 
occupational training, 3088 
Northern Ontario growth plan, 5278 
public consultation, 2091-2092, 5002 
Northern Ontario Heritage Fund Corporation (NOHFC), 80 
emerging technology program, 1715-1716 
northern Ontario entrepreneur program, 6946 
young entrepreneur program, 7641 
Ontario Northland Transportation Commission, 3735, 6392 
bus service reduction, 2997 
Oral questions, responded to 
Aboriginal affairs, 4026 
Aboriginal rights, 614, 1252, 1421-1422, 1574-1575, 
2085, 2207-2208, 7643-7644 
Bus transportation, 2997 
Contaminated soil, 3879 
Diamond industry, 5994 
Diamond mining, 3184-3185 
Forest industry, 8500-9501, 9640, 9692 
Labour dispute, 3376-3377, 3643, 3735 
Manufacturing and forestry sector jobs, 4858, 7828- 
7829, 8996-8997 
Mineral exploration and production, 5037-5038 
Mining industry, 505, 1252-1253, 1606, 4059, 4473- 
4474, 5425, 6490, 6945-6946, 9124, 9268, 9548- 
9549 
Natural resource industries, 9543 
Northern economy, 79-80, 654, 5278, 8149, 8650, 9269 
Northern Ontario, 3088 
Northern Ontario development, 2091-2092, 5002, 6751, 
7771 
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Northern Ontario heritage fund, 1715-1716, 2519, 3440- 
3441, 7641 
Ontario Northland Transportation Commission, 6392 
Public consultation, 2783 
Termination and severance payments, 8351 
Provincial-aboriginal relations, 1421-1422, 5425 
Public education campaigns 
organ and tissue donation, 5368 
Reports 
Northwestem Ontario: Preparing for Change (Robert 
Rosehart), 654, 6945-6946 
Summit meetings 
Think North Summit, 5002, 5278 
Vale Inco 
closure, 4473-4474 
Websites 
www.placestogrow.ca, 2091 
Xstrata PLC 
layoffs, 4858 
shutdown of copper and zinc operations at Kidd Met 
site, 9124, 9268, 9548-9549 
strikes, 3376 
use of Ontario Northland trains, 3643, 3735 


H 


Hampton, H. (NDP, Kenora—Rainy River) 
AbitibiBowater, 5120 
financial restructuring, 6085, 6692-6693, 6845-6846 
government funding, 3371 
job guarantee in return for government assistance, 3371- 
3372, 3728-3729 
layoffs, 3371 
pension plans, 9409 
sale of hydro dams, 4646, 5120 
shutdown, 2895 
Aboriginal rights, 334 
Administration of justice, 3728 
Animal Health Act, 2009 (Bill 204) 
second reading, 7978-7979, 7989-7993 
public consultation, 7989 
third reading, 9091-9094 
amendments, 9092-9093 
Annual reports 
Environmental Commissioner of Ontario Annual Report, 
2006-2007 (Reconciling Our Priorities), 49 
Apprenticeship training 
Dell Inc., 2236 
Automobile industry, 4145, 4245, 4816-4817 
auto investment plan, 4243-4244 
auto sector investment fund, 1881-1882, 4054-4055 
Chrysler Group LLC 
Dodge Challenger, 2484-2485 
emergency loans, 4517 
financial restructuring, 6692-6693 
government funding, 2484 
employment insurance claims, 4243 
Ford Motor Company of Canada 
government funding, 1967-1967 
layoffs, 1967 
General Motors of Canada Ltd., 4815-4816 
Beacon project, 1967, 2434-2435 
collective agreements, 2289 
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Hampton, H. (NDP, Kenora—Rainy River) (continued) 
emergency loans, 4517 
hybrid electric vehicles, 2387 
job guarantee in return for government assistance, 
2235-2236, 2288-2289, 2342-2343, 2388, 2434, 
2484-2485, 2516-2518, 2732, 3371, 4244-4245, 
4324, 5229 
layoffs, 1467-1468, 1819, 1881-1882, 1918-1919, 
1967, 2235, 2288-2290, 2387, 2434, 2484-2485, 
2955 
pension funds, 4103 
pension plan, 4146 
plant shutdown, 2235 
government funding, 4145, 4284-4285 
industry shutdowns, 4646 
job guarantee in return for government assistance, 
4054, 5229 
layoffs, 2025-2026, 2516-2517, 3959, 4054-4055, 4145, 
4243-4244, 4284-4285 
Ontario automotive strategy fund, 3636 
short-term credit financing plan, 4645-4646 
Automobile parts industry, 4816-4817 
job guarantee in return for government assistance, 3636 
short-term loans, 3635, 3824-3826, 3960 
Automotive Parts Manufacturers’ Association of Canada 
short-term loans, 3679-3680, 3729 
Bankruptcies 
Buchanan Group of Companies, 8732 
Bombardier Inc., 376 
Border crossings 
Detroit River International Crossing Study (Windsor- 
Essex Parkway), 1603-1604 
GreenLink Windsor, 1603-1604 
British Columbia 
recovery of tobacco-related health care costs from 
manufacturers of tobacco products, 5416 
Budget, 520 
Budget Measures Act, 2009 (Bill 162) 
time allocation motion 
responded to, 6159-6160 
Building codes, 5333 
Bus transportation 
northern Ontario 
cancellation of services by Greyhound Canada, 7280, 
7480, 8308, 8546-8547 
Buses 
GO Transit buses, 475 
Buy Ontario policy, 5709, 7726, 8209 
C. difficile outbreaks, 2085 
Canadian Mass Transit Vehicles Act, 2008 (Bill 31) 
general discussion, 332, 375, 377 
Capital cost allowance (CCA), 767 
Capital tax 
elimination, 3393 
reduction, 332, 766, 1469, 2731, 2955 
Capital works projects 
government funding 
reduction, 4616 
Child care, 521, 2202-2203 
federal government funding, 2203 
government funding, 992 
not-for-profit, 2203 
Quebec, 2202-2203 
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Child poverty, 687-688, 3847-3848, 4380, 4417-4418, 
4467 
Child protection, 4995 
Children in care 
death, 4940-4941, 4995 
Children's aid societies (CASs) 
District of Rainy River 
government funding, 7775, 8217-8218, 8522-8523 
government funding, 8528-8529 
Tikinagan Child and Family Services 
government funding, 7775 
Children's mental health care 
government funding, 9441-9442 
Children's services 
government funding 
Rainy River, 7731 
Companies 
government funding 
guarantees, 5275-5276 
Conciliation/mediation, 4721-4722 
Consumer protection 
energy contracts, 9307 
Consumer spending, 4323-4324 
Coroner inquests 
Casa Verde nursing home (North York), 1763 
Corporate tax reduction, 5710, 6159 
Correctional centres 
Don jail, 5119 
Court cases/actions 
Platinex Inc. v. Kitchenuhmaykoosib Inninuwug First 
Nation, 86, 951-952, 7788 
Court security 
costs, 3768 
Crime 
gun-related crime, 3678, 3728 
Criminal charges, 4574 
Dead animal disposal, 5617 
Demonstrations 
aboriginal groups (Queen's Park), 2122 
Dental care, 3435, 3483, 3497, 4104, 4466 
Schabler, Ken case, 5427-5428 
Domtar Inc. 
layoffs, 293 
shutdown, 3872 
Driver education/training 
collision rates for drivers who enrolled in the beginner 
driver education program, 193 
Driving instructors, 193 
Drug-related crime, 7910 
Economic conditions, 3392, 3483 
international, 3434, 3497 
Economic decline, 1364, 1469, 1510, 1566, 4323 
Economic growth, 738, 1550 
five-point economic plan, 3269-3270, 3434, 3497, 4518 
Economic statement, 3434 
22 October 2008, 3635-3636, 4616 
eHealth Ontario 
consultants, 7711 
expenditures 
disclosure, 7713-7714 
Kramer, Sarah (former CEO), 7712 
compensation/severance payments, 7611 
review by PricewaterhouseCoopers, 7712 
Electricity policy, 3392 


SPEAKER INDEX / INDEX DES INTERVENANTS 


Hampton, H. (NDP, Kenora—Rainy River) (continued) 
Electricity rates, 5332 
increase, 3318 
industrial rates, 21, 167-168, 232-233, 294, 766-767, 
3270, 3392-3394, 3872-3873, 4055, 4646-4647 
Germany, 3392-3393 
increase, 21, 2485 
reduction, 49 
Sweden, 3393 
Employment creation, 739, 2663-2664, 4285, 5229 
Employment insurance benefits 
Ontario workers, 2893-2895, 3083-3084 
Employment-related benefits 
severance/termination payments, 1711, 1725 
Buchanan Group of Companies, 8351, 8500, 8732, 
9648 
Employment standards 
notice of termination, 1725 
Employment Standards Amendment Act, 2008 (Bill 71) 
first reading, 1725 
Employment Standards Amendment Act (Wage Security), 
2007 (Bill 6) 
general discussion, 129-130 
Energy 
nuclear energy, 3318, 4521, 4997, 5333-5334 
renewable energy, 3872 
renewable energy projects 
domestic content requirements, 4996-4997 
60% Ontario content, 5990 
wind farms, 3372 
Energy Consumer Protection Act, 2010 (Bill 235) 
second reading, 9307 
Energy efficiency, 5333-5334 
Environmental Protection Act (Greenhouse Gas 
Emissions Trading), 2009 (Bill 185) 
second reading, 7323 
Farmers, 1414 
Farms/farmland 
use of sewage sludge, 6493 
impact on health, 6493 
Fatalities 
Baker, Wally (nursing home resident), 1763 
Coxon, Florence (nursing home resident), 1602, 1763 
Dupont, Lori (murder victim), 9097 
Sidhu, Harnek Singh (patient, Brampton Civic Hospital), 
73-74 
Zaveda, Bailey (shooting victim), 3678 
Federal government 
apology to aboriginal peoples, 2488 
transfer payments 
equalization program, 1567-1568, 3083, 3269 
online petition, 3269-3270 
Federal-provincial agreements/programs 
Canada-Ontario affordable housing program 
agreement, 1659-1660 
Canada-Ontario labour market development agreement, 
333 
Fibratech Manufacturing Inc. 
provincial grants and loan guarantees, 1969 
Food banks 
usage, 4380 
Food safety, 5617 
Forest companies 
wood allocation rights, 49 
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Forest industry, 766, 3392, 6084 
government funding, 232, 739 
layoffs, 20-21, 49, 232, 294, 2388, 2435, 3269, 4055 
sawmill closures, 4055, 7323 
Full Day Early Leaming Statute Law Amendment Act, 
2010 (Bill 242) 
second reading, 9441-9442, 9615, 9619, 9622-9625 
GenFast Manufacturing Co. 
shutdown, 1711 
Germany 
electricity rates, 88 
Good Govemment Act, 2009 (Bill 212) 
time allocation motion 
public consultation, 8561 
responded to, 8560-8561 
Government accountability, 7610 
Government expenditures, 608-609 
restraint measures, 4283, 4416-4418 
Government notice of motions 
Legislative reform 
responded to, 1325-1328 
Government orders 
Ontario economy 
responded to, 3391-3394 
Government record 
Liberal (2003-2010), 2485 
accountability, 7610-7611 
NDP (1990-1995), 3372 
Greater Toronto and Hamilton Area Transit 
Implementation Act, 2009 (Bill 163) 
second reading, 5774-5775 
Green Energy and Green Economy Act, 2009 (Bill 150) 
general discussion, 5229 
second reading, 5332-5334, 5336 
Green technology, 3372 
Harmonized sales tax 
economic impact, 6159-6160, 7522 
impact on aboriginal peoples, 9651 
impact on employment, 8209 
Health care workers 
layoffs, 4417 
Joseph Brant Memorial Hospital, 4417 
Highway improvement 
Highway 404 extension, 49 
Home care 
Commisso, Alessia's. case, 1511-1512 
competitive bidding, 233 
Home care workers 
layoffs, 233 
Home energy audits, 5334 
Hospital construction 
alternative financing and procurement (AFP), 4381 
Brampton Civic Hospital, 73-74, 4573 
government funding 
North Bay, 4381 
private-public partnerships 
Bluewater Health, 4573-4574 
North Bay Regional Health Centre, 4573-4574 
Hospital funding 
government funding, 4381, 4417 
Hospital redevelopment 
Cornwall Community Hospital 
hiring local workers, 8291 
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Hampton, H. (NDP, Kenora—Rainy River) (continued) 
Hospital services 
Brampton Civic Hospital, 73, 130-131 
reduction, 4381 
Hospitals 
Brampton Civic Hospital, 168 
complaints against, 2086 
oversight by Ombudsman, 2085-2086 
Royal Ottawa Hospital 
lease of space to private clinic, 169 
Housing 
affordable, 609, 1659-1660, 3435 
shortage, 90 
Human rights, 948 
Imprisonment 
aboriginal protesters, 523, 614, 744, 1252, 1305-1306, 
1665, 2084, 2122, 2158-2159, 2488 
release of Cecilia Begg, 768 
Income 
decline in median income, 1658-1659 
Income groups 
low, 3484 
Industry shutdowns, 21, 5334 
Canac Kitchens Ltd., 2157-2158 
Gencor Foods Inc., 648 
Weyerhaeuser Company Ltd., 294 
International trade agreements 
North American Free Trade Agreement (NAFTA), 463 
Interprovincial Policing Act, 2009 (Bill 203) 
second reading, 7905, 7908-7912 
third reading, 9110-9111 
Job protection commissioner, 294, 3270 
John Deere 
shutdown, 2664 
Jury rolls 
aboriginal representation, 2668 
Kindergarten 
full-day, 9441-9442, 9616, 9625 
impact on daycare centres, 9615, 9623 
program cost, 9623 
site selection process, 9622 
Koolatron 
provincial loan guarantees, 1969 
Labour mobility, 8295-8297, 8299 
Labour Relations Amendment Act (Certification), 2008 
(Bill 65) 
first reading, 1302 
Layoffs, 2664, 3083, 3391, 3484, 3729, 4284, 5276 
Campbell Soup Company, 1468 
Canwest Global Communications Corp., 4323 
CTV Inc., 4323 
Dell Inc., 1364, 1468, 2236, 2954-2955 
Legislative process, 1325 
family friendly reforms 
oral questions, 1325-1327, 1365 
Liberal Party (federal) 
platforms, 2893-2894 
employment insurance, 3083-3084 
Linamar Corp. 
provincial grants, 1968 
Livestock 
disease prevention and control, 7978-7979 
regulation and enforcement, 7778-7779 
traceability systems, 7990-7992, 9091-9092 
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Long-term-care facilities 
personal care, 1602-1603 
standard of care, 1763 
Magna International Inc. 
layoffs, 4285, 4323-4324, 6337 
Manitoba 
forest industry, 3392 
manufacturing industry, 2665, 2731 
manufacturing investment tax credit, 3393 
Manufacturing industry, 2665 
employment, 418, 2954-2955 
government funding, 1968 
Hamilton, 333 
Windsor, 333 
jobs plan, 648, 767, 2731-2732, 3434, 4285, 4324, 
4518, 4616, 5182, 5229-5230 
layoffs, 20-21, 87-89, 167, 290, 292-293, 1510-1511, 
1568, 1815, 1968, 2730-2732, 2895, 2954-2955, 
3269-3270, 3317, 3372, 3434, 3497, 3635, 3959- 
3960, 4616, 6337-6338 
government response, 1762, 5708 
unemployment, 331-333, 375-377, 475, 522, 648, 738- 
739, 766-767, 1510, 1658, 2157-2158, 4816 
London, 375 
Windsor, 417 
Members'/ministers' personal narratives, 3843, 5414 
Members/ministers quoting books 
The Ontario Legislature: A Political Analysis (Graham 
White), 1325-1326 
Members/ministers quoting committee submissions 
National Farmers Union, 9093 
Members/ministers quoting letters 
Beardy, Stan (grand chief, Nishnawbe-Aski Nation), 419 
Ontario Association of Children's Aid Societies, 7731 
Rath, Randy (press gallery president), 1326 
Members/ministers quoting newspaper articles 
Hamilton Spectator, 2085 
Toronto Star, 3434, 4691 
Winnipeg Free Press, 1815 
Members/ministers quoting press releases 
Kitchenuhmaykoosib Inninuwug First Nation, 479 
Members/ministers quoting reports 
A Failing Grade: Ontano's Treatment of Post-Secondary 
Education Is Falling Behind Its Global Competitors 
(Ontario Confederation of University Faculty 
Associations), 4719 
Northwestem Ontario: Preparing for Change (Robert 
Rosehart), 476 
Office of the Auditor General of Ontario Annual Report 
(2007), 194 
RBC Economics Provincial Outlook, 738-740 
The Road Ahead: Poverty Reduction in Ontario 
(Campaign 2000), 688 
Members/ministers quoting statements 
Atlookan, Sol (chief, Matawa First Nation), 6936 
Beardy, Stan (grand chief, Nishnawbe-Aski Nation), 
378, 744, 6936 
Burton, Rob (mayor, Oakville), 4145 
Canadian Environmental Law Association, 6544 
Cole, Dave (Center for Automotive Research), 4816 
Coxon, Bill (son, Florence Coxon, nursing home 
resident), 1603 
Elman, Irwin (Provincial Advocate for Children and 
Youth), 4942, 4995-4996 
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Hampton, H. (NDP, Kenora—Rainy River) (continued) Mining industry 
Francis, Eddie (mayor, Windsor), 4645-4646 consultation with First Nations, 50, 614, 653, 744, 827, 
MacPherson, James (justice, Ontario Court of Appeal), 1305-1306, 1421-1422, 1574, 1973-1974, 2084, 
2159 2122, 2488, 7786-7788, 9274 
Marin, André (Ombudsman of Ontario), 2085 compensation for Kitchenuhmaykoosib Inninuwug 
Matawa First Nations tribal council chiefs, 1421-1422 First Nation, 136 
Myers, Jason (president, Canadian Manufacturers and mining legislation and regulations, 6796, 6930, 6933, 


Exporters Association), 3679 
Ontario Energy Board, 3318 


6935-6936 
Neskantaga First Nation, 2026-2027 


Osman, Hamid (president, York Federation of joint panel, 1306-1307 

Students), 4691 mining exploration permit given to Platinex Inc., 136, 
Pearson, Reg (mediator, York University strike), 4691, 479, 614, 1252, 1305-1306 

4747 northern table discussions between government and 


Richards, Robert (president and CEO, William Osler Nishnawbe-Aski Nation, 419, 479, 744 


Health Centre), 73 
Shrybman, Steven (lawyer), 8297 


provincial-aboriginal relations, 378, 479, 523 
uranium exploration and mining 


Timmins Chamber of Commerce, 167-168 Elliott Lake, 5336 
White, Graham (professor, department of political Minister of International Trade and Investment, 2663-2664 
science, University of Toronto), 1365 Ministerial statements, responded to 


Members'/ministers' remarks 
Liberal (1934-1937) 


Agri-food industry, 1414 
Animal health, 7778-7779 


Croll, David (Windsor—Walkerville) Economic outlook and fiscal review, 290, 3497-3498 


as Minister of Labour, 2516 
Liberal (1995-2003) 


Metis Nation, 827828 
Ministry of Citizenship and Immigration 


Duncan, Dwight (Windsor—Walkerville), 3767 grants to community organizations, 7610 
McGuinty, Dalton (Ottawa South) Ministry of Economic Development and Trade 

as Leader of the Opposition, 4995 advanced manufacturing investment strategy (AMIS) 
Pupatello, Sandra (Windsor West), 4284 program, 332, 3825, 4145 


Liberal (2003-2010) 


Ministry of Health and Long-Term Care 


Bentley, Christopher (London West) inspection and enforcement, 194 


as Attorney General, 1665 
Bryant, Michael (St. Paul's) 


Ministry of Health Promotion 
Focus community program, 4330-4331 


as Attorney General, 3678-3679, 3728 Ministry of Municipal Affairs and Housing 
Duncan, Dwight (Windsor-Tecumseh) rental opportunity for Ontario families (ROOF), 1660 
as Minister of Finance/Chair of Management Board Ministry of Natural Resources 
of Cabinet, 5228 forest sector prosperity fund (FSPF), 5119-5120, 6085 
McGuinty, Dalton (Ottawa South) loan guarantee program (LGP), 5120 
as Ontario Premier, 891, 1567, 2342, 3084, 3728, Ministry of Northern Development and Mines 
4244, 4942 northern Ontario heritage fund, 2519 
Pupatello, Sandra (Windsor West) Ministry of Training, Colleges and Universities 
as Minister of Economic Development and Trade, Employment Ontario 
1918 Ontario skills development program, 2435, 2731 


withdrawn, 419, 2440 
Members'/ministers' salaries 
increase, 609, 4284-4285 

Members' statements 
AbitibiBowater, 6692-6693 
Aboriginal affairs, 9274 
Bus transportation, 7280 


second career strategy, 2435, 3270, 3393, 3435, 3497, 
3569-3570, 3729, 9172-9175 
advertising, 3636-3637 
skills to jobs action plan, 522 
Multibrid GmbH, 3961 
Municipal infrastructure 
government funding, 521 


Children's aid societies, 7775, 8217-8218 National child benefit supplement (NCBS) 


Forest industry, 6084-6085 
Taxation, 9651 

Minimum wage, 3483, 3570 
increase, 89, 609, 991, 4466 
$10 an hour, 608-610 
$10.25 an hour, 3435 


clawback, 608-609, 649, 687-688 
NDP documents/plans 
economic stimulus plan, 3317 
job stimulus plan, 331 
NDP (federal) 
platforms, 2893-2894 


Mining Act, R.S.O. 1990, c.M.14, 136, 2084 Nortel 
section 35, 2122, 2158-2159, 2488 pension plans 

Mining Amendment Act, 2009 (Bill 173) transfers on wind up, 8885-8886 
second reading, 6796, 6930, 6933, 6935-6936 North American Charters 


time allocation motion 
responded to, 7786-7788 


provincial grants and loan guarantees, 1969 
Northern Ontario growth plan 

public consultation, 2091 
Nuclear generating stations, 2485 
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Hampton, H. (NDP, Kenora—Rainy River) (continued) 
Nuclear safety, 4521 
Nurses 
hiring, 830 
layoffs 
Rouge Valley Health System, 830-831 
Occupational Health and Safety Amendment Act 
(Violence and Harassment in the Workplace), 2009 
(Bill 168) 
time allocation motion 
responded to, 9097 
Ontario child benefit (OCB), 687-689, 992, 3435, 3483, 
3497, 3570, 4466 
Ontario Labour Mobility Act, 2009 (Bill 175) 
second reading, 8292, 8295-8297, 8299, 8814-8815 
Ontario Power Authority (OPA) 
integrated power system plan (IPSP), 49-50, 3318 
Ontario Power Generation fossil-fuel generating stations 
closure, 86-87 
Ontario Power Generation nuclear generating stations 
Darlington nuclear generating station 
withdrawal of Westinghouse Electric Co. from bidding 
to build new reactors, 4288 
Pickering nuclear generating station 
rebuilding of Pickering B, 3871-3872 
Ontario Provincial Police (OPP) 
disciplinary hearing against Alison Jevons and Ken 
MacDonald, 3918-3920 
Ontario Superior Court of Justice rulings 
Justice Patrick Smith's rulings, 334 
Ontario Works program, 3767-3768 
Ontario Works program benefits 
back-to-school allowance, 649 
temporary care assistance (TCA), 3847-3849 
winter clothing allowance, 649 
Opposition day motions, presented 
Child care, 3847-3849 | 
Workplace Safety and Insurance Board, 1932-1934 
Opposition day motions, responded to 
Electronic health information, 7711-7713 
Oral questions, presented 
Aboriginal affairs, 744, 768 
Aboriginal rights, 136, 334, 378, 419, 479, 523, 614, 
653, 951-952, 1252, 1305-1307, 1421-1422, 1574, 
1665, 1973-1974, 2026-2027, 2084-2085, 2122, 
2158-2159, 2488 
Affordable housing, 1659-1660 
Alcohol and drug treatment, 4330-4331 
Automobile industry, 1467-1468, 1918-1920, 1967- 
1968, 2025-2026, 2235, 2288-2290, 2342-2343, 
2387-2388, 2434-2435, 2484-2485, 2516-2518, 
4054-4055, 4145, 4243-4245, 4284-4285, 4517, 
4645-4646, 4815-4817 
Bus transportation, 7480, 8308, 8546-8547 
Child care, 2202-2203 
Child poverty, 687-688 
Child protection, 4940-4942, 4995-4996 
Children's services, 7731 
Consumer protection, 2203-2204 
Deadstock industry, 5617 
Dental care, 5427-5428 
Domestic violence, 831-832, 891-892 
Don jail, 5119 
Driver education, 193 
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Electricity supply, 3871-3872 

Employee wage protection, 129-130 

Employment, 738-740 

Employment supports, 4283-4284, 4517-4518, 4616, 
7964 


Environmental protection, 49-50 

Federal Liberal election promises, 2893-2895 

Federal-provincial fiscal policies, 3083-3084, 3269 

Forest industry, 4055-4056, 4646-4647, 5119-5120, 
6845-6846, 8500, 8732 

Government services, 4416-4418 

Green power generation, 4996-4997 

Health care, 168-169 

Home care, 233, 1511-1512 

Hospital funding, 73-74, 130-131, 4381, 4573-4574 

Human rights, 990-991 

Hydro rates, 2485, 3318 

Infectious disease control, 2085-2086 

Injured workers, 1419 

International trade, 891, 950-951 

Job creation, 8209 

Jury selection, 2668 

Justice system, 4574-4575 - 

Legislative reform, 1365 

Long-term care, 1602-1603, 1763 

Low-income Ontarians, 608-610 

Manufacturing and forestry sector jobs, 232-233, 3317, 
3371-3372 

Manufacturing jobs, 20, 167-168, 292-294, 331-332, 
375-377, 417-418, 475-476, 521-522, 648, 766- 
767, 1510-1511, 1815-1816, 1819, 1881-1882, 
1968-1969, 2157-2158, 2663-2665, 2730-2732, 
2954-2955, 3269-3270, 3372, 3434, 3635-3636, 
3679-3680, 3728-3729, 3824-3826, 3872-3873, 
3959-3961, 5182-5183, 5229-5230, 5275-5277, 
6337-6338 

Manufacturing sector, 48-49 

Municipal finances, 3767-3768 

National child benefit supplement, 648-649 

Northern Ontario development, 2091 

Northern Ontario heritage fund, 2519 

Nuclear energy, 4288 

Nuclear safety, 4521 

Nurses, 830-831 

Ontario budget, 520-521 

Ontario economy, 21, 1364-1365, 1468-1469, 1566- 
1568, 1658-1659, 4323-4324, 5228-5229 

OPP disciplinary hearing, 3918-3920 

Pension plans, 4103, 4145-4146, 9409 

Plant closures, 1711, 1762 

Poverty, 991-992, 3435, 3482-3484, 3570, 4104, 4380, 
4465-4467 

Prescription drugs, 194 

Propane explosion, 2733 

Provincial purchasing policy, 5989-5990 

Sewage sludge, 6493 

Skills training, 2236, 2388-2389, 2435-2436, 3569- 
3570, 3636-3637, 9174-9175 

Social assistance, 4616-4617 

Termination and severance payments, 8351, 9648 

Trade agreement, 7726 

Transportation policy, 476 

University labour disputes, 4690-4692, 4746-4748, 
4777-4778, 4801-4803 
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Violent crime, 3678-3679, 3728 
Windsor border crossing, 1603-1604 
Windsor economy, 417 
Workers’ compensation, 1418 
Payday loans 
interest rate limit of 35%, 2203 
interest rates, 2204 
Payday Loans Act, 2008 (Bill 48) 
general discussion, 2203-2204 
Pension plans, 4103, 4146 
Permits 
waste disposal permit, 6493 
Petitions 
Aboriginal rights, 746, 1889 
Contaminated property, 340 
Focus Community program, 4588 
Hospital funding, 482-483, 747 
Petroleum prices, 3391 
Pharmacies 
pharmacy claims exceeding Formulary prices, 194 
Plea bargaining, 3728 
Police services 
cross-border policing, 7905, 7908-7912, 9110-9111 
Post-secondary education, 3393 
Reaching Higher: The McGuinty Government Plan for 
Postsecondary Education, 4324 
Poverty, 21, 521, 3435, 3482-3484, 3497-3498, 3570, 
4104, 4323, 4465-4467 
Poverty reduction strategy, 687, 1816, 3482-3483, 3570, 
4104, 4465-4466 
Premier's salary increase, 4416-4418 
Premier's travel 
China, 3372 
Private members’ public business 
Canadian Mass Transit Vehicles Act, 2008 (Bill 31) 
second reading, 464 
Children's aid societies 
presented, 8522-8523, 8528-8529 
Labour Relations Amendment Act (Certification), 2008 
(Bill 65) 
second reading, 1549-1551, 1556-1557 
Pension Benefits Amendment Act (Transfers on Wind 
Up), 2009 (Bill 213) 
second reading, 8885-8886 
Propane explosions 
Sunrise Propane, 2733 
Provincial-aboriginal agreements 
Metis Nation of Ontario, 827 
Provincial-aboriginal relations, 86, 334, 1665, 2122 
Provincial Advocate for Children and Youth, 4995-4996 
access to information, 4941-4942 
Provincial-municipal partnerships 
provincial-municipal fiscal and service delivery review, 
3767-3768 
Public inquiries 
death of Harnek Singh Sidhu at Brampton Civic 
Hospital, 73-74 
Public Sector Expenses Review Act, 2009 (Bill 201) 
second reading, 7610-7613 
Public service 
salaries above $100,000, 610 
Quebec 
budget, 739 


child poverty, 687 
green technology, 3372 
manufacturing industry 
layoffs, 88 
manufacturing investment tax credit, 767 
60% content rule on renewable energy projects, 5990 
60% of transit vehicles to be manufactured in Quebec, 
5230 
subway rolling stock, 463 
use of wind power, 3960 
workforce investment tax credit, 48 
Remembrance Day, 3843 
Reports 
The Cost of Poverty: An Analysis of the Economic Cost 
of Poverty in Ontario (Ontario Association of Food 
Banks), 4104 
A Fine Balance - Safe Pensions - Affordable Plans - 
Fair Rules (Report of the Expert Commission on 
Pensions), 8885-8886 
Greater Trouble in Greater Toronto: Child Poverty in the 
GTA, 4380 
Ontario Hunger Report 2008: The Leading Edge of the 
Storm (Ontario Association of Food Banks), 4380 
OnTrace Agri-Food Traceability (Ontario): Audit 
Findings Report to the Board of Directors (KPMG), 
9091-9092 
The Road Ahead: Poverty Reduction in Ontario 
(Campaign 2000), 687 
The Role of Good Jobs in Ontario's Poverty Reduction 
Strategy (Campaign 2000), 1816 
Saskatchewan 
worker shortage, 2894 
Skyjack Inc. 
layoffs, 1968 
Smoke-Free Ontario Amendment Act (Cigarillos), 2008 
(Bill 124) 
general discussion, 5415 
Smoking, 5414, 5416-5418 
Smuggling, 5416 | 
Social assistance benefits, 3435, 3570, 4617 
increase, 4617 
Speaker 
election (28 November 2007) 
congratulatory remarks, 20 
Supply Act, 2009 (Bill 161) 
second reading, 5708-5710 
Supreme Court of Canada rulings 
Askov decision, 4574-4575 
Tax credits 
manufacturing investment tax credit, 332-333, 648, 739, 
766, 1469, 1816, 2732, 3826 
Technical Standards and Safety Authority (TSSA) 
governance model, 8490-8491 
Technical Standards and Safety Statute Law Amendment 
Act, 2009 (Bill 187) 
second reading, 8490-8491 
Throne speech debate 
participation, 85-90 
Tibet 
anti-Chinese protests, 950, 991 
human rights, 891 
Time allocation motions 
Budget Measures Act, 2009 (Bill 162) 
responded to, 6159-6160 


SPEAKER INDEX / INDEX DES INTERVENANTS 


Hampton, H. (NDP, Kenora-Rainy River) (continued) 
Good Government Act, 2009 (Bill 212) 
responded to, 8560-8561 
Mining Amendment Act, 2009 (Bill 173) 
responded to, 7786-7788 
Occupational Health and Safety Amendment Act 
(Violence and Harassment in the Workplace), 2009 
(Bill 168) 
responded to, 9097 
Tobacco Damages and Health Care Costs Recovery Act, 
2009 (Bill 155) 
second reading, 5414-5418 
Tobacco products 
illegal sale, 5416-5418, 7910 
Tobacco products manufacturers 
recovery of tobacco-related health care costs from 
manufacturers, 5416-5417 
Tobacco-related diseases, 5415-5416 
Tobacco tax, 5417 
Toronto Police Service 
drug squad 
criminal charges, 4574-4575 
Toronto Public Transit Service Resumption Act, 2008 (Bill 
66) 
second reading, 1404-1405 
Toronto Transit Commission (TTC) 
designation as essential service, 1404 
strike 
resumption of service, 1404-1405 
Tourism industry, 4324 
Toxic substances 
reduction plan 
impact on forest industry, 6544-6545 
impact on industry, 6542-6543 
Toxics Reduction Act, 2009 (Bill 167) 
second reading, 6542-6546 
Trade missions 
China, 891, 947, 950-951 
Transit systems, 5774-5775 
82% Ontario content in manufacture of transit vehicles, 
5989 
50% Ontario content in transit vehicles purchased in 
Ontario, 5989 
manufacture of transit vehicles in Ontario, 5182-5183 
purchase of mass transit vehicles, 333, 376 
made in Ontario, 417-418, 475-476, 521, 2732, 3270, 
3825-3826 
25% Ontario content in transit vehicles purchased in 
Ontario, 5989 
Tributes 
MacDonald, Donald (former member, York South), 1729- 
1730 
Unemployment, 1364, 3497, 4324, 4517-4518, 5229, 
8814-8815 
Unemployment rate, 1815 
Union certification 
card-based certification, 1550 
construction industry, 1557 
representation vote not required if there are more than 
55% union members, 1302 
United Nations (UN) 
Universal Declaration of Human Rights, 4616-4617 
United States 
automobile industry, 4517 


Buy American policy, 463, 5709, 5989 
energy efficiency standards for buildings 
California, 87 
recovery of tobacco-related health care costs from 
manufacturers of tobacco products, 5416 
Universities/colleges 
collective bargaining, 4690-4691, 4778 
government funding, 3318, 4324, 4691-4692, 4715- 
4716, 4802 
Lakehead University 
nursing program, 831 
University of Toronto 
collective bargaining, 4778 
York University 
collective bargaining, 4717-4722, 4746-4748 
contract teachers, 4715-4720, 4801-4802 
strike, 4715-4722 
U.S. Steel Canada, 5277 
guarantee in return for government assistance, 5276- 
S271, 
Victims of domestic violence 
Mowatt, Noellee, 831-832 
imprisonment, 892 
Violence 
gun violence, 3678, 3728 
Waste management/programs 
nuclear/radioactive waste, 4521 
Wind turbines, 3960-3961 
Workers 
job retraining, 290, 292-293, 1815 
training, 7964 
Workers’ compensation benefits 
coverage for construction workers, 3803-3806 
excluded workers, 3803-3805 
Workers’ rights 
right to belong to a union, 1550-1551 
Workplace harassment/violence, 9097 
Workplace Safety and Insurance Amendment Act, 2008 
(Bill 119) 
second reading, 3803-3806 
Workplace Safety and Insurance Board (WSIB), 3803- 
3806 
coverage, 1418-1419 
experience rating system, 1419, 1933-1934 
York University Labour Disputes Resolution Act, 2009 
(Bill 145) 
second reading, 4715-4723 


Hardeman, E. (PC, Oxford) 
Aboriginal land claims 
Caledonia, 5498-5499 
interference with operation of Ontario Provincial 
Police, 5499 
safety of Ontario Provincial Police officers, 5499 
trespassing of Ontario Provincial Police officers, 5499 
Agencies/boards/commissions/etc. 
expenditures 
review by Integrity Commissioner, 7562 
Agricultural industry, 5190 
government funding, 7773-7774, 9370 
Agriculture and Agri-Food Canada 
cull breeding swine program 
processing pigs for food banks, 2436 
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Amateur sports programs 
criminal record checks, 6874-6875 
Animal Health Act, 2009 (Bill 204) 
second reading, 7980-7990, 7996, 7999, 8004, 8236- 
8237, 8241 
public consultation, 7990, 8236-8237 
third reading, 9088-9091 
amendments, 9089-9091 
public consultation, 9088-9089 
Animal protection, 2101 
working dogs, 1810 
Animal protection organizations 
use of term humane society restricted 
impact on Toronto Humane Society, 2101-2102 
Appreciation 
paramedics, 7245 
Awards 
Woodstock Business Awards of Excellence, 1459 
Baldwin Act, S.C. 1849, c.81, 5298 
Blind/visually-impaired persons 
access to books in suitable formats, 9567-9568 
Budget 
pre-budget consultations, 4259-4260 
Budget Measures and Interim Appropriation Act, 2008 
(Bill 44) 
third reading, 1899 
Budget surplus 
transfer of funds to municipalities for infrastructure 
projects, 965, 968, 972, 975-979, 1021-1022 
Building codes 
revision, 2173-2174 
Canadian Blood Services 
blood donation, 3929 
blood supply, 3929 
Canadian National Institute for the Blind (CNIB), 9567 
Carbon monoxide, 5855-5856 


Carbon monoxide detectors, 4627-4628, 4655-4657, 6890 


maintenance, 5861 
requirement to install carbon monoxide detectors in all 
residential buildings, 5854-5856, 5861 
Carbon monoxide poisoning, 5855-5856 
Chicken Farmers of Ontario, 3686, 8262-8263 
Committee procedure, 3956 
Committees 
Select Committee on Municipal Governance, 5297 
Compensation 
York University students, 4787 
Cosmetic Pesticides Ban Act, 2008 (Bill 64) 
general discussion 
public consultation in rural Ontario, 2300 
second reading, 1960, 2018 
Court security, 4127 
Dairy Farmers of Ontario 
elementary school milk program, 3245-3246 
Dead animal disposal, 5234, 5515 
government funding, 5623 
on-farm disposal, 5515 
Driver licences 
graduated licences 
restriction from carrying more than one passenger 
aged 19 and under, 4154 
Economic growth 
five-point economic plan, 3736 
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Egg Farmers of Ontario, 9126 
Electoral constituencies 
boundaries, 3553 
renaming of Chatham—Kent-Essex to 
Chatham—Kent-Leamington, 3553-3554 
Electricity rates 
increase, 5359-5360 
Emergency Volunteers Protection Act, 1998 (Bill 75), 
6858-6859 
Energy 
renewable energy 
cost, 6820-6821 
renewable energy projects 
use of agricultural land, 6822 
Environmental Protection Act (Greenhouse Gas 
Emissions Trading), 2009 (Bill 185) 
third reading, 9024-9026 
Fairs 
Royal Agricultural Winter Fair, 8548 
Famines 
Ukraine (1932-1933), 1784 
Farmers, 5190 
government funding, 339, 1893, 1899, 3098-3099, 
3736, 8032, 8650-8651, 9550, 9719 
grain and oilseed farmers, 9177-9178 
hog farmers, 6647 
potato farmers 
government funding, 2133-2134 
Farms/farmland 
installation of solar farms, 6393 
Fatalities 
Hawkins, Richard, Laurie, Jordan and Cassandra 


(victims of carbon monoxide poisoning), 5833, 5855 


Fire alarms 
interconnected fire alarms, 271 
Fire escapes 
non-combustible fire escapes, 271 
Fire sprinklers 
mandatory fire sprinkler systems in new residential 
construction, 2174 
mandatory fire sprinkler systems in retirement homes, 
9067 
Firefighters, 2173 
volunteer firefighters 
workers’ compensation claims, 6859 
Fruit wines 
sale at farmers' markets, 6684-6685 
Full Day Early Leaming Statute Law Amendment Act, 
2010 (Bill 242) 
second reading, 9537 
Fusion Youth Activity and Technology Centre, 1670 
Government orders 
Committee sittings 
time allocation motion 
responded to, 4259-4260 
Grain Farmers of Ontario, 8414 
Green Energy and Green Economy Act, 2009 (Bill 150) 
general discussion 
amendments, 6393 
second reading, 5347-5348, 5351, 5359-5362 
third reading, 6820-6824 
Greenhouse gas emissions 
reduction 
cap and trade system (emissions trading), 9024 
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Harmonized sales tax, 6443, 6557 
impact on agricultural industry, 6275-6276 
impact on cost of living, 8858 
impact on unemployed people, 5991 
point-of-sale exemption, 5782-5783 
Hawkins Gignac Act (Carbon Monoxide Detectors), 2009 
(Bill 143) 
general discussion, 4655, 5833, 6890 
first reading, 4656 
second reading 
public consultation, 5856 
Healthy Food for Healthy Schools Act, 2008 (Bill 8) 
general discussion, 2376 
Highway Traffic Amendment Act (Speed Limiters), 2006 
(Bill 115), 1191-1192 
Highway Traffic Amendment Act (Speed-limiting 
Systems), 2008 (Bill 41) 
second reading, 1173-1174, 1178, 1184, 1188, 1190- 
1193 


public consultation, 1184, 1193 
Housing 
affordable 
authority of municipal governments to require 
affordable housing in new developments, 7537- 
7538 
Industry shutdowns, 4259 
Investing in Ontario Act, 2008 (Bill 35) 
second reading, 965, 968, 971-972, 975-979, 1021-1022 
Land use planning 
municipal government role, 7537 
Landfill sites 
site 41 (Tiny township) 
certificate of approval, 8700-8701 
Law enforcement, 4127 
Legislative procedure 
private members' public business, 271 
speech should be related to topic being discussed, 4271 
Legislative process 
family friendly reforms, 1407 
Licence plates 
personalized licence plates, 78-79 
Life income funds 
unlocking, 5471 
Liquor Licence Amendment Act (Fruit Wine), 2009 (Bill 
132) 
general discussion, 6684-6685 
Livestock 
disease prevention and control, 7778, 7780-7790 
compensation to farmers for livestock destroyed, 7986 
regulation and enforcement, 7983-7984 
traceability systems, 7980-7881, 7988, 7996, 8004, 
9091-9092 
warrantless entry, 8241, 9091 
protection, 1810, 2102-2103 
Livestock Community Sales Act, R.S.O. 1990, c. L.22, 
7999 
Locked-in retirement income funds (LRIF), 5471 
Members'/ministers' constituents 
tributes, 4627 
Members'/ministers' personal narratives, 5298 
Members/ministers quoting committee submissions 
Christian Farmers Federation of Ontario, 9090-9091 
Lamie, Frank (deputy chief, Toronto Fire Services), 270 
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National Farmers Union, 9089-9090 
Ontario Farm Animal Council, 9090 
Members/ministers quoting documents 
Hospitals of Ontario Pension Plan Submission Brief to 
the Ontario Expert Commission on Pensions, 7246 
Members/ministers quoting electronic mail messages 
Bill 150, re, 6821 
Bill 204, re, 7985-7986 
Ontario Cattlemen's Association, 7988 
Members/ministers quoting letters 
Archer Daniels Midland Co., 7750 
Burke, Patrick (Fire Marshal of Ontario), 5855 
Currie, Neil (general manager, Ontario Federation of 
Agriculture), 4512 
Incorporated Synod of the Diocese of Ontario, 5861- 
5862 
Lammens, Brenda (chair, Ontario Fruit and Vegetable 
Growers' Association), 4512 
McNaughton, Monte (former student, Glencoe District 
High School), 2263 
Niagara Peninsula Fruit and Vegetable Growers’ 
Association, 3058 
Ontario Farm Animal Council, 1810, 2102, 8578 
Ontario Professional Fire Fighters Association, 5856 
Robertson, Grant (chair, National Farmers Union), 4512 
Schooley, Kevin (executive director, Ontario Berry 
Growers Association), 4512 
Stahlbrand, Lori (president, Local Food Plus), 4512 
Stewart, Lyndon (director, 4-H Ontario), 4512 
Thomson, Dave (president, Fire Fighters Association of 
Ontario), 5855 
Toronto Humane Society, 2101 
Wiley, Tom (president, Niagara Peninsula Fruit and 
Vegetable Growers’ Association), 4512 
Members/ministers quoting newspaper articles 
Brantford Expositor, 5499 
Members/ministers quoting press releases 
Annual Conference of Federal-Provincial-Territorial 
Ministers and Deputy Ministers of Agriculture, 7980, 
7983 
Ministry of Energy and Infrastructure, 6820 
Ministry of Government and Consumer Services, 1399- 
1400 
Members/ministers quoting reports 
Examining the potential cost of the Ontario Green 
Energy Act (GEA), 2009 (London Economics 
International LLC), 6820 
Members/ministers quoting statements 
Burn, Allan (Ontario Sheep Marketing Agency), 3058 
Emre, Charles (farmer), 3058 
Gardner, Charles (chair, Council of Ontario Medical 
Officers of Health), 3057 
harmonized sales tax, re, 9041 
Howden Thompson, Anne (Ontario Farmer), 3074-3075 
Lammens, Brenda (chair, Ontario Fruit and Vegetable 
Growers’ Association), 3057 
Leeson, Keith (constituent, Oxford), 5360 
Mackay, Dave (Renfrew County National Farmers 
Union), 3058 
MacLeod, Hugh (Associate Deputy Minister Climate 
Change Secretariat Cabinet Office), 9024 
Marin, André (Ombudsman of Ontario), 6255 
Nicol, Greg (fire prevention inspector, Owen Sound), 
5856 
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Ontario Cattlemen's Association, 5515, 7985 
Ontario Farm Animal Council, 7983 
Ontario Federation of Agriculture, 5515, 6822, 7981- 
7983, 7988 
Ontario Pork, 7985-7986 
Renfrew County National Farmers Union, 3057 
Robertson, Grant (National Farmers Union), 3058 
Schooley, Kevin (Ontario Berry Growers Association), 
3058 
Sinclair, Matthew (British Taxpayers’ Alliance), 9025- 
9026 
Members/ministers quoting websites 
Ministry of Agriculture, Food and Rural Affairs, 5623 
Members'/ministers' record 
PC (2003-2010) 
Wilson, Jim (Simcoe—Grey), 7245 
Members'/ministers'’ remarks 
Liberal (2003-2010) 
Dombrowsky, Leona (Prince Edward-Hastings) 
as Minister of Agriculture, Food and Rural Affairs, 
7981-7982 
Duncan, Dwight (Windsor-Tecumseh) 


as Minister of Finance/Chair of Management Board 


of Cabinet, 976, 7981 
Johnson, Rick (Haliburton—Kawartha Lakes—Brock), 
9088 
Mitchell, Carol (Huron—Bruce), 2300 


Van Bommel, Maria (Lambton—Kent—Middlesex), 9089 


withdrawn, 647 
Members' statements 
Agriculture funding, 2675, 9370 
Agriculture industry, 7773-7774, 8922 
Assistance to farmers, 1893, 8032, 9177-9178, 9550 
Canadian Blood Services, 3929 
Carbon monoxide detectors, 4655, 6890 
Carbon monoxide poisoning, 4627-4628, 5833 
Cattle farmers, 7229 
Chicken Farmers of Ontario, 3686, 8262-8263 
Deadstock industry, 5515, 5623 
Egg farmers, 9126 
Fusion Youth Centre, 1670 
Grain Farmers of Ontario, 8414 
Legislative reform, 1407 
Manufacturing jobs, 3052-3053 
Ontario Agriculture Week, 3093-3094 
Ontario economy, 3736 
Ontario farmers, 2215, 2577 
Ontario Federation of Agriculture, 5190 
Pork industry, 6646-6647, 6807, 8689 
Potato farmers, 2133-2134 
Renewable energy, 6393 
Road safety, 4154 
Royal Agricultural Winter Fair, 8548 
Rural Ontario, 2300 
Senior citizens, 5471 
Taxation, 6275-6276, 6443, 6557, 9041 
University labour dispute, 4700-4701, 4787 


Woodstock Business Awards of Excellence, 1459-1460 


World School Milk Day, 7649 
Ministerial responsibility, 7562 
Ministerial statements, responded to 

Agri-food industry, 1413 

Animal health, 7778 
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Ontario Agriculture Week, 3098-3099 
Ministry of Agriculture, Food and Rural Affairs 
Ontario cattle, hog and horticulture program, 1607, 
2215, 2242, 2675, 3094, 3272-3273 
Ministry of Agriculture, Food and Rural Affairs-University 
of Guelph agreements/partnerships, 1413 
Ministry of Community and Social Services 
passport program, 2834, 2949 
Municipal elections/by-elections 
public consultation, 5297 
Municipal government, 5298 
governance, 5360 
structure, 5298 
National/independence/memorial days 
Holodomor Memorial Day, 1784-1785 
Office of the Chief Veterinarian 
authority, 7985-7986 
Ontario Agri Business Association, 8922 
Ontario Federation of Agriculture, 5190 
Ontario Racing Commission 
review, 8355 
Ontario Tax Plan for More Jobs and Growth Act, 2009 
(Bill 218) 
second reading, 8858 
Opposition day motions, responded to 
Rural schools, 2263 
Oral questions, presented 
Agriculture industry, 5782-5783 
Assistance to farmers, 339, 1607, 3272-3273, 7964, 
8650-8651, 9719 
Beef producers, 2242 
Deadstock industry, 5234 
Hog industry, 2436, 7921 
Licence plate review committee, 78-79 
Services for the developmentally disabled, 2834 
Taxation, 5991 
Wine industry, 6684-6685 
Payday loan industry, 1399 
Payday loans 
interest rate limit of 35%, 1399 
Payday Loans Act, 2008 (Bill 48) 
second reading, 1399-1400 
Pension plans 
portability, 7246-7247 
community care access centres (CCACs), 7246 
Ingersoll Police Service, 7246 
paramedics, 7245-7246 
Tillsonburg Police Service, 7246 
Persons with disabilities 
attendant services 
direct funding, 3748 
individually-based funding, 3748 
wait times, 3748 
Pesticides/herbicides 


ban on use and sale of cosmetic pesticides, 2018, 2173 


impact on rural Ontario, 1960 
Petitions 
Adoption disclosure, 1426-1427 
Alma College, 2129-2130 
Assistance to farmers, 4829-4831, 4868-4869, 4914, 
5092, 5287, 5792-5793, 6284, 6452 
Cemeteries, 8268-8269, 8316 
Child care, 5478 
Green space, 838-839 
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Hospital services, 2837 
Long-term care, 201 
Lord's Prayer, 383-384, 482, 958, 1374, 1575, 1823- 
1824, 2211, 2444 
Motorcycle safety, 4870, 4913, 5287 
Ontario disability support program, 426-427, 507 
Ontario Society for the Prevention of Cruelty to Animals, 
2444-2445 
Pension plans, 6758 
Taxation, 7159, 7239, 7529-7530, 7655, 7701, 7737, 
7971, 8223, 8317, 8506, 8555, 8615-8616, 8658, 
8695, 8740, 8875, 9046-9047, 9085, 9087, 9229- 
9230 
Photo Card Act, 2008 (Bill 85) 
second reading, 2337, 2339 
Photo identification cards, 2337, 2339 
Police officers 
hiring, 4127-4128 
Police'services 
federal government funding, 4128 
Pork 
safety, 6807 
Pork industry, 6646-6647, 7921, 8689 
Private members’ public business 
Accessibility for the disabled 
responded to, 9567-9568 
Assistance to the disabled 
responded to, 3748-3749 
Fire Protection and Prevention Amendment Act (Fire 
Sprinkler Retrofitting), 2009 (Bill 214) 
second reading, 9067 
Fire Protection Statute Law Amendment Act, 2009 (Bill 
14) 
second reading, 270-272 
Hawkins Gignac Act (Carbon Monoxide Detectors), 
2009 (Bill 143) 
second reading, 5854-5856, 5861-5862 
Healthy schools 
responded to, 2375-2376 
Holodomor Memorial Day Act, 2008 (Bill 61) 
second reading, 1784-1785 
Milk in schools 
responded to, 3245-3246 
Municipal Residential Sprinkler Act, 2008 (Bill 72) 
second reading, 2173-2174 
Municipalities 
responded to, 5297-5298 
Pension plans 
responded to, 7245-7247 
Planning Amendment Act (Enabling Municipalities to 
Require Inclusionary Housing), 2009 (Bill 198) 
second reading, 7537-7538 
Police officers 
responded to, 4127-4128 
Protection of Minors in Amateur Sports Act, 2009 (Bill 
30) 
second reading, 6874-6875 
Registered Retirement Savings Protection Act, 2010 
(Bill 96) 
second reading, 3563-3564 
Representation Amendment Act, 2008 (Bill 104) 
second reading, 3553-3554 
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Signage to Promote Ontario Grown Agricultural Food 
Products Act, 2008 (Bill 98) 
second reading, 3057-3058, 3063-3064 
Small business 
responded to, 7750 
Transparency in Public Matters Act, 2009 (Bill 159) 
second reading, 6255-6256 
Truth About Caledonia Act, 2009 (Bill 146) 
second reading, 5498-5499 
Waste Disposal Site 41 in the Township of Tiny Act, 
2009 (Bill 32) 
second reading, 8700 
Wind turbines 
responded to, 8336-8337 
Workplace Safety and Insurance Amendment Act 
(Firefighters), 2009 (Bill 169) 
second reading, 6858-6859 
Propane explosions 
Sunrise Propane, 8485 
Provincial Animal Welfare Act, 2008 (Bill 50) 
second reading, 1810, 2101-2105 
section 6, 2101-2102, 2104-2105 
Public bodies 
open meetings, 6255-6256 
Public education campaigns 
Agriculture Week, 3245, 7773-7774 
Ontario Agriculture Week, 3093-3094, 3098 
World School Milk Day, 3245, 7649 
Public inquiries 
administration of justice, law enforcement and 
ownership of land within Haldimand Tract, 5499 
Public Sector Expenses Review Act, 2009 (Bill 201) 
second reading, 7562 
Registered retirement income funds 
protection from creditors, 3563-3564 
Road Safety Act, 2009 (Bill 126) 
general discussion 
public consultation, 4154 
School breakfast programs, 2376 
School cafeterias 
ban on trans fat in food and beverages, 2376 
to serve healthy, local Ontario foods, 2375-2376 
Schools 
closure 
rural Ontario, 2263 
Services and Supports to Promote the Social Inclusion of 
Persons with Developmental Disabilities Act, 2008 
(Bill 77) 
general discussion, 2834 
third reading, 2948-2949 
public consultation, 2948-2949 
Signage 
promotion of agricultural food products, 2577, 2580 
farmers permitted to post seasonal, directional signs 
on land adjacent to highways, 3057-3058, 4512 
Signage to Promote Ontario Grown Agricultural Food 
Products Act, 2008 (Bill 98) 
first reading, 2580 
third reading, 4511-4512 
public consultation, 4511-4512 
Small business 
regulatory reduction, 7750 
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Hardeman, E. (PC, Oxford) (continued) 
Smoking 
ban on smoking in workplaces/enclosed public places, 
2173 
Speed limiters, 1178, 1188 
impact on greenhouse gas emissions, 1190 
vehicle exemptions, 1192 
Speed limits, 1173 
Standing Orders 
S.O. 99(d) Written questions - Answers - delayed 
answers-~- decline to answer, 7481 
Student assistance 
Ontario student assistance program (OSAP), 4701 
Technical Standards and Safety Authority (TSSA) 
governance model, 8485, 8489-8490 
inspection of heating systems in private homes, 8486- 
8487 
Technical Standards and Safety Statute Law Amendment 
Act, 2009 (Bill 187) 
second reading, 8485-8490 
Time allocation motions 
Committee sittings 
responded to, 4259-4260 
Transparency in Public Matters Act, 2009 (Bill 159) 
second reading 
section 9, 6256 
section 14, 6256 
United Nations Climate Change Conference 2009 
(Copenhagen), 9024-9026 
Universities/colleges 
management of facilities, 4911 
York University 
strike, 4700-4701 
Volvo Motor Graders Ltd. 
layoffs, 3052-3053 
shutdown, 3052 
Websites 
www.erniehardeman.com, 6443, 6557 
Wind turbines, 5362 
health effects, 5360, 6821-6822 
moratorium on new projects pending review of health 
effects, 8336-8337 
noise pollution, 6823-6824 
Workers' compensation benefits 
coverage for construction workers, 3724 
Workplace Safety and Insurance Amendment Act, 2008 
(Bill 119) 
general discussion 
public consultation, 4260 
second reading, 3724 
York University Labour Disputes Resolution Act, 2009 
(Bill 145) 
second reading, 4725, 4734-4735 


Hillier, R. (PC, Lanark—Frontenac—Lennox and 
Addington) 
Aboriginal land claims 
law enforcement, 1245 
Agencies/boards/commissions/etc. 
expenditures 
disclosure, 8057-8058 
Animal Health Act, 2009 (Bill 204) 
second reading, 8228, 8232-8233, 8235-8236, 8241 
section 24, 8235-8236 


Anniversaries 
Falun Gong 16th anniversary, 1827 
Tay Canal 175th anniversary, 7198 
Apology, 5395 
Apology Act, 2009 (Bill 108) 
third reading, 5395 
Apprenticeship training 
ratio of tradespeople to apprentices, 2857 
Apprenticeship training programs, 663 
Autism services 
Ruttan, Elden case, 5666 
Budget 
pre-budget consultations, 4189 
Budget deficit, 5800-5801 
Budget Measures and Interim Appropriation Act, 2008 
(Bill 44) 
second reading, 923-924 
Budget Measures and Interim Appropriation Act, 2008 
(No. 2) (Bill 114) 
time allocation motion 
public consultation, 3787 
responded to, 3787-3788 
Business education tax, 2095 
Committee schedules/agendas, 4189 
Compensation 
rural landowners affected by Clean Water Act, 2496 
Countryman's Estate Winery 
bankruptcy, 6551-6552 
Court cases/actions 
Platinex Inc. v. Kitchenuhmaykoosib Inninuwug First 
Nation, 7643 
Drivers 
age discrimination, 4536-4539 
Economic conditions, 3787 
Employment creation 
by government, 3396 
Employment Protection for Foreign Nationals Act (Live-In 
Caregivers and Others), 2009 (Bill 210) 
second reading, 8162-8165, 8587, 8590-8591 
section 34, 8162-8163 
time allocation motion 
responded to, 8771-8775 
Employment standards, 4985 
allegations of abuse 
Dhalla, Ruby case, 8590-8591 
Employment Standards Amendment Act (Temporary Help 
Agencies), 2009 (Bill 139) 
second reading, 4985 
Energy 
renewable energy 
solar, 5440 
renewable energy projects 
use of agricultural land, 5438-5439 
Far North Act, 2009 (Bill 191) 
general discussion, 8059-8060 
Farmers 
hog farmers 
Bartels, Wayne, 8228 
Fatalities 
Dupont, Lori (murder victim), 7805 
Federal government 
senate reform 
elected senate, 8513-8514 
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Hillier, R. (PC, Lanark—Frontenac—Lennox and 
Addington) (continued) 
transfer payments 
equalization program 
Ontario to receive equalization payment, 6135 
Food safety, 283 
Foreign caregivers 
protection 
warrantless entry, 8165, 8587 
Fruit wines, 4666 
sale at farmers' markets, 6552, 6748-6749 
Government orders 
Committee sittings 
responded to, 4188-4190 
Ontario economy 
responded to, 3395-3396 
Government policy, 3396 
Government record 
Liberal (2003-2010) 
regulations, 2757 
rural Ontario, 2266 
Green Energy and Green Economy Act, 2009 (Bill 150) 
second reading, 5438-5440 
Harmonized sales tax, 6135-6136, 6937-6939 
public consultation, 8682, 8772-8775 
transition benefit 
$1,000 for single parents or couples, 5801 
Healthy Food for Healthy Schools Act, 2008 (Bill 8) 
second reading, 303-306 
Highway Traffic Amendment Act (Speed-limiting 
Systems), 2008 (Bill 41) 
second reading, 1074-1075, 1083 
Investing in Ontario Act, 2008 (Bill 35) 
time allocation motion 
responded to, 1295-1296 
Lake Huron Centre for Coastal Conservation 
green ribbon beach program, 722-723 
Lake Simcoe 
protection 
federal government funding, 2756-2757 
Lake Simcoe Protection Act, 2008 (Bill 99) 
second reading, 2756-2758 
Legislative procedure 
motions 
time allocation motions, 3782, 7662 
wearing of T-shirts by visitors, 124 
Liquor Control Board of Ontario (LCBO), 4666 
Liquor Licence Amendment Act (Fruit Wine), 2009 (Bill 
132) 
general discussion, 6551-6552 
Livestock 
disease prevention and control 
regulation and enforcement, 8228, 8235-8336 
traceability systems, 8222 
Manitoba 
foreign caregivers 
protection, 8590-8591 
Manufacturing industry 
layoffs, 4189 
Members’/ministers' inaugural speeches, 303-305 
Members'/ministers' privileges 
wearing of scarves, 943 
Members/ministers quoting authors 
Frankfurt, Harry, 1295 


Members/ministers quoting committee submissions 


Coalition for Balanced Mining Act Reform, 7786 
De Beers Canada, 7785 
MacRae, Bill (Porcupine Prospectors and Developers 
Association), 7785 
Ontario Real Estate Association, 7785 
Members/ministers quoting letters 
McMeekin, Ted (Minister of Government and Consumer 
Services), 6749 
skilled worker shortage, re, 663 
Members/ministers quoting newspaper articles 
Financial Post (Toronto), 8058-8059 
Members/ministers quoting reports 
Report of the Special Joint Committee on a renewed 
Canada (Gerald A. Beaudoin and Dorothy Dobbie), 
8513 
Royal Commission on the Economic Union and 
Development Prospects for Canada report 
(Macdonald Commission), 8513 
Members/ministers quoting statements 
Bastiat, Frédéric (French economist, legislator, writer), 
1146, 7663 
Beardy, Stan (grand chief, Nishnawbe-Aski Nation), 
8059 
Canadian Federation of Independent Business, 1146 
Dennis, Dana (constituent, Carleton Place), 4537 
Kirsh, Austin (constituent, Lanark—Frontenac—Lennox 
and Addington), 4537 
Martin, Roger (dean, Rotman School of Business, 
University of Toronto), 1146 
Morrow, Tom (constituent, Carleton Place), 4537 
Porcupine Prospectors and Developers Association, 
8059 
Robertson, Grant (National Farmers Union), 5438 
Members'/ministers' remarks 
Liberal (2003-2010) 
McGuinty, Dalton (Ottawa South) 
as Ontario Premier, 1146-1147, 2237 
withdrawal requested, 1254 
withdrawn, 1154, 1255, 1769, 2247, 2757, 3871, 6135- 
6136, 6550, 6749, 8772 
Members'/ministers’ travel 
Pupatello, Sandra's travel to China, 924 
Members’ statements 
Autism treatment, 5666 
Clean Water Act, 2496 
Events in Tibet, 408, 886 
Falun Gong, 1827 
Fishing regulations, 1360-1361 
Food safety, 283 
Health care funding, 8217 
Ontario economy, 3881 
Ontario Landowners Association, 121-122 
Rural Ontario, 2095, 2247 
Tay Canal, 7198 
Tibet, 5387-5388 
Township of North Frontenac, 7340 
Wearing of T-shirts, 124 
Mining Amendment Act, 2009 (Bill 173) 
time allocation motion 
public consultation, 7785-7786 
responded to, 7785-7786 
third reading, 8057-8060 
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Hillier, R. (PC, Lanark—Frontenac—Lennox and 
Addington) (continued) 
Ministerial statements, responded to 
Protection for workers, 8075-8076 
Ministry inspectors, 2758 
Ministry of Community and Social Services 
passport program, 2824 
Ministry of the Environment 
inspectors 
warrantless entry, 2757 
Municipal government restructuring 
North Frontenac township 
creation of single-tier municipality, 7340 
Occupational Health and Safety Amendment Act 
(Violence and Harassment in the Workplace), 2009 
(Bill 168) 
second reading, 7805-7807, 7809 
Occupational health and safety insurance 
option for employers to use private-sector insurers, 
8704-8706 
Olympics 
Beijing 2008 Summer Olympics 
torch relay, 886 
Ontario budget speech (25 March 2008) 
responded to, 663, 676-677 
Ontario health insurance plan (OHIP) 
inclusion of neurostimulator battery replacements as 
insured items, 8217 
Ontario Landowners Association, 121-122 
Opposition day motions, responded to 
Government spending, 5800-5801 
Rural schools, 2266 
Oral questions, presented 
Aboriginal rights, 7643 
Fish and wildlife management, 1769 
Native land disputes, 1245 
Property rights, 135 
School closures, 2237 
Taxation, 6135-6136, 6937-6939, 8682 
Wine industry, 6551-6552, 6748-6749 
Workplace Safety and Insurance Board, 7723-7724 
Persons with disabilities 
intellectual disabilities 
government funding, 676-677 
Perth Soap, 3396 
Premier's travel 
China, 3881 
Private members’ public business 
Apprenticeship training 
responded to, 2857-2858 
Liquor Licence Amendment Act (Fruit Wine), 2009 (Bill 
132) 
second reading, 4666 
Red Tape and Regulatory Review Act, 2008 (Bill 57) 
second reading, 1146-1147, 1154 
Senators’ Selection Act, 2009 (Bill 67) 
second reading, 8513-8514 
Towing Industry Act, 2008 (Bill 87) 
second reading, 2862-2863 
Water quality 
responded to, 722-723 
Workplace Safety and Insurance Amendment Act 
(Altemate Insurance Plans), 2009 (Bill 219) 
second reading, 8704-8706, 8711 


Workplace Safety and Insurance Board 
responded to, 4501-4502 
Property rights, 134 
Public Sector Expenses Review Act, 2009 (Bill 201) 
time allocation motion 
responded to, 7662-7663 
Public service 
salaries above $100,000, 5801 
Red Tape and Regulatory Review Act, 2008 (Bill 57) 
general discussion, 1360 
first reading, 983-984 
Regulated Health Professions Amendment Act, 2009 (Bill 
141) 
second reading, 4812 
Regulations, 1154, 4812, 6136 
fishing, 1360-1361, 1769 
political oversight, 1146-1147 
reduction, 1147 
Road Safety Act, 2009 (Bill 126) 
second reading, 4536-4539 
public consultation, 4536-4538 
Rural Ontario, 304 
Schools 
closure 
rural Ontario, 2237, 2247 
Services and Supports to Promote the Social Inclusion of 
Persons with Developmental Disabilities Act, 2008 
(Bill 77) 
third reading, 2824-2825 
Speaker 
election (28 November 2007) 
congratulatory remarks, 121 
Speed limiters, 1074 
Standing Committee on Red Tape and Regulatory 
Review, 1147 
Technical Standards and Safety Authority (TSSA) 
governance model, 8044 
Technical Standards and Safety Statute Law Amendment 
Act, 2009 (Bill 187) 
second reading, 8044 
Throne speech quoted, 134 
Tibet, 5388 
anti-Chinese protests, 408, 923-924 
human rights, 886 
Time allocation motions 
Budget Measures and Interim Appropriation Act, 2008 
(No. 2) (Bill 114) 
responded to, 3787-3788 
Employment Protection for Foreign Nationals Act (Live- 
In Caregivers and Others), 2009 (Bill 210) 
responded to, 8771-8775 
Investing in Ontario Act, 2008 (Bill 35) 
responded to, 1295-1296 
Mining Amendment Act, 2009 (Bill 173) 
responded to, 7785-7786 
Public Sector Expenses Review Act, 2009 (Bill 207) 
responded to, 7662-7663 
Towing industry 
rural Ontario, 2862 
Workers 
skilled worker shortage, 663 
Workplace harassment/violence 
definition of harassment, 7806 
prevention, 7807 
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Hillier, R. (PC, Lanark~Frontenac—Lennox and 
Addington) (continued) 
Workplace Safety and Insurance Amendment Act 
(Alternate Insurance Plans), 2009 (Bill 219) 
first reading, 8550 
Workplace Safety and Insurance Board (WSIB) 
expenditures, 7723-7724 
unfunded liability, 4501-4502, 8704-8706 


Horwath, A. (NDP, Hamilton Centre) 
Aboriginal children, 6197 
services 
government funding, 7872-7873 
Aboriginal communities 
health care, 9725 
Access to Adoption Records Act (Vital Statistics Statute 
Law Amendment), 2008 (Bill 12) 
third reading, 1439-1440 
Adoption, 3840 
Adoption disclosure 
backlog of disclosure requests, 8498 
Agencies/boards/commissions/etc. 
expenditures 
disclosure, 7426 
Agricultural Employees Protection Act, S.O. 2002, c.16, 
5827 
Agricultural labourers’ rights 
right to bargain collectively, 5507, 5827-5828 
right to unionize, 4218, 5508, 5827 
Air pollution 
Hamilton, 122-123 
Alcoa Electrical and Electronic Systems 
layoffs, 3292-3293 
Autism services, 79, 1472 
intensive behavioural intervention (IBI), 682, 4423-4424 
Bunda, Sebastian case, 7692 
Ceretti, Delanie case, 5826 
government funding, 8145-8146 
wait lists, 996-997, 1471, 1883 
Automobile industry 
auto assistance package, 6040 
Chrysler Group LLC 
equity stake, 6433-6434 
Daimler AG 
closure, 3292 
layoffs, 3292 
General Motors of Canada Ltd. 
bankruptcy, 6039-6040 
concession agreements with workers, 5313, 5420 
government funding, 6985 
job guarantee in return for government assistance, 
6839-6840 
pension protection in return for government 
assistance, 6985 
pension solvency, 6039-6040 
government funding, 4209 
job guarantee in return for government assistance, 
5313, 5420 
Booklets 
We Will Make a Difference: the Wal-Mart Canada 
Corporate Social Responsibility Report, 3380-3381 
Budget, 5728-5729, 5879-5880, 6138 
early disclosure of budget documents, 923 
public consultation, 625-626, 6137-6138 
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Budget Measures Act, 2009 (Bill 162) 
general discussion, 6225, 6745 
public consultation, 6138-6139 
Budget Measures and Interim Appropriation Act, 2008 
(Bill 44) 
second reading, 916, 920, 923 
Budget surplus 
transfer of funds to municipalities for infrastructure 
projects, 605 
Bus transportation 
northern Ontario 
cancellation of services by Greyhound Canada, 7432 
Business 
government assistance, 6594 
Business education tax, 920 
Buy Ontario policy, 5231, 5506, 5748-5749, 5777-5778 
C. difficile outbreaks 
Joseph Brant Memorial Hospital, 8424 
mortality rates 
investigation by Ombudsman, 2735 
public inquiries, 2458-2459 
Cancer Care Ontario 
expenditures 
internal audit, 7915-7916 
Capital works projects 
government funding, 5506-5507, 5777 
Capping Executive Compensation Act, 2009 (Bill 180) 
general discussion, 6799 
first reading, 6756 
Chief medical officer of health, 6266 
Child abuse, 3149 
Benevenga Day Care, 3273 
Child and Family Services Review Board, 2637-2638 
Child and Family Services Statute Law Amendment Act, 
2009 (Bill 103) 
general discussion 
public consultation, 3356, 3358 
second reading, 3165, 3169-3176, 3356-3359, 3362, 
3365 
consultation at Provincial Advocate for Children and 
Youth, 3174 
consultation with Child and Youth Advocate, 3362 
public consultation, 2908-2909 
Child care, 134, 537-538, 562-563, 4470, 4783, 4909, 
5508-5509, 5735, 6746 
D grade, 2521 
federal government funding, 2521, 4783 
government funding, 85, 545, 627-628, 1925, 4618, 
4783, 4909, 5508-5509, 5735, 5751-5752 
not-for-profit, 286, 500 
subsidies, 1514-1515, 2521 
Child care centres 
Benevenga Day Care, 3273 
for-profit sector, 499, 538, 545 
Australia, 538 
licensing restricted to not-for-profit sector, 537-538 
123 Busy Beavers Learning Centres, 134 
Child poverty, 689, 2779, 2828 
Child protection, 8693-8694 
Children with disabilities 
government funding, 4060 
Children's aid societies (CASs) 
government funding, 7959, 8601-8602, 9121-9122 
oversight by Ombudsman, 2497, 2637-2638 
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Horwath, A. (NDP, Hamilton Centre) (continued) 
Children's mental health care, 1425, 6487 
government funding, 1204, 1425 
Hamilton, 9502 
Hamilton, 1204 
Climatic changes 
government response, 1073-1074, 1078 
Cogeneration of electric power and heat, 3340 
Colleges Collective Bargaining Act, 2008 (Bill 90) 
third reading, 2969-2972 
amendments, 2969-2970, 2972 
Colleges of applied arts and technology (CAATs) 
collective bargaining 
deemed strike or lockout provision, 2969-2971 
ensure school year not jeopardized, 2970-2971 
first-contract arbitration, 2969, 2971 
inclusion of part-time and sessional employees, 2969- 
2972 
Mohawk College, 2971 
Community safety, 3357 
Companies 
government funding 
guarantees, 5378 
Construction industry 
layoffs, 5944 
Coroner inquests 
Anzovino, Reilly (motor vehicle accident victim), 9689- 
9690 
death of child in custody of parent, 2098 
Dupont, Lori (murder victim), 1571, 9189 
jury recommendations, 286, 1996, 6088 
Osidacz, Jared (murder victim), 1100, 1165, 1718, 
2126, 2897-2898, 3540, 4412, 4754, 5687-5688 
power of Minister of Community Safety and Correctional 
Services to hold inquest repealed, 3540 
Coroners Act, R.S.O. 1990, c.C.37 
section 22 (Minister may direct coroner to hold inquest), 
1100, 1165, 2126, 4411 
Coroners Amendment Act, 2009 (Bill 115) 
second reading, 4411-4413 
repeal of section 22 of Coroners Act, 4411-4412 
Corporate tax reduction, 5748, 5778, 5879-5880, 6076, 
6138, 6548-6549, 8207, 8252-8255, 8540 
Corporations 
accountability for government funding, 5749 
executive compensation caps for corporations receiving 
grant or loan from Ontario, 5749-5750, 6756, 6799, 
6840-6841, 6939, 7044-7046, 7051 
Correctional centres 
youth facilities, 2909, 3356 
access to facilities by MPPs, Child and Youth 
Advocate and Ombudsman, 3358-3359 
Cosmetic Pesticides Ban Act, 2008 (Bill 64) 
second reading, 1959, 1961-1964 
Countering Distracted Driving and Promoting Green 
Transportation Act, 2009 (Bill 118) 
second reading, 4100 
Court reporters, 7075-7076 
Credit card fraud, 2359 
Crime 
causes, 2909 
Day Nurseries Amendment Act (Not for Profit 
Corporations), 2008 (Bill 26) 
first reading, 285-286 
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Demand-side management (electric utilities), 3339 
Development Charges Act, S.O. 1997, c.27, 1507 
Domestic violence, 4158, 4754 
Domestic Violence Protection Act, S.O. 2000, c.33, 1995, 
2000 
Driving 
ban on use of cellular telephones and electronic 
entertainment devices while driving, 4100 
Early childhood education 
full-day learning for four- and five-year-old children, 
4470, 4618 
Economic conditions, 3178-3179, 3291-3292, 6075, 6137 
Economic decline, 3291-3292, 3730 
Economic development 
northern Ontario, 9500-9501 
Economic growth 
five-point economic plan, 2828, 3179 
Economic policy, 3179 
Economic statement, 3179-3180 
eHealth Ontario 
consultants, 7868 
contracts, 7189, 7221, 7868 
Courtyard Group Ltd., 7636-7637 
IBM, 7724, 7764 
expenditures, 7074-7075, 7221-7222, 7686-7687 
Elections/by-elections 
Hamilton Centre, 2318 
Electric vehicles, 3881 
Electricity rates 
increase, 3339 
industrial rates, 6184 
low-income energy consumers, 5421 
rate assistance program, 6183 
Electronic health records, 6800 
contract with Nightingale Informatix Corporation, 8453- 
8454 
Employment, 4210 ; 
Employment agencies, 3293 
Employment creation, 4210, 5730, 5777-5778, 6549- 
6550, 6594 
Employment insurance, 6486 
Employment insurance benefits 
Ontario workers, 3179-3180 
Employment-related benefits 
employee wage security program, 5572 
organ donor leave, 5221-5222 
income replacement, 5226 
severance/termination payments, 111, 3294, 5572, 5880 
Catalina Precision Products, 8649-8650 
Employment standards 
allegations of abuse 
Dhalla, Ruby case, 6637-6638, 6683 
parental leave, 6268 
pregnancy leave, 6268 
Employment Standards Act, S.O. 2000, c.41, 6268, 6683 
Employment Standards Amendment Act (Organ Donor 
Leave), 2009 (Bill 154) 
second reading, 5221-5226 
Employment Standards Amendment Act (Wage Securtty), 
2007 (Bill 6) 
general discussion, 1258-1259, 5572 
Energy 
nuclear energy, 6882 


SPEAKER INDEX / INDEX DES INTERVENANTS 


Horwath, A. (NDP, Hamilton Centre) (continued) 
renewable energy projects 
60% Ontario content, 5943, 6182-6183 
Energy conservation, 3339 
Energy efficiency 
home retrofit program, 5421, 5750, 6183 
Environmental Bill of Rights, S.O. 1993, c.28, 122 
Eugerry Investments Limited Act, 2008 (Bill Pr11) 
first reading, 2497 
Exhibitions 
Beautiful Women Project, 3536 
Fatalities 
Osidacz, Jared (murder victim), 4411-4412 
Sampson, Katelynn (murder victim), 3149 
Vince, Theresa (murder victim), 9189 
Federal government 
transfer payments 
equalization program, 2811, 2828 
Federal members'/ministers' remarks 
Liberal (2006-2009) 
McCallum, John (Markham—Unionville), 7382 
Fetal alcohol syndrome (FAS), 3365 
Fire alarms 
visual fire alarms in public buildings, 5112-5113 
Fire sprinklers, 5113 
Firefighter memorials 
Queen's Park 
vandalism, 1893 
Fires 
Biedermann Packaging Inc., 24, 1253-1254 
public inquiries, 24, 2031 
Forest industry 
layoffs, 2828-2829, 5750-5751, 8149 
northern Ontario, 8997 
sawmill closures 
Tembec sawmill (Smooth Rock Falls), 7642 
Foster families, 3540 
GenFast Manufacturing Co., 111 
Government accountability, 7268 
Government advertising, 7188 
harmonized sales tax, 7221 
Government contracts 
McKinsey and Co., 8208 
Government expenditures 
accountability, 7823-7824 
restraint measures, 8062-8063, 8102 
Government notice of motions 
Legislative reform 
responded to, 1236-1237, 1258-1259 
Select Committee on Elections 
responded to, 2318-2322 
Government orders 
Federal-provincial fiscal policies 
responded to, 2811 
Ontario economy 
responded to, 3291-3294 
Government policy, 3178 
Government record 
Liberal (2003-2010), 101-102, 9214-9215, 9264-9265, 
9720 
health care, 7824-7825 
Government service transfer to municipal jurisdiction, 
605, 916, 3378, 3449 
return to provincial jurisdiction, 4908 


[714] 


Government services, 494 
Graduation (statistics), 5326 
Green Energy and Green Economy Act, 2009 (Bill 150) 
general discussion, 6183-6184 
Hamilton Health Sciences 
election of board of trustees, 4656 
Hamilton Health Sciences Elections Act, 2008 (Bill 142) 
first reading, 4656 
Hamilton Niagara Haldimand Brant Community Care 
Access Centre 
restructuring, 1716 
Harmonized sales tax, 5571, 5611-5613, 5658, 5680- 
5681, 5729-5730, 5746-5748, 5824, 6138, 6984, 
7073-7074, 7188, 7428, 7474-7475, 8596-8597, 
8727-8729, 8779-8780, 8849-8851, 8853, 8862- 
8863, 8914-8915, 9033, 9167-9168, 9407-9408 
exemptions, 8643, 8681 
federal government support, 8914 
federal Liberal party support, 7382 
impact on aboriginal peoples, 8687, 9037-9038, 9161 
impact on construction jobs, 6485 
impact on consumers, 9444-9445 
impact on electricity rates, 8863, 9444-9445 
impact on employment, 7765-7766, 8255, 9160 
impact on gasoline prices, 6984, 9495-9496, 9541, 
9641-9642 
impact on home heating costs, 7636-7637, 8643 
impact on housing industry, 5612, 5944, 6485 
impact on low-income consumers, 7267, 7725, 8539- 
8540 
impact on northern Ontario, 8851, 8997 
impact on real estate industry, 8784, 9160 
impact on rent rates, 7272-7273 
impact on senior citizens, 8682 
impact on small business, 8645, 9160 
impact on tourism industry, 8545, 8644, 8851 
public consultation, 8680-8681, 8818-8819, 8991-8992, 
9032, 9116-9117, 9159, 9214-9215 
tax on Energy Star appliances, 9168 
transition benefit 
$1,000 for single parents or couples, 5659 
Health care, 7075, 7222 
Sault Ste. Marie, 7920 
Health care executives 
compensation, 8301-8302 
Health care funding 
accountability and oversight, 8423-8425 
investigation by Ombudsman, 8424-8425, 8430-8431 
Brockville, 9694 
government funding, 7957, 8208, 9313-9314, 9361-9362 
out-of-country, 8868 
Niagara region, 9219-9220 
Health care workers 
layoffs, 4695 
Healthy Food for Healthy Schools Act, 2008 (Bill 8) 
second reading, 305, 312 
Hearing-impaired persons, 5112-5113 
poverty, 5113 
Heritage conservation 
Lister Block, 1361, 2644 
Highway Traffic Amendment Act (Speed-limiting 
Systems), 2008 (Bill:41) 
second reading, 1070-1075, 1077-1078, 1083, 1086 
public consultation, 1070-1071, 1083 
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H1N1 influenza A (swine flu) 
cases, 6266-6267 
emergency preparedness, 6265-6267 
Home care 
competitive bidding, 9450 
wait times, 956 
Home energy audits, 6183 
Hospital boards, 2460 
Hospital funding 
government funding, 8144, 9312-9313, 9402-9403 
Cambridge Memorial Hospital, 8349 
Hospital housekeeping, 2460, 2960 
privatization 
St. Joseph's Healthcare, 2960 
Hospital reporting 
infectious diseases, 6043 
Hospital services 
contracted services, 2460 
emergency 
Hamilton, 2838 
Hamilton Health Sciences, 2642 
McMaster University Medical Centre, 2993-2994, 3138 
Port Colborne and Fort Erie, 7386-7387, 9689-9690 
reduction in Niagara region, 8212-8213 
reduction in rural Ontario, 8494 
Hamilton, 2399 
obstetric and newborn services 
Hamilton Health Sciences, 4110 
Hospitals 
cleaning standards, 6043 
London Health Sciences Centre 
untendered contracts awarded, 7473, 7729 
private-public partnerships, 2460 
reporting on patient safety indicators, 2459 
Royal Ottawa Hospital 
service and staff cuts, 9646 
St. Joseph's Healthcare 
outbreaks, 6043 
Housing 
affordable, 627, 916 
Identity theft, 2359-2360 
Immunization 
H1N1 influenza A (swine flu), 8344-8345 
aboriginal communities, 8457-8458 
children, 8452-8453, 8493 
lineups at clinics, 8301 
number of doses administered, 8406 
private clinics, 8344-8345 
professional athletes, 8493 
Income tax reduction, 8063-8064 
Industry shutdowns, 3294 
Sysco Corp. closure of Sturgeon Falls warehouse, 8996- 


International Labour Organization (ILO) 
Freedom of Association and Protection of the Right to 
Organize Convention, 1948 (no. 87), 5507 
International trade agreements 
Canada-United States procurement agreement, 9403, 
9496-9497 
Investing in Ontario Act, 2008 (Bill 35) 
general discussion, 1507 
Jordan's Principle, 6197 
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Justice for Jared Act (Child and Family Services Statute 
Law Amendment Act), 2008 (Bill 81) 
general discussion, 2126 
first reading, 2098 
Kevin and Jared's Law (Child and Family Services Statute 
Law Amendment), S.O. 2006, c.24, 1100, 4412 
Kindergarten 
full-day, 8068-8069 
Lake Simcoe 
protection, 2749-2755 
Lake Simcoe Protection Act, 2008 (Bill 99) 
second reading, 2749-2755 
public consultation, 2751 
section 5(2), 2752-2753 
Lake Simcoe protection plan 
impact on municipalities, 2753 
Layoffs, 3291-3292, 4210, 5658 
pregnant employees, 6268 
Trevisanello, Vera case, 6595, 6684 
Legislative procedure 
order and decorum and conduct of members in the 
House, 920 
private members' public business, 1258-1259 
Legislative process, 305 
family friendly reforms, 1099-1100, 1160-1161 
consultation with opposition parties, 1236-1237 
oral questions, 1161 
Literacy, 5103-5104 
Local health integration networks (LHINs) 
Hamilton Niagara Haldimand Brant Local Health 
Integration Network, 2993-2994, 3137-3138 
Long-term-care facilities 
standard of care, 627 
Lori Dupont Act (Domestic Violence Protection), 2008 (Bill 
10) 


second reading 
public consultation, 1996-1997 
Manitoba 
harmonized sales tax, 9033 
Manufacturing industry, 3293 
jobs plan, 5681 
layoffs, 626, 2828-2829, 3292-3293, 5313, 5377, 5750 
Massacres 
Montreal massacre (6 December 1989), 4412 
Medical transplants 
organ and tissue donation, 5221-5224 
presumed consent, 5223-5224, 5226 
Wallace-Vitelli, Kaylee case, 5881-5882 
Members'/ministers' correction of record, 1610, 6807, 
8141 
Members'/ministers' personal narratives, 1073, 2459 
Members'/ministers' privileges 
wearing of pins/ribbons/buttons, 1600, 4412, 6483 
Members/ministers quoting electronic mail messages 
workplace harassment and violence, re, 9190 
Members/ministers quoting letters 
Hamilton Health Sciences, 9361 
health care funding, re, 9361 
Horner-Shepherd, Shannon (unemployed mother with 
disabled child), 5745-5746 
Lewenza, Ken (president, Canadian Auto Workers), 
6039 
Ontario Chamber of Commerce, 8103 
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Members/ministers quoting magazine articles 
Education Forum magazine, 5326 
Members/ministers quoting newspaper articles 


Liberal (2003-2010) 
Bartolucci, Rick (Sudbury) 
as Minister of Community Safety and Correctional 
Services, 6882 


Kitchener-Waterloo Record, 3730 
National Post (Toronto), 6039 
Toronto Star, 5735, 8344 
Members/ministers quoting statements 
Arnold, Ron (Port Rowan), 8728 
Bagshaw, Rick (Aurora), 8728 
Bailey, Nancy (Sault Ste. Marie), 8851 
Baird, Carla (Kenora), 8596 
Barr, Heather (Ottawa), 8596 
Birch, Stephen (local health integration network), 2993 
Byrne, Roger and Monique (eastern Ontario), 8540 
Canadian Hearing Society, 5112 
Cephan, Marilyn, 8728 
Chinn, Steve (laid-off truck plant worker), 5420 
Clancy, Tanya (Stratford), 8597 
Dawson, Sandra (Port Dover), 8728, 8780 
deHaan, Jane (Sudbury), 8682 
DeRoche, Jacqueline (Exeter), 8818 
Dinkel, Gary (Kitchener), 8645 
Eckert, Lynn (Pickering), 8596 
Fraser, Grant, 8863 
Hendry, S. (Toronto), 8851 
Horner, Russ (Oshawa), 8597 
Jones, Robert (Amherstburg), 8851 
Ki-moon, Ban (secretary general, United Nations), 8693 
MacWilliams, Bev (Toronto), 9161 
Madahbee, Patrick (Grand Council Chief, Anishinabek 
Grand Council), 8687 
Malamis, Adam (small business owner), 8645 
McGeer, Allison (director of infection control, Mount 
Sinai Hospital), 8301 
McNamara, Gary (mayor, Tecumseh), 5506 
Ontario Chamber of Commerce, 8850 
Ontario Coalition of Rape Crisis Centres, 9190 
Padmos, Andrew (chief executive officer, Royal College 
of Physicians and Surgeons of Canada), 9721 
Prokulevich, Christine (Sudbury), 8597 
Ross, Pam (Exeter), 8863 
Sellors, Cheryl (small business owner), 8645 
Stewart, Sally, 8780 
Stratton, Bill (Oshawa), 8682 
Sullivan, Terry (president and CEO, Cancer Care 
Ontario), 7914 
Thomas, Warren (president, Ontario Public Service 
Employees Union), 8425 
Thronton, David, 8682 
Wallace, Gary, 8682 
Warner, Don (Windsor), 8851 
White, Doug and Kathy (Stratford), 8644, 8851 
Whitehead, Rich (St. Catharines), 8539 
Members'/ministers' record 
Liberal (2003-2010) 
Caplan, David (Don Valley East) 
as Minister of Health and Long-Term Care, 7189 
Fonseca, Peter (Mississauga East—Cooksville) 
as Minister of Labour, 6684 
Members'/ministers' remarks 
Liberal (1995-2003) 
McGuinty, Dalton (Ottawa South) 
as Leader of the Opposition, 7221, 8990-8991 


Bradley, James J. (St. Catharines) 
as Minister of Transportation, 3344 
Duncan, Dwight (Windsor—Tecumseh) 
as Minister of Finance/Chair of Management Board 
of Cabinet, 3344 
McGuinty, Dalton (Ottawa South) 
as Ontario Premier, 5779, 9033, 9168 
Meitleur, Madeleine (Ottawa—Vanier) 
as Minister of Community and Social Services, 3638 
Smitherman, George (Toronto Centre) 
as Minister of Health and Long-Term Care, 6267, 
7687 
withdrawn, 1165, 1254, 5659, 6882, 9642 


Members'/ministers' resignations 


Caplan, David (Minister of Health and Long-Term Care), 
7867 


Members’ statements 


Agricultural labour policy, 4218 

Air quality, 122-123 

Beautiful Women Project, 3536 
Child care, 4909 

Correctional facility employees, 4786 
Electric vehicles, 3881 

Emergency services, 2838 
Firefighters' memorial, 1893 
Heritage conservation, 1361 

Hospital services, 2399 

Kerr, Orville, 941 

Labour unions, 3380-3381 

Municipal finances, 494 

World Autism Awareness Day, 681-682 


Mental health care 


Brockville Mental Health Centre 
transfer acute care unit to Brockville General Hospital, 
9367 


Minimum wage 


increase, 84-85, 627, 5681 
$10.25 an hour, 5681 


Ministerial statements, responded to 


Aboriginal children's services, 6197-6198 
Adoption Awareness Month, 3840 
Black History Month, 9328-9329 
Child Abuse Prevention Month, 3149 
Consumer protection, 604-605 
Coroner's office, 3539-3540 

Local Government Week, 3449 
Municipal finances, 190 

Municipal infrastructure, 605 
Municipalities, 1507 
Musculoskeletal disorders, 5091 
National Foster Family Week, 3540 
Sexual harassment, 2252-2253 
Student achievement, 5326-5327 
Taxation, 8553 

Workplace safety, 6087-6088 
Young offenders, 2908-2909 


Ministry of Community and Social Services 


special services at home program 
Gallinger, Daria case, 7192 
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Ministry of the Environment 
failure to respond re certificates of approval for 
ArcelorMittal Dofasco Inc. KOBM meltshop, 122 
Ministry of Finance 
OntarioBuys, 5944 
Ministry of Health and Long-Term Care 
Sapsford, Ron (Deputy Minister of Health and Long- 
Term Care) 
salary, 7825 
Ministry of Health Promotion 
Focus community program, 4152 
Ministry of Natural Resources 
forest sector prosperity fund (FSPF), 6486 
Ministry of Small Business and Consumer Services 
responsibility for oversight and enforcement of safety 
standards, 4575-4576 
Ministry of Training, Colleges and Universities 
Employment Ontario 
literacy and basic skills programs 
government funding, 5103-5104 
Ontario self-employment benefit, 7958 
second career strategy, 7958 
Municipal development charges, 1507 
Municipal government services, 3449 
government funding, 51, 8306-8307 
Municipal infrastructure 
government funding, 605 
Municipalities 
government funding, 190, 494, 3378 
Musculoskeletal disorders (MSDs), 5091 
National/independence/memorial days 
Black History Month, 9328-9329 
Natural disasters 
floods, 1063 
Navistar International Corp. 
layoffs, 7962 
NDP 
Buy Ontario strategy, 627 
Pensions for All campaign, 7142 
Niska North Inc., 6075 
Nortel 
pension plans, 8260, 8919 
Northern Ontario, 6486 
economic conditions, 6137 
Nuclear generating stations, 6882 
Nurses 
hiring, 4694-4695 
Occupational Health and Safety Amendment Act 
(Harassment and Violence), 2007 (Bill 29) 
general discussion, 2252 
first reading, 286 
Occupational Health and Safety Amendment Act 
(Violence and Harassment in the Workplace), 2009 
(Bill 168) 
third reading, 9188-9190 
Occupational Health and Safety Amendment Act 
(Workplace Death, Critical Injury and Occupational 
lliness Registry), 2008 (Bill 84) 
first reading, 2216 
Ombudsman Amendment Act (Children's Aid Societies), 
2008 (Bill 93) 
first reading, 2497 
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Ontario budget speech (26 March 2009) 
responded to, 5745-5752 
Ontario child benefit (OCB), 5509 
Ontario drug benefit program (ODB) 
cuts to seniors' drug benefits, 8143-8144, 8208 
Ontario health insurance plan (OHIP) 
health card, 2360 
Ontario health premium, 2459 
Ontario Lottery and Gaming Corp. (OLG) 
casino workers, 2569 
expenditures 
disclosure, 7381-7382 
termination of CEO and board of directors, 7268 
Warren, Jim (former vice-president, strategic 
relationships) 
salary increase, 834 
Ontario Municipal Board (OMB) 
Geranium Corp. case, 1714-1715 
reform, 1715 
Ontario Network of Injured Workers Groups, 3900 
Ontario Power Authority (OPA) 
integrated power system plan (IPSP), 3339-3340 
Ontario Power Generation gas-fired generating station 
southwest GTA, 7577-7578 
Ontario Tax Plan for More Jobs and Growth Act, 2009 
(Bill 218) 
second reading, 8849-8851, 8853 
third reading, 9159-9161 
Ontario Works program, 3438, 3682, 3730 
Ontario Works program benefits 
temporary care assistance (TCA), 3540, 3638, 3840 
income tested, 3638 
Opposition day motions, presented 
Health care oversight, 8423-8425 
Pension plans, 6700-6703 
Opposition day motions, responded to 
Infectious disease control, 2458-2460 
Oral questions, presented 
Aboriginal children's services, 7872-7873 
Aboriginal health care, 9725 
Access to information, 4325, 4384 
Adoption disclosure, 8498 
Agricultural fabour policy, 5827-5828 
Air-rail link, 7830 
Alcohol and drug treatment, 4152 


Autism services, 79, 996, 1471-1472, 1883, 4423-4424, 


5826, 7692, 8145 

Automobile industry, 4209, 5420, 5462, 6039-6040, 
6433-6434, 6839-6840 

Bus transportation, 7432 

C. difficile, 2735 

Cancer Care Ontario, 7914-7915 

Casino employees, 2569 

Child abuse, 3273 

Child care, 134, 499-500, 562-563, 1514-1515, 1925, 
2520-2521, 3638, 4470, 4618, 4783, 5462-5463, 
5508-5509, 5735, 6746 

Child poverty, 689, 2779 

Child protection, 9121-9122 

Children with special needs, 4808 

Children's aid societies, 2637-2638, 7959, 8601-8602 

Children's health services, 4060 

Children's mental health services, 1204, 1425, 6487- 
6488, 9502 
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Collective bargaining, 5507-5508 
Community care access centres, 1716 
Consumer protection, 2436-2437 
Corporate tax, 8207 

Court reporters, 7075-7076 


Domestic violence, 1100, 1165, 1718, 2126, 2897-2898, 


4754, 5687-5688 

Drive Clean, 7142-7143 

Driver examination centres, 8410 

Electricity supply, 7577-7578 

Electronic health information, 6800, 7074-7075, 7188- 
7189, 7221-7222, 7686-7687, 7724, 7765, 7868, 
8453-8454 

Employment standards, 6268, 6594-6595, 8824 

Employment supports, 7958 

Energy rates, 6183-6184 

Environmental protection, 3922-3923 

Executive compensation, 834, 6799, 6840-6841, 6939, 
8301-8302 

Fire in Hamilton, 24, 1253-1254, 2031 

Flooding, 1063 

Flu immunization, 8301, 8344-8345, 8405-8406, 8452- 
8453, 8457-8458, 8493 

Freedom of information, 7427 

Full-day kindergarten, 8068-8069 

Gasoline prices, 6984 

Government accountability, 7268 

Government record, 9214-9215, 9264-9265, 9720 

Government spending, 7221, 7637-7638, 7824-7825, 
8062-8063, 8493-8494 

Grape and wine industry, 7478 

Health care, 7473 

Health care funding, 7957, 8207-8208, 8868, 9219- 
9220, 9312-9314, 9361-9362, 9694 

Heritage conservation, 2644 

Home care, 956, 9450 

Hospital funding, 8144, 8212-8213, 8349, 9367, 9402- 
9403, 9646, 9689-9690 

Hospital services, 2642, 2960, 7386-7387 

Hospital spending, 7729 

Hydro rates, 5421, 9173 

Infectious disease control, 6043, 6265-6267 

International trade, 9403, 9496-9497 

Job creation, 5777-5779 

Legislative reform, 1099-1100, 1160-1161 

Local health integration networks, 2993-2994, 3137- 
3138 

Manufacturing and forestry sector jobs, 2828-2829, 
7642, 8996-8997 


Manufacturing jobs, 5231, 5313-5314, 5377-5379, 6075- 


6076, 7962 
Minimum wage, 5681 
Municipal finances, 50-51, 3378, 3730 
Municipal funding, 8306-8307 
Municipalities, 4908 
Northern economy, 8149, 9500-9501 
Northern Ontario, 6486 
Northern Ontario development, 7770-7771 
Nuclear energy, 6882 
Nuclear waste, 6940 
Nurses, 4694-4695 
Obstetrical care, 4110 
Occupational health and safety, 1571 


Ontario budget, 5879-5880, 6076, 6137-6138 
Ontario drug benefit program, 8143-8144 
Ontario economy, 3178-3179, 4209-4210, 6594 
Ontario Lottery and Gaming Corp., 7381-7382 
Ontario Municipal Board, 1714-1715 
Organ donation, 5881-5882 
Palliative care, 9547 
Patient safety, 9640-9641, 9689, 9720-9721 
Patient transfers, 7920 
Pension plans, 6038-6039, 6139, 6224-6225, 6745- 
6746, 6881-6882, 6985, 7142, 8260, 8919 
Pension reform, 9317-9318, 9542 
Poverty, 2827-2828, 5078 
Premier's record, 7867-7868 
Propane explosion, 2831-2832, 3576-3577 
Property taxation, 3438 
Protection for workers, 6637-6638, 6683-6684 
Provincial purchasing policy, 5506-5507, 5824-5825, 
5943-5944, 6182-6183 
Public services, 7573 
Public transit, 6434-6435, 6549-6550, 6803 
Release of public accounts, 7572-7573 
Salary disclosure, 7825 
School closures, 381, 9270 
Services for disabled children, 7192 
Severance payments, 5572 
Social assistance, 8731 
Student assistance, 2490 
Taxation, 5571, 5611-5613, 5658-5659, 5680-5681, 
5778-5779, 5824, 5944, 6485, 6548-6549, 7073- 
7074, 7188, 7267, 7272-7273, 7382, 7428, 7473- 
7474, 7636-7637, 7725, 7765-7766, 8063-8064, 
8102-8103, 8254-8255, 8539-8540, 8545, 8595- 
8597, 8643-8645, 8680-8682, 8687, 8727-8728, 
8779-8780, 8784, 8818-8820, 8862-8864, 8914- 
8915, 8990-8992, 9032-9033, 9037-9038, 9116- 
9117, 9167-9169, 9407-9408, 9444-9446, 9495- 
9496, 9541, 9641-9642 
Technical Standards and Safety Authority, 4575-4576 
Termination and severance payments, 8649 
Thunder Bay economy, 3179-3180 
Transfer payments, 3682 
Tuition, 5078-5079 
Women's issues, 5728-5730 
Workplace safety, 295 
Youth crime, 3571-3572 
Youth services, 2294 
Organ donor card, 5222-5223 
Palliative care 
Ottawa area, 9547 
Pathways Health Centre for Children 
cancellation of speech and occupational therapy and 
physiotherapy services, 4060 
Patient safety 
surgical errors and pathology results, 9689, 9720-9721 
unnecessary mastectomies performed at Hétel-Dieu 
Grace Hospital, 9640-9641 
Patients 
protection from infectious diseases, 6043 
Pay equity, 5730 
Payday loan agreements 
48-hour cooling-off period, 604-605 
Payday loans, 604-605 
interest rate limit of 35%, 604 
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Pension benefits guarantee fund, 6038-6039, 6224-6225, 
6745, 6881 
raising the amount guaranteed by the fund to $2,500 
per month, 6701-6702 
Pension plans, 6224, 6745, 7142 
defined benefit pension plans, 6701 
Ontario pension plan, 6881, 7142 
province-wide pension plan, 6700-6702 
reform, 6700-6703, 9317-9318, 9542 
Pesticides/herbicides 
ban on use and sale of cosmetic pesticides 
impact on municipalities, 1959, 1961-1965 
environmental effects, 1964 
Petitions 
Affordable housing, 137-138 
Child care, 9701 
Child protection, 176, 2443, 3384, 8421 
Community colleges collective bargaining, 1426 
Emission-free vehicles, 3449-3450 
Home health care supplies, 656 
Hospital services, 4159 
Identity theft, 302, 5092 
Taxation, 6758 
University labour dispute, 4701, 4787-4790 
Workplace harassment, 2646, 2740, 3581, 3845, 4158, 
5093, 6088, 6757 
Photo Card Act, 2008 (Bill 85) 
third reading, 4015-4016 
Post-secondary education 
Reaching Higher: The McGuinty Govemment Plan for 
Postsecondary Education, 3179 
Poverty, 84-85, 3149, 3357, 4470 
Poverty Reduction Act, 2009 (Bill 152) 
general discussion, 5078 


Poverty reduction strategy, 2779, 2827-2828, 5078, 5113- 


5114 
government funding, 5078 
public consultation, 2828 
Private members’ public business 
Capping Executive Compensation Act, 2009 (Bill 180) 
second reading, 7044-7046, 7051 
Consumer Reporting Amendment Act, 2008 (Bill 75) 
second reading, 2359-2361 
Day Nurseries Amendment Act (Not for Profit 
Corporations), 2008 (Bill 26) 
second reading, 537-538, 545 
Employment Standards Amendment Act (Wage 
Security), 2007 (Bill 6) 
second reading, 111 
Fuel safety 
responded to, 3344-3345 
Healthy schools 
responded to, 2374-2375 
Home Energy Rating Act, 2008 (Bill 101) 
second reading, 3339-3340 
Labour Relations Amendment Act (Certification), 2008 
(Bill 65) 
second reading, 1556 
Labour Relations Amendment Act (Replacement 
Workers), 2009 (Bill 86) 
second reading, 7933 
Literacy and basic skills 
responded to, 5103-5104 


Lori Dupont Act (Domestic Violence Protection), 2008 
(Bill 10) 
second reading, 1995-1997 
Smoke-Free Ontario Amendment Act, 2008 (Bill 42) 
second reading, 550-551 
Visual Fire Alarm System Act, 2009 (Bill 148) 
second reading, 5112-5114 
Waste Reporting Act, 2008 (Bill 105) 
second reading, 3353 
Propane explosions 
Sunrise Propane, 3344 
site cleanup, 2831-2832 
Propane facilities 
inspection, 3344 
Propane industry, 3344 
Propane safety, 3576-3577 
Property tax, 3449 
Protection of Public Participation Act, 2008 (Bill 138) 
first reading, 4584 
Provincial Advocate for Children and Youth, 3356 
access to information, 4325 
power to require a person to provide information, 4384, 
4657 
Provincial Advocate for Children and Youth Amendment 
Act, 2008 (Bill 144) 
first reading, 4657 
Provincial-municipal partnerships 
provincial-municipal fiscal and service delivery review, 
3438, 3682 
Public accounts 
timely release, 7572-7573 
Public education campaigns 
"Eat Local: Live Fresh," 2374-2375 
Step It Up! campaign, 1995 
Universal Children's Day, 8693-8694 
World Autism Awareness Day, 681-682 
Public health units, 6266 
Public inquiries 
Osidacz, Jared (murder victim), 5688 
Public service 
reduction, 7573, 7637, 8483-8484 
Public vehicles 
exempt public vehicles equipped with bicycle racks or 
carrying bicycles on racks, 2448 
Public Vehicles Amendment Act (Improving Bicycle 
Mobility), 2008 (Bill 91) 
first reading, 2448 
Quarries 
St. Marys Cement's proposal to develop quarry in 
Flamborough, 3922-3923 
Quebec 
child care, 562-563, 4783 
electricity rates, 9173 
Registry 
workplace death, critical injury and occupational illness, 
2216 
Remembrance Day, 8467 
Reports 
Child Care Report Card (Canadian Labour Congress), 
2520 
Contingent Academic Work in the Canadian Context 
(Vicky Smallman), 4763-4764 
Inquiry Into Pediatric Forensic Pathology in Ontario 
(Stephen Goudge), 3540, 4411 
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Ontario in the Creative Age (Martin Prosperity Institute), 
5078-5079, 5103 
With Our Best Future in Mind: Report to the Premier by 
the Special Advisor on Early Leaming (Charles 
Pascal), 8069 
Review of the Roots of Youth Violence (Roy McMurtry, 
Alvin Curling), 4152 
Special Report: Ontario's Electronic Health Records 
Initiative (Office of the Auditor General of Ontario), 
7868 
School closures, 381 
Parkwood Hills Public School, 9270 
Sexual assault crisis centres 
government funding, 1995-1996 
Sexual harassment, 1996, 2252-2253 
Dupont, Lori case, 2252 
Vince, Theresa case, 2252 
Smart Systems for Health Agency (SSHA), 7687 
expenditures 
consultants, 6800 
Smoking 
ban on smoking controlled substances in public places, 
551 
ban on smoking in workplaces/enclosed public places, 
550-551 
second-hand smoke, 551 
Social assistance recipients 
increase, 8731 
post-secondary students, 2490 
Social services, 3730 
Special-needs children 
government funding, 4808 
Leonard, Destany case, 4808 
Speed limiters 
anti-tampering measures, 1072 
impact on small operators, 1075 
impact on trade, 1086 
overtaking other vehicles, 1072-1073 
vehicles originating outside Ontario, 1072 
Strikes 
DriveTest driving examiners, 8410 
Student achievement, 5326-5327 
Student debt, 5079 
Supply Act, 2008 (Bill 45) 
second reading, 624-628 
Supreme Court of Canada rulings 
British Columbia health care workers, 4763 _ 
Tarion Warranty Corporation 
compensation for warranty claims, 2436 
oversight by Ombudsman, 2437 
Tax increases, 5659 
Tax reduction, 5779 
Technical Standards and Safety Authority (TSSA), 3344, 
3576-3577, 4575-4576 
appointment of directors, 4576 
governance model, 3344 
Throne speech debate 
participation, 84-85, 101-102 
Time allocation motions 
Workplace Safety and Insurance Amendment Act, 2008 
(Bill 119) 
responded to, 3899-3900 
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Toronto Transit Commission (TTC) 
purchase of streetcars from Bombardier, 6434-6435 
government funding, 6549, 6594, 6803 
Trans fatty acids, 312 
Transit systems 
air-rail link between Union Station and Pearson airport, 
7830 
82% Ontario content in manufacture of transit vehicles 
government funding, 5943 
50% Canadian content in transit vehicles purchased in 
Ontario, 5943 
manufacture of transit vehicles in Ontario, 5824-5825 
purchase of mass transit vehicles 
made in Ontario, 5506-5507 
Tributes 
George, Maynard Sam (recipient, Order of Ontario), 
7236 
Kerr, Orville (labour activist, Hamilton), 941 
Runciman, Robert (interim leader of the opposition), 
TZN 
Tuition fees 
increase, 5078-5079 
2029652 Ontario Ltd. Act, 2008 (Bill Pr9) 
first reading, 2355 
Unemployment, 6075-6076 
increase, 7045 
northern Ontario, 5750, 7770-7771 
Thunder Bay, 3179 
Union certification 
card-based certification, 1556 
United Nations Convention on the Rights of the Child, 
S172 
United States 
capping executive compensation for businesses that 
receive bailout money, 6799 
corporate tax reduction, 6594 
corporate tax reform, 6548-6549, 6594 
Universities/colleges 
government funding, 2969, 2971, 4763-4764, 5079 
University of Toronto 
collective bargaining, 4762 
York University 
collective agreements, 4761 
collective bargaining, 4761-4764 
strike, 4762-4763 
U.S. Steel Canada 
employment standards claims 
Lake Erie Works, 8824 
executive compensation, 7045-7046 
guarantee in return for government assistance, 5314, 
5379 
layoffs, 5314 
shutdown, 5231 
Vehicle emission tests 
Drive Clean program, 7142-7143 
audit, 7143 
Victims of domestic violence 
counselling services, 1996 
legal aid services, 1996 
protection, 1995 
services, 1996 
Voters' lists 
Hamilton Centre, 2319-2320 
Wal-Mart, 3380-3381 
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Horwath, A. (NDP, Hamilton Centre) (continued) 
Waste 
nuclear/radioactive waste, 6882 
Sudbury, 6882 
Waste management/programs 
deposit system for cans, glass and plastic bottles, 3353 
facilities for organic composting and recycling, 3353 
nuclear/radioactive waste, 6882, 6940 
product stewardship, 3353 
recycling centres, 3353 
waste diversion, 1507, 3353 
Hamilton, 3353 
Websites 
www.mindyourmind.ca, 6487-6488 
Wine 
Vintners Quality Alliance (VQA) wine 
30% domestic content, 7478 
Women, 5729 
Women workers 
salaries, 5729-5730 
Workers 
protection, 6683 
replacement workers 
ban on use during strike or lockout, 7933 
Workers' compensation benefits, 3899-3900 
coverage for construction workers, 3899-3900 
Workers' rights, 4765, 6683 
right to collectively bargain, 4760-4763 
Workplace harassment/violence, 286, 295, 1571, 6087- 
6088 
refusal to work, 2252-2253 
Workplace Safety and Insurance Amendment Act, 2008 
(Bill 119) 
second reading, 3820-3821 
time allocation motion 
exemption of home renovation work, 3900 
implementation time frame, 3900 
responded to, 3899-3900 
Workplace Safety and Insurance Board (WSIB), 3821 
Xstrata PLC 
layoffs, 9720 
York University Labour Disputes Resolution Act, 2009 
(Bill 145) 
second reading, 4760-4765 
Young offenders 
interception of mail, 3356, 3359 
overrepresentation of racialized communities, 3357 
pretrial detention, 3356-3357 
Youth crime, 3165, 3171-3172 
prevention, 3172-3174 
rates, 3169-3170 
Youth justice system 
reform, 3171 
privacy right for youth, 3174-3175 
secure detention, 3175-3176 
Youth/students, 3365 
Youth violence, 3571-3572 


Hoskins, Hon. E. (LIB, St. Paul's) 
Aboriginal land claims 
Caledonia, 9447 
Anniversaries 
Greek community of Toronto 100th Anniversary, 8312 
Apprenticeship training, 7875 
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Harmonized sales tax 
impact on low-income consumers, 8211 
H1N1 influenza A (swine flu) 
health plan for influenza pandemic, 8495-8496 
Immigrants 
services, 9318-9319, 9546 
Immunization 
H1N1 influenza A (swine flu), 7774, 8104-8105, 8415 
expanded to all citizens, 8683-8684 
Landlord and tenant 
tenants' protection, 7689 
Language instruction 
English as a second language (ESL) 
government funding, 9648-9649 
Members’/ministers' inaugural speeches, 7689 
Members’ statements 
Flu immunization, 7774, 8415 
Greek community, 8312 
Hanukkah, 9224 
Ministers redirecting oral questions, 9448 
Oral questions, presented 
Flu immunization, 8104-8105, 8683-8684 
Flu pandemic preparedness, 8495-8496 
School closures, 9122 
Skilled trades, 7875 
Taxation, 8211 
Tenant protection, 7689 
Oral questions, responded to 
Aboriginal land dispute, 9447 
Health care, 9724 
Immigrant services, 9318-9319, 9546 
Language training, 9648-9649 
Private members’ public business 
Human rights 
presented, 9237-9239, 9244 
Public education campaigns 
Ontario Human Rights Day, 9237-9238, 9244 
Religious holiday observance 
Hanukkah, 9224 
School closures 
St. Paul's, 9122 
Technical Standards and Safety Authority (TSSA), 8484 
appointment of chief safety and risk officer, 8484 
Technical Standards and Safety Statute Law Amendment 
Act, 2009 (Bill 187) 
second reading, 8484 
Workers 
skilled worker shortage, 7875 


Hoy, P. (LIB, Chatham—Kent—Essex) 
Agencies/boards/commissions/etc. 
expenditures 
review by Integrity Commissioner, 7601 
Animal Health Act, 2009 (Bill 204) 
second reading, 7979 
Arts centres 
Leamington, 1424 
Awards 
Attorney General's Victim Services Award of Distinction, 
4253-4254 
Canada's Top 100 Employers 
Chatham-Kent Health Alliance, 3279-3280, 6410 
Barrie-Innisfil Boundary Adjustment Act, 2009 (Bill 196) 
second reading, 7502 
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Hoy, P. (LIB, Chatham—Kent-Essex) (continued) 
Books 
A Shadow on the Household: One Enslaved Family's 
Incredible Struggle for Freedom (Bryan Prince), 
5388 
Boundary adjustment 
Barrie and Innisfil, 7502 
Budget Measures Act, 2009 (Bill 162) 
second reading, 6110 
Bullying, 5544-5545 
Colleges of applied arts and technology (CAATs) 
St. Clair College, 7114 
Construction industry 
use of Ontario wood products, 7949-7950 
Corporate tax exemptions 
Ontario tax exemption for commercialization (OTEC) 
eligibility for refund, 2987 
Domestic violence, 4981 
Drivers 
aggressive drivers, 2994 
impaired drivers, 4442 
Economic growth, 366 
five-point economic plan, 3029 
Education Amendment Act (Keeping Our Kids Safe at 
School), 2009 (Bill 157) 
second reading, 5544-5545 
Electoral constituencies 
boundaries, 3552 
renaming of Chatham—Kent-—Essex to 
Chatham—Kent-Leamington, 2906, 3551-3553, 
3557, 
Energy 
renewable energy, 4693 
wind, 5335 
renewable energy projects 
Kruger Energy Chatham wind project, 4693 
_ wind farms, 5059 
Port Alma, 5439 
Energy conservation, 4951 
energy star program, 5335 
Family health teams 
Chatham—Kent-Essex, 6410-6411 
Family Statute Law Amendment Act, 2009 (Bill 133) 
second reading, 4981 
Farm products 
buying Ontario products, 691-692 
Farm safety, 336-337 
Farmers 
tobacco farmers 
government funding, 5411-5412 
Festivals, 6438 
Food safety, 6887 
Full Day Early Learning Statute Law Amendment Act, 
2010 (Bill 242) 
second reading, 9442 
Government record 
PC (1995-2003) 
accountability, 6022 
Government service transfer to municipal jurisdiction 
return to provincial jurisdiction, 1026 


Green Energy and Green Economy Act, 2009 (Bill 150) 


second reading, 5059, 5335, 5439 
Greenhouse industry, 6995 


Health care funding 
government funding, 6269 
Home Energy Rating Act, 2008 (Bill 101) 
general discussion, 4951 
Ideas for the Future Act, 2008 (Bill 100) 
second reading, 2987, 3029 
Interprovincial Policing Act, 2009 (Bill 203) 
second reading, 7911 
Investing in Ontario Act, 2008 (Bill 35) 
second reading, 817, 1026 
Kindergarten 
full-day, 9442 
Livestock 
disease prevention and control, 7979 
Members'/ministers' constituents 
appreciation, 1299 
congratulatory remarks, 4253-4254 
Members' statements 
Blenhiem and District Chamber of Commerce, 1299 
Chatham-Kent Health Alliance, 3279-3280 
Energy conservation, 4951 
Greenhouse industry, 6995-6996 
Neuts, Mike, 4253-4254 
Ontario economy, 366 
Seniors' Month, 2247-2248 
Shadd, Abraham D. and Bryan Prince, 5388-5389 
Tourism, 6393 
Walk a Mile in Her Shoes, 7391 
Whitson, Derek, 9455 
Ministry of Agriculture, Food and Rural Affairs 
food safety and traceability initiative (FSTI), 6887 
Pick Ontario Freshness strategy, 692 
rural economic development (RED) program, 1424 
rural summer jobs service program, 6110 
Ministry of Community and Social Services 
Constable Joe MacDonald Public Safety Officers’ 
Survivors Scholarship Fund Committee, 5189 
Ministry of Tourism 
Celebrate Ontario, 6393, 6438 
Municipal infrastructure 
Chatham-Kent 
government funding, 817 
Municipalities 
government funding, 1424 
Nurses 
occupational health and safety, 7644 
Occupational Health and Safety Amendment Act 
(Violence and Harassment in the Workplace), 2009 
(Bill 168) 
general discussion, 6140 
Ontario College of Trades and Apprenticeship Act, 2009 
(Bill 183) 
second reading, 7114 
Ontario Power Authority (OPA) 
renewable energy supply III procurement, 4693-4694 
Chatham-Kent wind farms, 4694 
Opposition day motions, responded to 
Government accountability, 6022 
Hospital services, 6410-6411 
Rural schools, 2262-2263 
Oral questions, presented 
Aggressive driving, 2994 
Agriculture industry, 691-692 
Assistance to farmers, 5579 
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Hoy, P. (LIB, Chatham—Kent-Essex) (continued) 
Food safety, 6887 
Municipalities, 1423-1424 
Occupational health and safety, 336-337 
Police officers, 5188-5189 
Renewable energy and conservation, 4693-4694 
Rural and northern health services, 6269 
Tourism, 6438 
Workplace safety, 6140, 7644 
Pension Benefits Amendment Act, 2010 (Bill 236) 
second reading, 9468, 9712 
Pension plans 
reform, 9468, 9712 
Petitions 
Employment insurance, 4955 
Fertility treatment, 3580-3581, 3652, 3693 
Firearms control, 1477, 2166-2167 
Ontario Society for the Prevention of Cruelty to Animals, 
2574, 2964 
Sales tax, 5195, 5329, 5391 
Wind turbines, 7159-7160 
Police officers, 5188-5189 
support for families of deceased police officers, 5189 
Police services 
cross-border policing, 7911 
Poverty Reduction Act, 2009 (Bill 152) 
second reading, 5253 
‘Private members' public business 
Forest industry 
responded to, 7949-7950 
Registered Retirement Savings Protection Act, 2010 
(Bill 96) 
second reading, 3560-3561 
Representation Amendment Act, 2008 (Bill 104) 
second reading, 3551-3553, 3557 
Public education campaigns 
Seniors' Month, 2247 
Walk a Mile in Her Shoes, 7391 
Public Sector Expenses Review Act, 2009 (Bill 201) 
second reading, 7601 
Registered retirement income funds 
protection from creditors, 3560-3561 
Registered retirement savings plans 
protection from creditors, 3560-3561 
Representation Amendment Act, 2008 (Bill 104) 
first reading, 2906 
Road Safety Act, 2009 (Bill 126) 
second reading, 4442 
Rural Ontario, 5579 
government funding, 1424 
Safer Roads for a Safer Ontario Act, S.O. 2007, c.13, 
2994 
School board trustees 
code of conduct, 7415-7416 
Schools 
Romney Central School, 2263 
Senior citizens 
services, 2247-2248 
Smoke-Free Ontario Amendment Act, 2008 (Bill 69) 
second reading, 2143-2144 
Smoking 
second-hand smoke 
health risks, 2143-2144 


Student Achievement and School Board Govemance Act, 
2009 (Bill 177) 
second reading, 7415-7416 
Throne speech debate 
participation, 432 
Tobacco Damages and Health Care Costs Recovery Act, 
2009 (Bill 155) 
second reading, 5411-5412 
Tobacco products manufacturers 
recovery of tobacco-related health care costs from 
manufacturers, 5411 
Tobacco-related diseases, 5411 
Tourism industry, 6393, 6438 
Tributes 
Bossy, Maurice Louis (former member, Chatham-Kent), 
5958 
Shadd, Abraham D. (former councillor, Raleigh 
township), Bryan Prince (historian and author), 
5388-5389 
Whitson, Derek (Paralympian, sledge hockey team, 
2010 Winter Olympics), 9455 
York University Labour Disputes Resolution Act, 2009 
(Bill 145) 
second reading, 4722 


Hudak, T. (PC, Niagara West—Glanbrook) 
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Aboriginal land claims 
Douglas Creek Estates, 9404 
Aboriginal youth, 5204 
An Act to authorize the Minister of Finance to make 
certain payments, 2005 (Bill C-48), 963-964, 1288 
Agencies/boards/commissions/etc. 
expenditures 
review by Integrity Commissioner, 7331-7332, 7380 
Annual reports 
Office of the Auditor General of Ontario Annual Report 
(2009), 9114-9115 
Appreciation 
Short, William (clerk, Standing Committee on Finance 
and Economic Affairs), 4172 
Automobile industry 
Chrysler Group LLC 
layoffs, 291 
job guarantee in return for government assistance, 3957 
layoffs, 314, 3957-3958 
Automobiles 
provincial sales tax exemption on new car sales, 5573 
trading old cars for $2,000, 5573 
Budget, 2342, 2663, 4170-4171, 4814-4815, 4858, 5077, 
5682 
balanced budget, 3496 
mini-budget, 2341 
pre-budget consultations, 4169-4173, 4175-4176, 4178, 
4814 
reserve funds, 3573 
Budget deficit, 3496, 3610-3614, 3617, 3733, 4047, 4173- 
4174, 5077, 5180-5181, 5278, 5682, 7571-7572, 
8061-8062, 8116, 8141-8142, 8205-8206, 8252-8253 
Budget Measures and Interim Appropriation Act, 2008 
(Bill 44) 
second reading, 844-854 
third reading, 1645-1656 
amendments, 1645, 1651 
schedule A, 1651-1652 
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Hudak, T. (PC, Niagara West-Glanbrook) (continued) 
schedule B, 1652 
schedule C, 1652-1653 
schedule E, 1653 
schedule L, 1654 
schedule O, 1654 
schedule P, 1654 
schedule Q, 1654 
Budget Measures and Interim Appropriation Act, 2008 
(No. 2) (Bill 114) 
general discussion, 4173 
public consultation, 4173 
second reading, 3610-3617 
third reading, 4046-4047 
amendments, 4046 
public consultation, 4046 
Budget surplus 
transfer of funds to municipalities for infrastructure 
projects, 420, 961-963, 1287-1289, 1570-1571 
Building permits, 832 
decline, 846-847 
Cancer Care Ontario 
contracts 
Courtyard Group Ltd., 7914 
expenditures 
review by Auditor General, 7912-7914 
Capital works projects 
as part of economic stimulus package, 7635 
Carpools, 4610 
Child and Family Services Statute Law Amendment Act, 
2009 (Bill 103) 
third reading, 4834, 4837 
Committee schedules/agendas, 4169-4174, 4178 
Community safety, 5203-5204 
Concurrence in supply debate (December 2008) 
participation, 4602-4604 
Conflict of interest 
Grier, Jason (lobbyist), 8594 
Conservation areas 
Eramosa karst 
land conservation, 2347 
protection of feeder lands, 4604 
Construction workers, 832 
Consumer prices 
increase, 7763-7764 
Corporate tax exemptions 
Ontario tax exemption for commercialization (OTEC), 
4401-4402 
eligibility for refund, 2977-2983, 2987 
Corporate tax increases, 3268 
Corporate tax reduction, 474, 561, 737, 851, 1653, 2780, 
2981, 3268, 4243 
Corporate taxes, 2746, 4243 
Corporations 
regulation, 847 
Cosmetic Pesticides Ban Act, 2008 (Bill 64) 
general discussion, 5312 
second reading, 2217-2222 
Credit unions, 3325 
De Beers Canada 
diamond mine (Victor project), 413 
Diamond royalty, 413 
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Direct Election of the Niagara Regional Chair Act, 2007 
(Bill 20) 
first reading, 228 
Doctor shortage 
Niagara region, 1125 
Driver licences 
graduated licences 
restriction from carrying more than one passenger 
aged 19 and under, 4603-4604, 4609 
zero blood alcohol concentration level for drivers 21 
years of age or younger, 4609 
Economic conditions, 1566, 3267, 3420, 3610-3615, 
4815, 4834, 5181, 5202-5205, 5508, 9400-9401 
2008, 845-849 
Economic decline, 561, 736-737, 1362-1363, 1647-1648, 
2341-2342, 2734, 8816-8817 
government response, 9166 
Economic growth, 289, 475, 2663, 2734, 2780, 4177, 
4243 
five-point economic plan, 4902 
Economic policy, 428, 478, 1509, 3370 
Economic recovery, 4902 
Economic statement, 2780 
13 December 2007, 289 
22 October 2008 
economic outlook, 3733 
Education quality, 264 
eHealth Ontario 
consultants 
Kline, Donna, 7187 
contracts, 7186, 7866-7867, 7913-7914, 7956-7957, 
8022-8023, 8060, 8253-8254 
Accenture Inc., 7186 
Anzen Consulting Inc., 7187, 7823-7824, 7956-7957 
IBM, 7704, 7866, 7957 
public inquiry, 8254, 8271-8272 
expenditures 
accountability, 7703-7704 
Khalil Barsoum (former board member), 7472 
Hudson, Alan (former Chairman) 
appearance before Standing Committee on Public 
Accounts, 8616-8617 
Kramer, Sarah (former CEO) 
appearance before Standing Committee on Public 
Accounts, 8616-8617 
appointment, 7266-7267, 7704 
referral to Standing Committee on Public Accounts, 
7703, 8594-8595 
resignation of Geoff Smith and Khalil Barsoum (former 
board members), 7471-7472 
review by PricewaterhouseCoopers, 7187, 7265-7266 
Electricity rates, 5076 
increase, 847, 2607-2608 
economic impact, 848 
Employment creation, 333, 474-475, 850, 2746, 4423, 
5182, 5207, 5508, 6264-6265, 7635-7636 
by government, 4174 
by private sector, 561, 2958, 4175, 5278 
Employment insurance, 5573 
Employment Standards Amendment Act (Temporary Help 
Agencies), 2009 (Bill 139) 
general discussion, 5312-5313 
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Hudak, T. (PC, Niagara West-Glanbrook) (continued) 
Energy 
renewable energy projects 
employment creation, 7822-7823 
Energy supply, 289 
Enterprise zones, 5203-5204 
Faimess for Families Act, 2008 (Bill 88) 
first reading, 2355 
Families at risk, 5204 
Farmers 
government funding, 639-640 
Federal government 
budget, 4814 
transfer payments, 3610-3611 
Canada health and social transfer, 871-872 
equalization program, 1647, 1649 
Ontario to receive equalization payment, 3826-3827, 
3918, 3957, 4047, 4170-4172, 4177-4178, 
4243, 4401-4402, 4423, 4610, 5181 
Federal-provincial agreements/programs 
Comprehensive Integrated Tax Coordination 
Agreement, 8777, 8817-8818 
harmonized sales tax, 7516-7517 
Forest industry 
government funding, 393 
Gasoline prices 
increase, 1081, 1648, 2564-2565, 2607-2608 
Government accountability, 9114-9115 
Government contracts 
Samsung C&T Corporation for wind turbines, 8537-8539 
Government credit rating, 8141-8142 
Government debt, 3496-3497, 4047, 4176, 5682, 9401- - 
9402 
debt payment, 371 
increase, 1654, 8062 
Government expenditures, 290, 478, 3497, 3573, 4047, 
4175-4177, 5077 
increase, 533-534, 847, 963, 7572, 8116 
Government investments, 47-48, 75, 169 
investment losses, 169 
review by Auditor General, 75 
Government notice of motions 
Legislative reform 
responded to, 1276-1278 
Government orders 
Committee sittings 
responded to, 4169-4178 
Ontario economy 
responded to, 3419-3420 
Government policy, 3370 
Government record 
Liberal (1985-1990) 
government expenditures, 851 
Liberal (2003-2010), 289, 3419-3420, 5508, 9166-9167 
employment creation, 318, 389, 9443-9444 
government expenditures, 289 
manufacturing industry, 289 
manufacturing unemployment, 333-334 
tax increases, 866, 870-871, 1648-1649 
unemployment, 4858 
PC (1995-2003) 
budget deficit, 672 
employment creation, 4939, 5205 
program spending, 672 
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Government revenue, 2663, 4173, 5077 
increase, 869, 4047 
Government services, 4176 
Greenbelt Act, S.O. 2005, c.1, 2750 
Gross domestic product, 478, 1510 
Harmonized sales tax, 4815, 6264, 7380-7381, 8779- 
8880, 8913, 9169 
exemptions, 8593-8594 
federal Liberal party support, 7380 
impact on housing industry, 5948, 6264-6265 
public consultation, 8725-8727, 8912, 8989-8990 
Health care 
out-of-country, 9573-9574 
Health care funding 
government funding, 866 
Healthy Food for Healthy Schools Act, 2008 (Bill 8) 
second reading, 264, 309, 313-318 
Highway improvement 
Highway 2, 844-845 
Highway Traffic Amendment Act (Speed Limiters), 2006 
(Bill 115), 1079 
Highway Traffic Amendment Act (Speed-limiting 
Systems), 2008 (Bill 41) 
second reading, 1079-1084 
Home energy audits, 5076, 5312 
Home energy inspectors, 5076 
Home ownership, 5948 
Homestead Act, 2007 (Bill 28) 
general discussion, 1079, 1652 
first reading, 286 
Hospital beds 
Four Counties Health Services, 1124-1125 
Strathroy Middlesex General Hospital, 1124 
Hospital closure 
Douglas Memorial Hospital, 4781 
Housing prices 
reduction, 4328 
Ideas for the Future Act, 2008 (Bill 100) 
second reading, 2977-2987 
third reading, 4401-4403 
amendments, 4401-4402 
Immunization 
H1N1 influenza A (swine flu), 8342-8343 
high-priority groups, 8342-8343 
inmates in jails and correctional centres, 8402-8403 
lineups at clinics, 8403-8405 
24-hour immunization clinics, 8342-8343 
Income groups 
low, 5207 
Income tax 
income splitting between married or common-law 
couples, 2355, 2547-2549, 2554 
Industry 
Waterloo region, 2983 
Industry shutdowns, 5207 
CanGro Foods Inc., 639, 1251, 1474, 1501-1502 
Invasive species 
gypsy moth, 2218-2219 
spraying program, 1047 
Investing in Ontario Act, 2008 (Bill 35) 
general discussion, 420, 1570-1571 
second reading, 961-966 
time allocation motion 
responded to, 1287-1289 
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Hudak, T. (PC, Niagara West-Glanbrook) (continued) 
Labour-sponsored investment funds, 4402 
cancellation, 2984-2985 
Lake Simcoe Protection Act, 2008 (Bill 99) 
second reading, 2750 
Land transfer tax, 5076 
suspension, 6264-6265 
Language instruction 
English as a second language (ESL) 
government funding, 316 
Layoffs, 1363, 4696, 5277 
Campbell Soup Company, 1653 
Dell Inc., 1362-1363 
Plastech Engineered Products, 1510 
Legislative procedure 
members'/ministers' attendance in legislature, 3615, 
4938 
oral questions, 2240, 2340 
Legislative process 
family friendly reforms, 1276-1277, 1287-1288, 1646- 
1647 
scheduling for committee meetings, 1563 
Legislature schedule/agenda, 402-403 
Liquor Control Board of Ontario (LCBO) 
executive salaries above $100,000, 852 
Livestock 
protection, 3979-3980 
Local health integration networks (LHINs), 4175 
ban on sole-source contracts, 9263 
executive salaries, 9310-9312 
Manufacturing industry 
jobs plan, 3733, 5077 
layoffs, 291, 309, 949-950, 1566, 2734, 3268, 4174, 
4176-4177, 4696 
unemployment, 334, 474, 832 
Members'/ministers' conduct 
Smitherman, George (Toronto Centre) 
Minister of Health and Long-Term Care, 8023 
Members/ministers quoting committee submissions 
Gaudet, Kevin (Canadian Taxpayers Federation), 4046 
Members/ministers quoting electronic mail messages 
Altie, William, 4609-4610 
Biggar, Bob (constituent, Pelham), 854 
Devries, Colin, 4609 
Elsinga, Jeroen, 4603 
harmonized sales tax, re, 8900 
Kamphuis, Tony (Smithville), 4603 
McTaggart, Kalee (constituent), 3980 
Panko, Dave, 4610 
Parent, Julius (McMaster University), 4609 
Scott, Susan, 4603 
Shore, Diana (constituent), 3980-3981 
Struger, Ashley, 4609 
Van Lane, Christopher, 4609 
Van Weelden, Ben (Smithville), 4603 
Members/ministers quoting letters 
press gallery re legislative process, family friendly 
reforms, 1288 
Members/ministers quoting magazine articles 
Waterloo Tech Digest, 2982-2983 
Westem News, 2982 
Members/ministers quoting news media 
Canadian Press (CP), 3614 
CanWest News Service, 845 
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Members/ministers quoting newspaper articles 


Financial Post (Toronto), 4610 

Globe and Mail (Toronto), 846-847, 3614 
Guelph Mercury, 1082 

Kingston Whig-Standard, 8343 

National Post (Toronto), 1650-1651, 2983-2985 
Niagara This Week, 1494 

Ottawa Citizen, 2746 

St. Catharines Standard, 868-869 
Sudbury Star, 870 

Toronto Star, 402, 8989 

Toronto Sun, 3614 

Windsor Star, 1081 


Members/ministers quoting press releases 


The Daily (Statistics Canada, February 2008), 846-847 
Frito Lay (potato chip manufacturer), 313 
Ontario Trucking Association, 1080-1081 


Members/ministers quoting reports 


Governing Ourselves? The Politics of Canadian 
Communities (Mary Louise McAllister), 5301 

Liberal Fiscal Mismanagement: The Final 
Chapter—McGuinty Liberals Asleep at the Switch 
as Ontario's Economy Sputters (Pre-Budget 
Consultation: Progressive Conservative (Official 
Opposition) Dissenting Report), 4174-4175, 4177 

Local Govemment in Canada (Richard Tindall, Susan 
Nobes), 5301 

Once the Economic Engine of Canada, Now the 
Caboose: Are Dalton McGuinty's Harmful Economic 
Policies Driving Ontario to Have-Not Status? (Pre- 
Budget Consultation Progressive Conservative 
Official Opposition - Dissenting Report Summary, 
Ted Arnott, Toby Barrett, Tim Hudak), 849-850 

Ontario Poised to Collect Equalization in 2010-11 (TD 
Economics Special Report), 1647 

RBC Economics Provincial Outlook, 737, 846 

Special Report: Ontario's Electronic Health Records 
Initiative (Office of the Auditor General of Ontario), 
7955-7956 

TD Economics Special Report - Time for a Vision of 
Ontario's Economy (Don Drummond, Derek 
Burleton), 2985-2986 


Members/ministers quoting statements 


Association of Canadian Search, Employment and 
Staffing Services, 5312-5313 

Boudreau, Victor (Minister of Finance, New Brunswick), 
5508 

C.D. Howe Institute, 2745, 4402 

Drummond, Don (chief economist, TD Bank Financial 
Group), 428 

Fortier, Larry (manager, parks and facilities, Grimsby), 
2219 

Herold, Rob (industry liaison officer, engineering and 
sciences, University of Western Ontario), 2982 

Holt, Derek (vice-president, Scotia Capital Economics), 
4402 

King, William Lyon Mackenzie (tenth Prime Minister of 
Canada), 8988-8989 

Landriault, Sara (president, National Family Childcare 
Association), 2548 

London Economics International, 7823 

Martin, Roger (dean, Rotman School of Business, 
University of Toronto), 2746, 2981-2982 
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Hudak, T. (PC, Niagara West-Glanbrook) (continued) 
Milway, Jim (executive director, Institute for 
Competitiveness and Prosperity), 2982, 4402 
Ontario Real Estate Association, 5312 
Parrish, Carolyn (Mississauga city councillor), 963 
Porter, Douglas (deputy chief economist, Bank of 
Montreal), 428 
Quist, David (executive director, Institute of Marriage 
and Family Canada), 2548 
Sharp, Lavinia (constituent, Chatham—Kent—Essex), 
2220 =: 
St-Maurice, Yves (deputy chief economist, Desjardins 
group), 736-737 
Tennier, Kate (founder, Advocates for Childcare 
Choice), 2548 
Will, Gary (Waterloo Tech Digest), 4402 
Members/ministers quoting television programs 
Focus Ontario, 870 
Members/ministers quoting websites 
Facebook, 4602-4603 
Members'/ministers' record 
Liberal (2003-2010) 
McGuinty, Dalton (Ottawa South) 
as Ontario Premier, 7912-7914 
Smitherman, George (Toronto Centre) 
as Minister of Health and Long-Term Care, 7866- 
7867, 7913-7914 
Members‘/ministers' remarks 
Liberal (1995-2003) 
McGuinty, Dalton (Ottawa South) 
as Leader of the Opposition, 8725, 8989 
Liberal (2003-2010) 
Duncan, Dwight (Windsor—Tecumseh) 
as Minister of Finance/Chair of Management Board 
of Cabinet, 75 
McGuinty, Dalton (Ottawa South) 
as Ontario Premier, 868, 870, 896, 1646-1647 
McNeely, Phil (Ottawa—Orléans), 1080 
PC (1995-2003) 
Miller, Norm (Parry Sound—Muskoka), 5205 
PC (2003-2010) 
Scott, Laurie (Haliburton—Kawartha Lakes—Brock), 
1079-1080 
withdrawn, 291, 1474, 2201, 4465, 4995, 8206 
Members'/ministers' resignations 


Caplan, David (Minister of Health and Long-Term Care), 
7866 


Members' statements 
Assistance to farmers, 639-640 
Gypsy moth infestation, 1047 
International Credit Union Day, 3325-3326 
Niagara Week, 1239 
Ontario drug benefit program, 4111 
Plant closure, 1501-1502 
Minimum wage, 5205 
Ministerial statements, responded to 
Corporate tax, 735 
Economic outlook and fiscal review, 289-290, 3496- 
3497, 8116 
Mining industry, 413 
Municipal infrastructure, 371-372 
Ontario economy, 2745-2746 
Ministry of Children and Youth Services 
Best Start plan, 1150 


[727] 


Ministry of Citizenship and Immigration 
grants to community organizations, 371, 962 
Ministry of Economic Development and Trade 
advanced manufacturing investment strategy (AMIS) 
program, 3369-3370 
Next Generation of Jobs Fund, 3370 
Ministry of Research and Innovation 
Ontario venture capital fund, 9574-9575 
Ministry of Training, Colleges and Universities 
second career strategy, 3370 
Municipal infrastructure 
government funding, 403-404, 965-966 
Municipal Property Assessment Corp. (MPAC) 
‘executive salaries above $100,000, 852 
Municipalities 
government funding, 371-372 
New Brunswick 
employment creation, 5508 
tax reduction, 5508 
Niagara Health System 
hospital services, 3685 
Niagara region, 1239 
Niagara Regional Council 
election of regional chair, 228 
Olympics 
Vancouver 2010 Winter Olympics 
opening ceremonies, 9262-9263 
Ontario budget speech (25 March 2008) 
responded to, 533-535, 672, 675-676 
Ontario disability support program (ODSP) benefits 
overpayment, 9115 
Ontario drug benefit program (ODB) 
coverage for Elaprase 
Lanese, Andrew case, 4111, 4604, 4649 
Ontario Electronic Stewardship (OES) 
waste electrical and electronic equipment (WEEE) 
program, 3267-3268 
Ontario health premium, 866-874, 896-897, 4175-4176 
review, 867-868 _ 
Ontario Lottery and Gaming Corp. (OLG) 
executive salaries/bonuses, 851-852 
termination of CEO and board of directors, 7330-7331 
McDougald, Kelly (former CEO), 7379-7380 
Ontario Society for the Prevention of Cruelty to Animals 
(OSPCA), 3982 
training of inspectors or agents, 3979 
on-farm biosecurity protocols, 3980 
warrantless entry for inspectors, 3979 
wrongful seizure of animals, 3981 
Ontario Works program benefits 
overpayment, 9115 
Opposition day motions, presented 
Electronic health information, 7703-7705, 8271-8272, 
8616-8617 
Opposition day motions, responded to 
Ontario economy, 1124-1125 
Tobacco control, 1494-1495 
Oral questions, presented 
Aboriginal land dispute, 9404 
Agency spending, 1814-1815, 7331-7332, 7764 
Automobile industry, 3957-3958 
Conservation, 2347 
Construction industry, 832 
Douglas Memorial Hospital, 4781 
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Electronic health information, 7186-7188, 7265-7267, 
7471-7472, 7823-7824, 7955-7957, 8022-8023, 
8060-8061, 8142-8143, 8206, 8253-8254, 8594- 
8595 

Flu immunization, 8342-8343, 8403-8405 

Gasoline prices, 2564-2565, 2607-2608 

Government accounting practices, 1570-1571 

Government contracts, 8537-8539 

Government investments, 47-48, 75, 169, 3369-3370 

Government record, 9114-9115, 9166-9167 

Government spending, 649-650 

Health care, 9573-9574 

Health premiums, 896-897 

Job creation, 561, 7635, 7822-7823, 9443 

Local health integration networks, 3685, 9262-9264, 
9310-9312 

Manufacturing jobs, 291, 949-950, 4696 

Minister's record, 7913-7914 

Municipal infrastructure, 420 

Ontario budget, 4814-4815, 4858 

Ontario drug benefit program, 4649 

Ontario economy, 474-475, 478, 736-737, 1362-1363, 
1509-1510, 1566, 2341-2342, 2662-2663, 2734, 
2958, 3370-3371, 3573, 3733, 3826-3827, 3918, 
4902, 4938-4939, 5077, 5180-5182, 5277-5278, 
5573, 7571-7572, 7635-7636, 7763-7764, 8061- 
8062, 8816-8817, 9166, 9400-9401 

Ontario Lottery and Gaming Corp., 7330-7331, 7379- 
7380 

Ontario public service, 4423, 9444 

Pension funds, 5376-5377 

Pension plans, 4619 

Plant closures, 1251, 1474 

Premier's record, 7866-7867, 7912-7913 

Property taxation, 1059, 2993, 4214, 4328 

Provincial debt, 5682, 8141-8142, 8205-8206, 9401- 
9402 

Provincial deficit, 8252-8253 

Renewable energy and conservation, 5076 

Research and innovation, 9574-9575 

Retail sales tax, 231 

Small business, 5312-5313 

Social assistance, 9115 


Taxation, 333-334, 2780, 3182, 3267-3268, 4242-4243, 


5508, 5948-5949, 6264-6265, 7380-7381, 7516- 
7517, 8593-8594, 8725-8727, 8777-8779, 8817- 
8818, 8912-8913, 8988-8990, 9169 
Workplace Safety and Insurance Board, 9071-9072 
Oral questions, responded to 
Property taxation, 2993 
Payday loan industry 
regulation, 1378-1379 
Payday Loans Act, 2008 (Bill 48) 
second reading, 1378-1379 
Payroll taxes, 6265 
PC Party 
economic summit, 2780 
Pension funds 
Caisse de dépét et placement du Québec, 5376-5377 
Pension plans, 4619, 5377 


solvency payment deadlines extended to 10 years, 4619 


Persons with disabilities 
employment, 5204 


Pesticides/herbicides 
ban on use and sale of cosmetic pesticides, 5312 
exemptions 
golf courses, 2220-2221 
impact on municipalities, 2218 
review by Health Canada, 2221 
Petitions 
Gas wells, 1928 
Gypsy moths, 242, 386, 1519, 1928 
Health card renewal clinic, 29-30, 57, 59, 177-178, 202- 
204, 1428, 1977, 2095, 4589 
Hunter syndrome, 2528-2529 
Lord's Prayer, 2094, 2527-2528 
Pope John Paul II, 301, 1520, 1978 
Political parties, 5300-5301 
Poverty Reduction Act, 2009 (Bill 152) 
second reading, 5202-5205, 5207 
section 5, 5204-5205 
subsection 2(2), 5203-5204 
Poverty reduction strategy, 5203-5205 
Premier's attendance in legislature, 4938 
Private members’ public business 
Fairness for Families Act, 2008 (Bill 88) 
second reading, 2547-2549, 2554 
Municipalities 
responded to, 5300-5301 
Public Transportation and Highway Improvement 
Amendment Act (Assistance to Municipalities), 2008 
(Bill 38) 
second reading, 1547 
Red Tape and Regulatory Review Act, 2008 (Bill 57) 
second reading, 1150-1151 
Property tax assessment, 3611 
cap on increases, 1059, 1652 
increase, 286, 2993, 3182, 4214, 4328 
Property tax increases, 1651, 2993, 3182, 4214, 4328 
Provincial Animal Welfare Act, 2008 (Bill 50) 
third reading, 3978-3982 
public consultation, 3978-3982 
Public education campaigns 
International Credit Union Day, 3325-3326 
Public service 
increase, 534-535, 9444 
layoffs, 4423 
salaries above $100,000, 561, 649-650, 675-676, 851, 
950, 1649-1650, 4423 
Public transportation 
Hamilton, 309 
Red Tape Commission, 1151 
Regulations, 1150 
Reports 
A Balanced Approach to Eliminating the Structural 
Deficit (Erik Peters), 869-871 
A Fine Balance - Safe Pensions - Affordable Plans - 
Fair Rules (Report of the Expert Commission on 
Pensions), 5377 
Liberal Fiscal Mismanagement: The Final Chapter- 
McGuinty Liberals Asleep at the Switch as Ontario's 
Economy Sputters (Pre-Budget Consultation: 
Progressive Conservative (Official Opposition) 
Dissenting Report), 4174-4175 
Resale House Price and Property Assessment Analysis: 
City of Toronto and Muskoka & Haliburton 
(Cushman & Wakefield LePage Inc.), 1059 
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Hudak, T. (PC, Niagara West-—Glanbrook) (continued) 
Special Report: Ontario's Electronic Health Records 
Initiative (Office of the Auditor General of Ontario), 
7866-7867, 7912-7914, 8142-8143, 8271-8272 
Where Do We Grow From Here? A Way Forward for 
Niagara's Tender Fruit and Grape Growers (Tim 
Hudak), 4604 
Retail sales tax, 231 
collection of outstanding accounts receivable, 289-290 
default in compliance, 231 
elimination of retail sales tax from accommodations and 
attractions, 2565, 2608 
Road Safety Act, 2009 (Bill 126) 
general discussion, 4602-4603 
second reading, 4609-4611 
Saskatchewan 
economic growth, 845 
School cafeterias 
ban on trans fat in food and beverages, 313-315 
regulation, 264 
School closures 
Niagara District Secondary School, 1125 
School portables, 264 
School safety, 402 
School violence, 315 
Shipping industry, 1082 
Small business, 3371, 5312-5313 
Speed limiters, 1080-1082 
Speed limits, 4609 
Student evaluation 
standardized, 315-316 
Tax credits 
public transit expense, 4611 
Tax increases, 291, 3267, 4174-4177 
Tax rebates 
gasoline tax rebate 
highway construction, maintenance or operation, 1547 
Tax reduction, 735, 737, 1363 
Taxes, 3267 
Throne speech debate 
participation, 389, 393, 402-405, 428 
Time allocation motions 
Investing in Ontario Act, 2008 (Bill 35) 
responded to, 1287-1289 
Tobacco products 
illegal sale, 403 
Niagara region, 1494 
Transfer payments 
Ontario municipal partnership fund (OMPF) 
Pelham, 404 
Transit systems 
gasoline tax funding, 1547 
Unemployment, 4902, 5181-5182 
increase, 849 
Windsor, 4939 
Venture capital 
shortage, 2983-2985 
Waste management/programs 
tire recycling program, 3182 
Websites 
www.PickupPal (online carpooling), 4610 
Workers 
job retraining, 291 


Workplace Safety and Insurance Amendment Act, 2008 
(Bill 119) 
general discussion, 4172, 4243 
Workplace Safety and Insurance Board (WSIB) 
executive salaries above $100,000, 852 
expenditures 
accountability, 1814-1815 
Mahoney, Steve (chair), 7764, 9072 
unfunded liability, 9071-9072 
Youth justice system 
reform, 4837 


J 


Jaczek, H. (LIB, Oak Ridges—Markham) 
Aftermarket brake pads 
ban on use of asbestos, 7255 
Anniversaries 
St. John Ambulance (York region) 125th anniversary, 
TAG2 
Appreciation 
Fisch, Bill (regional chair, York region), 5774 
Asbestos, 7255 
Autism services, 24-25, 693 
intensive behavioural intervention (IBI), 24 
Budget, 556 
Budget deficit, 3672 
Budget Measures and Interim Appropriation Act, 2008 
(No. 2) (Bill 114) 
second reading, 3672-3673 
Budget surplus 
transfer of funds to municipalities for infrastructure 
projects, 1025 
Canadian Medica! Protective Association, 2006 
Cancer 
skin cancer, 2543-2544 
Cardiovascular diseases 
risk assessment, 1795 
Cellular telephones 
in case of emergency (ICE) contact information, 5431 
Child poverty, 5100 
Climatic changes, 7230 
health effects, 9027 
Conferences/seminars/symposiums 
Niagara Health System, 6339 
Congenital heart disease, 5192, 6648 
Congenital Heart Disease Awareness Day Act, 2009 (Bill 
178) 
first reading, 6648 
Consumer protection 
fitness clubs, 9408 
Coroners Amendment Act, 2009 (Bill 115) 
second reading, 4414 
COSTI Immigrant Services 
open doors project, 4649 
Diabetes, 3940 
Earth Hour, 611 
Economic growth 
five-point economic plan, 3673 
Election Statute Law Amendment Act, 2010 (Bill 231) 
second reading, 9685 
Elections/by-elections 
barrier-free access, 9684 
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Jaczek, H. (LIB, Oak Ridges—Markham) (continued) 
Electricity supply, 2830 
Energy 
renewable energy projects 
James, Bob case, 6393 
Energy conservation, 611, 2830 
smart meters, 611 
Energy supply 
York region, 2847-2848 
Environmental Protection Act (Greenhouse Gas 
Emissions Trading), 2009 (Bill 185) 
second reading, 7293, 7313-7314, 7323-7326, 7329, 
7628 
third reading, 9027-9028 
Festivals 
Markham Village Music Festival, 2168-2169 
Tastes of the Hill festival, 4028 
Firefighters 
occupational health and safety, 8995 
Full Day Early Leaming Statute Law Amendment Act, 
2010 (Bill 242) 
second reading, 9602-9603 
Government funding, 556 
Government record 
Liberal (2003-2010) 
environmental protection, 7313-7314, 7326 
Greater Toronto and Hamilton Area Transit 
Implementation Act, 2009 (Bill 163) 
second reading, 5774 
Green Energy and Green Economy Act, 2009 (Bill 150) 
general discussion, 7326 
Greenbelt plan 
housing development in Palgrave Estates area 
(Caledon), 3320 
Greenhouse gas emissions 
reduction 
cap and trade system (emissions trading), 7293, 7324- 
7325, 7329, 7628, 9027-9028 
Harmonized sales tax 
exemptions, 9083 
impact on sport, recreation and physical activities, 7917 
Health 
determinants of health, 1795 
Health care workers 
occupational health and safety, 7148 
Health regulatory colleges, 4849 
Highway safety 
ban on driving motorcycles with child passengers, 3580, 
4482-4484, 4489 
riding in back of commercial/towed vehicles prohibited 
exemptions, 2180 
Highway Traffic Amendment Act (Child Passengers on 
Motorcycles), 2008 (Bill 117) 
first reading, 3580 
Highway Traffic Amendment Act (Speed-limiting 
Systems), 2008 (Bill 41) 
second reading, 1183-1185 
Holidays 
Family Day, 5128 
Hospices (terminal care) 
Evergreen Hospice, 1614, 5087 
Hospital expansion 
Markham Stouffville Hospital, 159, 8415 
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Hospital funding 
government funding, 983 
Hospitals 
Markham Stouffville Hospital, 6232 
Investing in Ontario Act, 2008 (Bill 35) 
second reading, 1025, 1027 
Kindergarten 
full-day, 9603-9604 
Lake Simcoe 
protection, 136, 2755-2756 
Lake Simcoe Protection Act, 2008 (Bill 99) 
second reading, 2750, 2755-2756 . 
Lake Simcoe protection plan, 2750 
Landfill sites 
site 41 (Tiny township) 
certificate of approval, 8702 
Literacy 
government funding, 7730 
Markham Lions Club, 3834 
Markham Music and Arts Group, 2168-2169 
Medical errors, 2006 
Members'/ministers' constituencies/constituency events 
Oak Ridges—Markham 
events in Oak Ridges—Markham, 7696 
Kettleby Fair, 9177 
Mahamevnawa Bhavana Asapuwa meditation centre 
ceremony, 8503 
Markham Stouffville Hospital fundraiser, 6232 
19 on the Park, 1240-1241 
Oak Ridges moraine 
WhiStle Community Radio, 599 
Oak Ridges Moraine Land Trust event, 1775-1776 
Members'/ministers' inaugural speeches, 352-354 
Members'/ministers' personal narratives, 4414, 8011-8012 
Members/ministers quoting letters 
Brown, Patrick (Ontario Trial Lawyers Association), 4484 
Stewart, Linda (executive director, Association of Local 
Public Health Agencies), 4483 
Members/ministers quoting newspaper articles 
Kingston Whig-Standard, 5428 
Orillia Packet and Times, 1183 
Toronto Star, 1183 
Members/ministers quoting statements 
Arnold, Ken (president, Ontario Medical Association), 
8013 
Blackmore, Vance (president, Association of Local 
Public Health Agencies), 2558 
Coran, Ken (president, Ontario Secondary School 
Teachers’ Federation), 7804 
Evans, Bill (chair, Ontario PET steering committee), 
2369 
Friedman, Art (motorcyclist), 4483 
Fuselli, Pamela (executive director, Safe Kids Canada), 
4483 


Gardner, Charles (chair, Council of Ontario Medical 
Officers of Health), 1867, 2558 

King, Arlene (chief medical officer of health of Ontario), 
8333 

King James | (British monarch), 1866 

Patterson, Brian (president, Ontario Safety League), 
4484 

Schmacher, Albert (former president, Ontario Medical 
Association), 7549 

Slaight, Annabel (co-founder, Ladies of the Lake), 2756 
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Jaczek, H. (LIB, Oak Ridges—Markham) (continued) 
Thomas, Warren (president, Ontario Public Service 
Employees Union), 7804 
Walker, Leslie (CEO, Richmond Hill Chamber of 
Commerce), 671-672 
Members'/ministers' remarks 
PC (2003-2010) 
Klees, Frank (Newmarket—Aurora), 4484 
Members' statements 
BAPS Women's Conference, 6339 
Congenital heart disease, 5192 
Doors Open Ontario, 4390 
Emergency services, 5431 
Epilepsy Awareness Month, 9585 
Event in Oak Ridges—Markham, 8503 
Events in Markham, 3834 
Events in Oak Ridges—Markham, 7696 
Evergreen Hospice, 5087 
Evergreen Hospice Markham-Stouffville, 1614 
Family Day, 5128 
Health services in Markham-Stouffville, 159 
Hospital funding, 983 
Kettleby Fair, 9177 
Koffler Scientific Reserve, 3002-3003 
Markham District Veterans Association, 5998-5999 
Markham Music and Arts Group, 2168-2169 
Markham Stouffville Hospital, 8415 
Markham Stouffville Hospital fundraiser, 6232 
Niazi, Adeena, 1047 
19 on the Park, 1240-1241 
Oak Ridges-Markham museums, 4218-4219 
Oak Ridges moraine, 1775-1776 
Polo for Heart, 2615-2616 
Public transportation, 556 
Renewable energy, 6393 
Rhenish Church of Canada, 4625-4626 
Richardson Masonic Lodge, 3882 
St. John Ambulance, 7152 
Tastes of the Hill festival, 4028 
Taxation, 9083 
WhiStle Community Radio, 599 
World Environment Day, 7230 
Ministry of Culture 
community museum operating grant program, 4218 
Ministry of Economic Development and Trade 
Next Generation of Jobs Fund, 7313-7314 
Ministry of Education 
literacy and numeracy strategy, 4291 
Ministry of Health Promotion 
northern fruit and vegetable pilot project, 2375 
Ministry of Research and Innovation 
Ontario Research Fund (ORF), 7313 
Ministry of Training, Colleges and Universities 
Employment Ontario, 4648 
Municipal infrastructure 
government funding, 3754 
Museums 
King Township Museum, 4218-4219 
Markham Museum and Historic Village, 4218 
Whitchurch-Stouffville Museum, 4218 
Natural gas generating stations 
northern York region, 2830, 2847-2848 
Nurses 
school nurses, 5295 
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Oak Ridges moraine 
greenbelt plan, 5492 
Obesity 
children, 6070-6071 
Occupational Health and Safety Amendment Act 
(Violence and Harassment in the Workplace), 2009 
(Bill 168) 
second reading, 7804, 8011-8013 
Ontario budget speech (25 March 2008) 
responded to, 671-672 
Ontario Heritage Trust 
Doors Open Ontario, 4390 
Ontario Power Authority (OPA) 
integrated power system plan (IPSP), 2830 
Ontario Power Generation fossil-fuel generating stations 
closure, 7327 
Ontario Trillium Foundation 
grants 
Markham District Veterans Association, 5998-5999 
Opposition day motions, responded to 
Tobacco control, 1485-1486 
Oral questions, presented 
Adult literacy, 7730 
Autism services, 24-25, 693 
Conservation, 611 
Consumer protection, 9408 
Education funding, 4291 
Electricity supply, 2830 
Employment supports, 4648-4649 
Firefighters, 8995-8996 
Greenbelt, 3320 
Lake Simcoe, 136 
Medical research, 5428 
Poverty, 6599-6600 
Student summer jobs, 6992 
Taxation, 7917 
Volunteers, 8865 
Waste management, 5665-5666 
Workplace safety, 7148 
Order of Ontario recipients 
Niazi, Adeena, 1047 
Patient safety, 4849 
Pension plans, 6459-6460 
Petitions 
Cancer treatment, 9047 
Hospital funding, 1212-1213, 1373-1374, 1721 
Mechanic certification, 3884 
Ontario Society for the Prevention of Cruelty to Animals, 
2444 
University labour dispute, 4757, 4789 
Political contributions, 9685 
Pollutants, 550 
Population growth 
York region, 3753-3754 
Positron emission tomography (PET), 2369 
Poverty and health, 5100 
Poverty Reduction Act, 2009 (Bill 152) 
general discussion 
amendments, 6599 
public consultation, 6599 
Poverty reduction strategy, 5099-5100, 6600 
after school programs, 5100 
student nutrition program, 5100 
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Jaczek, H. (LIB, Oak Ridges—Markham) (continued) 
Private members’ public business 
Apology Act, 2008 (Bill 59) 
second reading, 2006 
Auditor General Amendment Act, 2008 (Bill 110) 
second reading, 3753-3754 
Child poverty 
responded to, 5099-5100 
Congenital Heart Disease Awareness Day Act, 2009 
(Bill 178) 
second reading, 8877-8879, 8883-8884 
Diabetes Awareness Month Act, 2008 (Bill 113) 
second reading, 3940 
Diagnostic services 
responded to, 2369 
Education Amendment Act (Pupils with Diabetes), 2009 
(Bill 137) 
second reading, 5294-5295 
Greenbelt Day Act, 2009 (Bill 153) 
second reading, 5492 
Health promotion 
responded to, 1795 
Healthy Decisions for Healthy Eating Act, 2009 (Bill 156) 
second reading, 6070-6071 
Healthy schools 
responded to, 2375 
Highway Traffic Amendment Act (Aftermarket Brake 
Pad Standards), 2009 (Bill 181) 
second reading, 7255 
Highway Traffic Amendment Act (Child Passengers on 
Motorcycles), 2008 (Bill 117) 
second reading, 4482-4484, 4489 
Jay Lawrence and Bart Mackey Memorial Act (Highway 
Traffic Amendment), 2008 (Bill 74) 
second reading, 2180 
Northern York Region Power Conservation Act, 2008 
(Bill 79) 
second reading, 2847-2848 
Pension plans 
responded to, 6459-6460 
Skin Cancer Prevention Act, 2008 (Bill 83) 
second reading, 2543-2544 
Smoke-Free Ontario Amendment Act, 2008 (Bill 42) 
second reading, 549-550 
Tobacco Tax Reduction Act, 2009 (Bill 199) 
second reading, 7548-7549 
Waste Disposal Site 41 in the Township of Tiny Act, 
2009 (Bill 32) 
second reading, 8702 
Wind turbines 
responded to, 8332-8333 
Zero Waste Day Act, 2010 (Bill 247) 
second reading, 9565 
Provincial Animal Welfare Act, 2008 (Bill 50) 
second reading, 2103 
Public education campaigns 
Congenital Heart Disease Awareness Day, 6648, 8877- 
8879, 8883-8884 
Diabetes Awareness Month, 3940 
"Eat Local: Live Fresh," 2375 
Epilepsy Awareness Month, 9584-9585 
Greenbelt Day, 5492 
St. John Ambulance Day, 7153 
World Environment Day, 7230 
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Zero Waste Day, 9565 
Pupils with diabetes, 5295 
Regulated Health Professions Amendment Act, 2009 (Bill 
141) 
second reading, 4849 
Reports 
Moving Forward: A Greenhouse Gas Cap-and-Trade 
System for Ontario (Ministry of the Environment), 
7324, 7329 
Research and innovation 
government funding, 5428 
Rhenish Church of Canada, 4625-4626 
Richardson Masonic Lodge, 3882 
Rouge Park 
greenbelt plan, 5492 
Safety-engineered needles, 7148 
Schell Lumber Sash and Door Shop, 4390 
School cafeterias 
to serve healthy, local Ontario foods, 2375 
719226 Ontario Limited Act, 2008 (Bill Pr8) 
first reading, 759 
Simcoe county 
population growth, 2755 
Smoke-Free Ontario Amendment Act, 2008 (Bill 69) 
second reading, 1866-1867, 1911, 2142 
third reading, 2558-2559 
Smoking, 1866, 2558 
ban on smoking in cars with children present, 2558-2559 
public education, 1911 
ban on smoking in workplaces/enclosed public places 
enforcement, 549 
reduction in smoking, 2558 
second-hand smoke, 1485 
Smoking bylaws 
York region, 2558 
Smoking cessation programs, 1867, 2558 
government funding, 2142 
Speed limiters, 1183, 1185 
St. John Ambulance Day Act, 2009 (Bill 192) 
first reading, 7153 
Tanning services/ultra-violet light treatment services 
sale or supply to persons under 19 prohibited, 2543- 
2544 
Throne speech debate 
participation, 352-354, 389 
Tobacco-related diseases, 2558 
Tobacco tax 
reduction, 7548-7549 
Tournaments 
Polo for Heart, 2615-2616 
Training programs, 4648 
Transit systems 
GO Transit 
Lincolnville station, 5774 
Universities/colleges 
University of Toronto 
Koffler Scientific Reserve, 3002-3003 
Vital health statistics, 1795 
Volunteers, 8865 
Waste management/programs 
electronic products, 9565 
recycling, 5665 
waste diversion, 5665-5666 
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Websites 
www.eatrightontario.ca, 2375 
Wind turbines 
health effects 
moratorium on new projects pending review of health 
effects, 8332-8333 
Workplace harassment/violence, 8011-8013 
Workplace Safety and Insurance Amendment Act, 2008 
(Bill 119) 
second reading, 3821 
York University Labour Disputes Resolution Act, 2009 
(Bill 145) 
second reading, 4729 
Youth/students 
entrepreneurship, 6992 
smoking prevention programs, 1485 


Jeffrey, Hon. L. (LIB, Brampton-Springdale) 
Alzheimer's disease, 8520 
Anniversaries 
Brampton Small Business Enterprise Centre 10th 
anniversary, 554-555 
Appreciation 
committee witnesses re Bill 126, 5981-5982 
Apprenticeship training 
ratio of tradespeople to apprentices, 2856-2857 
Awards 
Communities in Bloom 
Brampton, 3001 
Ontario Senior Achievement Award, 4253 
Ontario Volunteer Service Awards, 1407 
Play Works youth friendly community recognition 
program award, 2531 
Premier's Award for Teaching Excellence, 7734 
Bicycles 
electric bicycles, 6133 
Biodiversity, 9643-9644 
Brampton Soccer Centre, 757 
Building codes, 2639 
Carbon monoxide detectors 
maintenance, 5858 
requirement to install carbon monoxide detectors in all 
residential buildings, 5858 
Child custody 
grandparents' rights, 1346-1348 
Coca-Cola Bottling Co. 
hybrid electric vehicles, 2354 
Community safety, 5858 
Countering Distracted Driving and Promoting Green 
Transportation Act, 2009 (Bill 118) 
third reading, 6173-6174, 6179 
Driver distractions, 6179 
Driver licences 
graduated licences 
extending length of G1 and G2 periods, 5980-5981 
zero blood alcohol concentration level for drivers 21 
years of age or younger, 5981 
Driving 
ban on use of cellular telephones and electronic 
entertainment devices while driving, 6173-6174 
Emergency management, 1605 
Environmental protection, 9643-9644 
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Far North Act, 2009 (Bill 191) 
general discussion, 8733 
Fire alarms, 270 
Fire escapes, 270 
Fire safety, 502 
Fire services 
government funding, 227 
Fire sprinklers, 270 
mandatory fire sprinkler systems in new residential 
construction, 501, 1725, 2171-2173, 2177-2178, 
2639, 2742, 3144, 5858, 6859, 7448-7449, 7453- 
7454 
mandatory fire sprinkler systems in retirement homes, 
9066-9067 
Firefighters, 227, 3144 
workers’ compensation claims, 227 
Fires, 270 
Government notice of motions 
lpperwash Provincial Park 
presented, 9588-9589 
Greater Toronto and Hamilton Area Transit 
Implementation Act, 2009 (Bill 163) 
second reading, 5717-5718, 5726, 5897-5898 
time allocation motion 
responded to, 5973 
third reading, 6673-6677 
Greenhouse gas emissions, 1075 
Health care 
Brampton, 4619 
Highway Traffic Amendment Act (Speed-limiting 
Systems), 2008 (Bill 41) 
second reading, 1075 
Hospital fundraising 
Brampton Civic Hospital, 8689 
William Osler Health Centre, 4113 
Hospital redevelopment 
Peel Memorial Hospital, 4619, 6233 
Immigrants 
bridge training programs 
government funding, 7275 
services, 8687-8688 
Immunization 
H1N1 influenza A (swine flu) 
lineups at clinics, 8346-8347 
Industry 
resource-based, 9543 
Investing in Ontario Act, 2008 (Bill 35) 
second reading, 1039 
Land use planning 
Far North, 8733 
Language instruction 
English as a second language (ESL), 6803-6804 
French as a second language (FSL), 6803-6804 
Members'/ministers’ constituencies/constituency events 
Brampton—Springdale 
Brampton Board of Trade Santa Claus Parade, 8606 
city of Brampton, 7037 
Members'/ministers' constituents 
congratulatory remarks, 4253 
Members'/ministers' personal narratives, 1347 
Members’/ministers' privileges 
wearing of pins/ribbons/buttons, 1409 
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Members/ministers quoting committee submissions 
Beechey, Larry (Deputy Commissioner, Ontario 
Provincial Police), 6174 
Strasberg, Suzanne (president-elect, Ontario Medical 
Association), 6174 
Members/ministers quoting letters 
Ontario Chamber of Commerce, 6676 
Sudbury and District Health Unit, 6173-6174 
Members/ministers quoting reports 


Compulsory Certification Project (T.E. Armstrong), 2857 


Members/ministers quoting statements 


Dhanji, Riz (vice-president, Canderel Stoneridge Equity 


Group), 2742 


MacDonald, Andy (chief, Brampton Fire and Emergency 


Services), 7453 
Sprinkler Fitters of Ontario, 2857 
Trudeau, Pierre Elliott (former Prime Minister of 
Canada), 6850 
Members'/ministers’ remarks 
Liberal (2003-2010) 
Di Cocco, Caroline (Sarnia-Lambton), 6258 
Members' statements 
Brampton Board of Trade Santa Claus parade, 8607 
Brampton Safe City Association, 3278 
Brampton Small Business Enterprise Centre, 554-555 
Brampton Soccer Centre, 757 
Caulfield, Wilson, 4253 
City of Brampton, 3001, 7037 
Coca-Cola Bottling Co., 2354 
Davis, William, 8502 
Fire Prevention Week, 3144, 7924 
Firefighters, 227 
Foster, James, 1774-1775 
Hockey championship, 6441-6442 
Hospital fundraiser, 8689 
International Day Against Homophobia, 6850 
Local Government Week, 2497 
Multiple sclerosis carnation campaign, 1894 
Peel Memorial Hospital, 6233 
Play Works, 2531 
Premier's Awards for Teaching Excellence, 7734 
Rapport Youth and Family Services, 7483 
Residential sprinklers, 2742 
Turner, Rob, 8922 
Vaisakhi, 942 
Volunteer Service Awards, 1407 
William Osler Health Centre, 4113, 5128-5129 
Metrolinx, 5718, 5898 
board of directors, 5718 
Quick Wins, 5718 
Mining Amendment Act, 2009 (Bill 173) 
general discussion, 8733 
Ministry of Training, Colleges and Universities 
Employment Ontario 
literacy and basic skills programs 
government funding, 5470-5471 
Missing persons 
with dementia 
Silver Alert program, 8520-8521 
Municipal infrastructure 
government funding, 2605 
Municipal Residential Sprinkler Act, 2008 (Bill 72) 
general discussion, 5858 
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first reading, 1725 
Nurses 
hiring 
William Osler Health Centre, 5128 
Oral questions, presented 
Aboriginal affairs, 8733 
Emergency preparedness, 1605 
Fire safety, 502, 2639 
Flu immunization, 8346-8347 
Health care, 4618-4619 
Immigrant services, 8687-8688 
Immigrants’ skills, 7275 
Language training, 6803-6804 
Municipal infrastructure funding, 2605 
Ontario Trillium Foundation, 3049 
Protection for workers, 4525 
Oral questions, responded to 
Biodiversity, 9643-9644 
Natural resource industries, 9543 
Wildlife management, 9270-9271, 9728 
Private members’ public business 
Apprenticeship training 
responded to, 2856-2857 
Children's Law Reform Amendment Act, 2008 (Bill 33) 
second reading, 1346-1347 
Fire Protection and Prevention Amendment Act (Fire 
Sprinkler Retrofitting), 2009 (Bill 214) 
second reading, 9066-9067 
Fire Protection Statute Law Amendment Act, 2009 (Bill 
14) 
second reading, 269-270 
Fire safety 
presented, 7448-7449, 7453-7454 
Hawkins Gignac Act (Carbon Monoxide Detectors), 
2009 (Bill 143) 
second reading, 5858 
Highway improvement 
responded to, 6661-6662 
Missing persons alert 
responded to, 8520-8521 
Municipal Residential Sprinkler Act, 2008 (Bill 72) 
second reading, 2171-2173, 2177-2178 
Transparency in Public Matters Act, 2009 (Bill 159) 
second reading, 6258-6259 
Workplace Safety and Insurance Amendment Act 
(Firefighters), 2009 (Bill 169) 
second reading, 6859 
Provincial parks 
Ipperwash Provincial Park 
transfer process agreement returning to Chippewas of 
Kettle and Stony Point First Nation, 9588-9589 
Public bodies 
open meetings, 6258-6259 
Public education campaigns 
Emergency Preparedness Week, 1605 
Fire Prevention Week, 3144, 7924 
International Day Against Homophobia, 6850 
Local Government Week, 2497 
Multiple sclerosis carnation campaign, 1894 
Public transportation 
government funding, 6674-6675 
Regional transportation plan (The Big Move), 6674-6675 
greater Toronto and Hamilton area, 5717-5718 
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Religious holiday observance 

Vaisakhi, 942 
Reports 

Report of the Ipperwash Inquiry (Sidney Linden), 9589 
Road safety, 5980 
Road Safety Act, 2009 (Bill 126) 

third reading, 5980-5982, 6133 
Safe Communities Foundation of Canada 

annual Safe Communities Canada report card 

safe city designation for Brampton, 3278 

Smoke alarms, 270, 2172 
Sports teams 

Brampton Battalion and Windsor Spitfires, 6441-6442 
Tax rebates 

gasoline tax rebate 


highway construction, maintenance or operation, 6662 


Temporary help agency employees 
protection, 4525 
Time allocation motions 
Greater Toronto and Hamilton Area Transit 
Implementation Act, 2009 (Bill 163) 
responded to, 5973 
Transit systems 
AcceleRide, 1039, 6661-6662 
gasoline tax funding, 5718 
GO Transit 
government funding, 6675 
government funding, 5717-5718 
merging of GO Transit and Metrolinx, 5717-5718, 5973, 
6673, 6676 
appointment of transit adviser, 5718 
Move Ontario 2020 plan, 6675 
Tributes 
Davis, William (18th Premier of Ontario and recipient, 
Visionary Award), 8502 
Foster, James (firefighter and cancer research 
fundraiser), 1774 
Turner, Rob (outgoing president of Sheridan College), 
8922 
Volunteers, 1407 
Wildlife management 
coyotes, 9270-9271, 9728 
York University Labour Disputes Resolution Act, 2009 
(Bill 145) 
second reading, 4772 
Youth services organizations 
Rapport Youth and Family Services, 7483 


Johnson, R. (LIB, Haliburton—Kawartha Lakes—Brock) 
Animal Health Act, 2009 (Bill 204) 
second reading, 7975-7978, 7989, 7996, 8004, 8009, 
8231-8232, 8241, 8444 
time allocation motion 
responded to, 8581-8583 
third reading, 9094-9095 
public consultation, 9094 
Anniversaries 
Kinmount's 150th anniversary, 5889 
Arts and culture 
government funding 
Koerner Hall (Royal Conservatory of Music), 8460 
Budget Measures Act, 2009 (Bill 162) 
second reading, 6102-6104, 6106-6107 
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Capital works projects 
government funding, 6103 
Chicken Farmers of Ontario, 8444 
Consumer protection, 7580-7581 
energy contracts, 9489 
Education Amendment Act (Keeping Our Kids Safe at 
School), 2009 (Bill 157) 
second reading, 5602-5603 
third reading, 6836 
Education funding 
government funding, 5515 
Election Statute Law Amendment Act, 2010 (Bill 231) 
second reading, 9684 
Electoral process reform 
students vote in home riding or riding in which they 
attend school, 9684 
Employment Standards Amendment Act (Temporary Help 
Agencies), 2009 (Bill 139) 
third reading, 6219 
Energy 
nuclear energy, 6773 
renewable energy projects, 6773 
Energy Consumer Protection Act, 2010 (Bill 235) 
second reading, 9489 
Environmental Protection Act (Greenhouse Gas 
Emissions Trading), 2009 (Bill 185) 
second reading, 7323 
Farmers 
government funding, 8241 
Financial literacy 
students, 7942 
Firefighters 
exposure to toxic substances, 6309 
Full Day Early Leaming Statute Law Amendment Act, 
2010 (Bill 242) 
second reading, 9512 
Good Govemment Act, 2009 (Bill 212) 
second reading, 8478-8479 
Government record 
Liberal (2003-2010) 
agricultural industry, 8583 
education, 7412, 7416 
senior citizens, 9354 . 
Green Energy and Green Economy Act, 2009 (Bill 150) 
third reading, 6773 
Green industry 
Evergreen Home and Cottage Inc., 7876 
Greenhouse gas emissions 
reduction 
cap and trade system (emissions trading), 7321 
Heritage conservation, 6491-6492 
Highway improvement 
Highway 35 (Highway 115 to Lindsay), 5509 
Hospital expansion 
Millbrook and District Medical Centre, 6807-6808 
Immunization 
H1N1 influenza A (swine flu), 7281 
Income tax reduction, 9223 
Kindergarten 
full-day, 8549, 9512 
Livestock 
disease prevention and control, 7975-7978, 7989, 8444, 
8581-8582 
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traceability systems, 7977-7978, 7996, 8004, 8009, 
9094 


warrantless entry, 8582 
protection, 8231-8232 
Members'/ministers' constituencies/constituency events 
Haliburton—Kawartha Lakes—Brock, 9699-9700 
Members'/ministers' inaugural speeches, 6102-6104 
Members'/ministers' personal narratives, 5602, 6102- 
6103, 7411-7413, 8882-8883 
Members/ministers quoting newspaper articles 
Haliburton Echo, 9499 
Members' statements 
Education funding, 5515 
Evergreen Home and Cottage Inc., 7876 
Flu immunization, 7281 
Full-day kindergarten, 8549 


Riding of Haliburton—Kawartha Lakes—Brock, 9699-9700 


Taxation, 5690, 9223 
Town of Kinmount, 5889 
Town of Millbrook, 6807-6808 
Office of the Chief Veterinarian, 8582, 9094 
Ontario budget speech (26 March 2009) 
responded to, 5755 
Ontario College of Trades, 7100 
Ontario College of Trades and Apprenticeship Act, 2009 
(Bill 183) 
second reading, 7100 
Ontario Heritage Trust, 6492 
Doors Open Ontario, 6492 
Oral questions, presented 
Arts and cultural funding, 8460 
Consumer protection, 7579-7580 
Heritage conservation, 6491-6492 
Highway improvement, 5509 
Police, 8602 
School boards, 6842 
Services for the developmentally disabled, 8824-8825 
Tourism, 8110, 9499-9500 
Wildlife management, 9040 
Pension Benefits Amendment Act, 2010 (Bill 236) 
second reading, 9354 
Persons with disabilities 
developmental disabilities 
services, 8824-8825 
Petitions 
Longboat, Tom, 5587 
Protection for workers, 5890-5891 
Police services 
government funding, 8602 
Private members’ public business 
Congenital Heart Disease Awareness Day Act, 2009 
(Bill 178) 
second reading, 8882-8883 
Financial literacy 
responded to, 7942 
Public education campaigns 
Congenital Heart Disease Awareness Day, 8882-8883 
School board trustees 
accountability, 7357 
Catholic school trustees 
trustees to uphold board decisions, 6842 


School boards 
directors to advise board of decisions contrary to 
provincial legislation, 6842 
governance 
reform, 7412-7414 
Trillium Lakeheads District School Board 
school construction, 6106 
School safety, 5602-5603, 6836 
Smoking 
health risks, 6204 
Student achievement, 6103 
Student Achievement and School Board Govemance Act, 
2009 (Bill 177) 
general discussion, 6842 
second reading, 7357, 7411-7414, 7416 
Student evaluation 
standardized, 7413 
Tax reduction, 5690, 5755 
Temporary help agency employees 
protection, 6219 
Time allocation motions 
Animal Health Act, 2009 (Bill 204) 
responded to, 8581-8583 
Tobacco Damages and Health Care Costs Recovery Act, 
2009 (Bill 155) 
second reading, 6204 
Tourism industry, 9499-9500 
government funding, 8110 
Toxics Reduction Act, 2009 (Bill 167) 
second reading, 6309 
Transit systems 
Haliburton—Kawartha Lakes—Brock, 5509 
Wildlife management 
elk, 9040 
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Access to Adoption Records Act (Vital Statistics Statute 
Law Amendment), 2008 (Bill 12) 
general discussion 
amendments, 1300 
public consultation, 1312 
third reading, 1433 
Accessibility for Ontarians with Disabilities Act, S.O. 2005, 
c.11, 6893 ; 
Adoption disclosure 
disclosure veto, 6888 
protection for victims of abuse, 1433, 1799 
protection of privacy, 1300, 1312 
Afghanistan 
family law 
Shiite Personal Status Law, 6470-6471 
women's rights, 6470-6471 
Agencies/boards/commissions/etc. 
expenditures 
review by Integrity Commissioner, 7597, 7613-7614 
Agricultural industry, 344 
research/development 
government funding, 3117-3118 
Animal protection 
fines, 1805 
warrantless entry, 1805-1806 
Animal protection organizations 
use of term humane society restricted, 1804 
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Jones, S. (PC, Dufferin—Caledon) (continued) 
Anniversaries 
Orangeville Public Library's 100th anniversary, 3443 
Appreciation 
Dewasha, Mervin (recipient, National Aboriginal 
Achievement Award), 6274 
Artists 
Danby, Ken (anniversary of death), 2965 
Autism services 
intensive behavioural intervention (IBI), 681 
Awards 
Greatest High School Teacher award 
Lemaire, Lindsay (recipient), 941 
National Aboriginal Achievement Award, 6274 
Ontario Heritage Trust award, 5581 
Budget, 515 
Budget deficit, 3594-3595, 3616 
Budget Measures Act, 2009 (Bill 162) 
second reading, 6100-6101, 6119-6121, 6123 
Budget Measures and Interim Appropriation Act, 2008 
(No. 2) (Bill 114) 
second reading, 3594-3595, 3616 
Budget surplus 
transfer of funds to municipalities for infrastructure 
projects, 800, 1026, 1040-1041 
Bullying, 5550-5551 
lesbian, gay, bisexual, transsexual, transgendered, 
intersexed, queer (LGBTTIQ) teens 
mandatory reporting of incidents, 5552 
Caledon 
Canada's safest city, 5322 
growth plan, 4218 
Canada disability savings grant, 4676-4677 
Canadian Hearing Society, 8071 
Charter of Rights and Freedoms (Part 1, Constitution Act, 
1982), 1806 
Child abuse, 6465 
Child Pomography Reporting Act, 2008 (Bill 37) 
general discussion, 8148 
Child protection 
Ontario Association of Chiefs of Police and Ontario 
Association of Children's Aid Societies police 
records protocol, 9075-9076 
Children's aid societies (CASs) 
government funding, 7771-7772, 8148-8149, 8787, 
9610-9611 
Cities and towns 
growth, 3753 
Colleges Collective Bargaining Act, 2008 (Bill 90) 
third reading, 2930 
Community care access centres (CCACs), 3746-3747 
Dufferin—Caledon, 2883-2884 
Community Living, 1983, 5789-5790 
Community safety, 5322 
Compensation 
Truscott, Steven (victim of miscarriage of justice), 1988 
Congratulatory remarks 
Lemaire, Lindsay (recipient, Greatest High School 
Teacher award), 941 
Orangeville Sweet Adelines, 1091 
Scognamillo, Jade (youngest swimmer to cross Lake 
Ontario), 7582 


Corporate tax exemptions 
Ontario tax exemption for commercialization (OTEC), 
4367 
Cosmetic Pesticides Ban Act, 2008 (Bill 64) 
second reading, 1839, 1847, 1855, 2221 
Court cases/actions 
Hunter v. Southam (Supreme Court of Canada), 1806 
Truscott, Steven (victim of miscarriage of justice), 1988 
Criminal Record Checks for Volunteers Act, 2009 (Bill 
170) 
first reading, 6194 
Developmental services institutions (DSI) 
closure, 5789 
Doctor shortage, 5946-5947 
Dufferin—Caledon, 344, 7732 
family doctors, 6912 
rural Ontario, 630 
Downey's Estate Winery, 4668 
Driver licences 
graduated licences 
restriction from carrying more than one passenger 
aged 19 and under, 4332 
Drivers 
new drivers, 4531-4532 
Economic conditions, 3399 
Economic decline, 1545 
Education Amendment Act (Keeping Our Kids Safe at 
School), 2009 (Bill 157) 
second reading, 5549-5553 
eHealth Ontario 
consultants, 7614 
Elections/by-elections 
Haliburton—Kawartha Lakes—Brock, 4755 
Employment Standards Amendment Act (Temporary Help 
Agencies), 2009 (Bill 139) 
second reading, 5145 
Energy ’ 
renewable energy, 5166, 5355 
renewable energy projects 
wind farms, 6730-6731 
Honeywood, 5953-5954 
Energy conservation, 5354 
Families for a Secure Future, 1983 
government funding, 1166 
Family law 
reform, 4977 
Family Responsibility and Support Arrears Enforcement 
Act, 1996, S.O. 1996, c. 31 
amended by Bill 212, 8380 
Family Responsibility Office (FRO) 
backlog of cases with arrears, 2641-2642 
Family Statute Law Amendment Act, 2009 (Bill 133) 
second reading, 4977 
Family Transition Place, 126-127 
Farmers, 629-630 
government funding, 630 
Farmers’ markets, 4667 
Fatalities 
Dooley, Randal (murder victim), 6465 
Sampson, Katelynn (murder victim), 6465 
Federal members'/ministers' remarks 
Conservative (2006-2009) 
Day, Stockwell (Okanagan—Coquihalla) 
as Minister of International Trade, 6470 
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Jones, S. (PC, Dufferin-Caledon) (continued) 
Harper, Stephen (Calgary Southwest) 
as Prime Minister of Canada, 6469 
MacKay, Peter (Central Nova) 
as Minister of National Defence, 6470 
Firefighters 
volunteer firefighters, 55 
Fruit wines 
sale at farmers' markets, 4667-4668 
Full Day Early Leaming Statute Law Amendment Act, 
2010 (Bill 242) 
second reading, 9610-9611, 9627 
Fundraising 
Building Dreams Together Campaign (Community 
Living Dufferin, Theatre Orangeville), 1983 
Good Government Act, 2009 (Bill 212) 
second reading, 8380, 8387 
Government accountability, 7613 
Government expenditures 
increase, 6119 
Government orders 
Federal-provincial fiscal policies 
responded to, 2882-2884 
Ontario economy 
responded to, 3399-3401 
Green Energy and Green Economy Act, 2009 (Bill 150) 
general discussion 
public consultation, 5998 
second reading, 5166, 5338, 5354-5355, 5357 
third reading, 6729-6731, 6733 
Greenbelt plan 
leapfrog development, 2708 
Harmonized sales tax, 6101, 6119, 6123, 9001-9002 
impact on funeral services, 5688-5689, 6121 
impact on housing industry, 6513-6514 
Health records, 5946-5947 
Highway Traffic Amendment Act (Speea-limiting 
Systems), 2008 (Bill 41) 
second reading, 1011 
Holiday messages, 4684 
Home energy audits, 5354 
Hospital funding 
government funding 
Headwaters Health Care Centre, 343-344 
high-growth hospitals, 183 
Ideas for the Future Act, 2008 (Bill 100) 
second reading, 3117-3118 
third reading, 4367 
Income tax 
income splitting between married or common-law 
couples, 2553 
Investing in Ontario Act, 2008 (Bill 35) 
second reading, 800, 1026, 1040-1041, 1043 
Kindergarten 
full-day, 9627 
Lake Simcoe 
protection, 2704 
Lake Simcoe Protection Act, 2008 (Bill 99) 
second reading, 2704, 2708 
third reading, 4350-4351 
Landfill sites 
site 41 (Tiny township) 
certificate of approval, 8702-8703 
Layoffs, 3399 
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Legislative procedure 
answers to written questions, 6753 
ministerial statements, 8999 
Livestock 
protection, 1804 
Long-Term Care Act, S.O. 1994, c.26, 2839 
Long-Term Care Homes Act, S.O. 2007, c.8 
section 143(2), 2767 
Manufacturing industry 
decline, 6119 
Members'/ministers' constituencies/constituency events 
Dufferin—Caledon 
Caledon (safest place to live), 730 
Members'/ministers' constituents 
appreciation, 5581 
Members'/ministers' inaugural speeches, 342-344 
Members/ministers quoting documents 
township of Mulmur resolution re Bill 150, 6729-6730 
Members/ministers quoting electronic mail messages 
Bill 77, re, 2046-2047 
Orangeville Minor Hockey Association, 6120 
wind farms, re, 6730-6731 
Members/ministers quoting newspaper articles 
Globe and Mail (Toronto), 1041, 4678 
Orangeville Banner, 630 
Toronto Star, 1041 
Toronto Sun, 1631, 3850, 4678 
Members/ministers quoting press releases 
Children's Aid Societies of Ontario, 3539 
Members/ministers quoting reports 
Moving Toward Citizenship: A Study of Individualized 
Funding in Ontario (John Lord), 2048-2049 
RBC Economics Provincial Outlook, 1041 
Shaping a Culture of Respect in our Schools: Promoting 
Safe and Healthy Relationships (Report on Gender- 
based Violence, Homophobia, Sexual Harassment 
and Inappropriate Sexual Behaviour in Schools), 
555) 
Members/ministers quoting statements 
Brookes, Cecile (president, Foster Parents Society of 
Ontario), 3539 
Canadian Mental Heal Association, 4677-4678 
Canadian Taxpayers Federation, 6119-6120 
Community Living Ontario, 4677 
DeafBlind Ontario Services, 4678 
Downey, John (president, Downey's Estate Winery), 


Families For a Secure Future, 4677 
Greater Dufferin Area Chamber of Commerce, 3400 
harmonized sales tax, re, 6121 
Morrison, Marolyn (mayor, Caledon), 730 
Ostrowski, Mark (vice-president, Dufferin Federation of 
Agriculture), 629 
Purdon, Joanne (chair, Ontario Consumer and Family 
Advisory Council), 4677 
Reid, Judy (vice-president, Ontario Agencies Supporting 
Individuals with Special Needs), 4677 
Schizophrenia Society of Ontario, 4677 
Members/ministers quoting websites 
Danby, Ken (Canadian artist), 2965 
Members'/ministers' remarks 
withdrawn, 2099 
Members' statements 
Accessibility for the disabled, 1775 
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Jones, S. (PC, Dufferin—Caledon) (continued) 
Adoption, 8548 

Adoption disclosure, 1300 

Braille, Louis, 7390 


By-election in Haliburton—Kawartha Lakes—Brock, 4755 


Canadian Hearing Society, 8071 

Child care, 3535 

Danby, Ken, 2965 

Dewasha, Mervin, 6274 

Disability benefits, 2529 

Doctor shortage, 7732 

Green energy legislation, 5998 

Growth planning, 4218 

Hospital funding, 183 

Legion Week, 7482-7483 

Mental health, 7876 

Mental health services, 1671 

Muscular dystrophy, 6692 

National Access Awareness Week, 7038 

National Foster Family Week, 8110 

Needles, Dorothy Jane, 5581 

Olympic athletes, 9697 

Ontario budget, 515 

Ontario disability support program, 4654 

Orangeville Public Library, 3442-3443 

Orangeville Sweet Adelines, 1091 

Renewable energy, 5953-5954 

Road safety, 4332 

Scognamillo, Jade, 7582 

Services for the developmentally disabled, 2839 

Taxation, 5688, 9001-9002 

Teachers, 941 

Town of Caledon, 730, 5322 

Volunteers, 6192 

World Autism Awareness Day, 681 
Mental health care, 1666, 7876 

government funding 

Dufferin—Caledon, 1671, 2883 

Ministerial responsibility, 7613-7614, 7616 
Ministerial statements, responded to 

Accessibility for the disabled, 2099-2100, 6863, 7778 

Customer Service Week, 3099 


International Day of Persons with Disabilities, 4429-4430 


National Foster Family Week, 3539 
Sexual Assault Prevention Month, 6499 
Ministry of Community and Social Services 


passport program, 1983, 2029, 2048, 2553, 2766-2767, 


2948, 3099, 4429-4430, 4473 
Currie, Megan case, 4473 
Ministry of Health and Long-Term Care 
assistive devices program, 3950 
Municipal infrastructure 
government funding, 629, 3753 
Municipal Property Assessment Corp. (MPAC), 3401 
Muscular dystrophy, 6692 
Ontario disability support program (ODSP) benefits 
overpayment, 9117 
travel and transportation to and from medical 
appointments, 4654 
Ontario French-language Educational Communications 
Authority Act, 2008 (Bill 55) 
second reading, 1631-1632 
Ontario Pesticides Advisory Committee, 2221 
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Ontario Works program benefits 


temporary care assistance (TCA), 3535, 3539, 3850- 
3851, 4106 


Opposition day motions, responded to 


Child care, 3850-3851 
Taxation, 6513-6514 


Oral questions, presented 


Adoption disclosure, 1312, 6888 

Agency spending, 9117 

Assistance to the disabled, 5784 

Child care, 4106 

Child protection, 8148-8149, 9074-9075 

Children's aid societies, 7771-7772, 8787 

Disability benefits, 9695 

Doctor shortage, 5946-5947 

Family Responsibility Office, 2641-2642 

Mental health services, 1666 

Registered disability savings plans, 4379-4380 

Services for the developmentally disabled, 1166, 2029, 
2163, 2784, 4473 

Small business, 4061 

Tire disposal, 8109 

Volunteer firefighters, 55 


PC Party 


economic policy, 346 


Persons with disabilities 


attendant services 
direct funding, 3746 
wait lists, 3746 
wait times, 3746-3747 

barrier-free access, 1775, 2099-2100, 6893, 7038 
accessibility standards, 6893 

customer service, 7778 

developmental disabilities 
application centres for services, 2049-2050 
direct vs. indirect funding, 2048-2049 
government funding, 2046-2047, 2054 
transfer payment agencies, 2050 

individualized funding, 2767 

lifelong planning, 2766 

overnight nursing care, 2163 

person-directed planning, 2767 

rights, 2839 

service agencies/application centres 
inspections without warrant, 2767, 2784, 2839 

services, 1983 

social inclusion, 2945, 2948 

waiting list for services, 2767 


Pesticides/herbicides 


ban on use and sale of cosmetic pesticides, 1847, 1855 


Petitions 


Adoption disclosure, 1428 

Child care, 3932, 4034, 4159, 4334-4336, 4433, 4660- 
4661, 5132, 5519-5520, 5695, 5792, 6505, 7584- 
7585, 8358-8359 

Long-term care, 6699-6700, 7042-7043, 7783-7784, 
8360 

Lord's Prayer, 959, 1771, 2397 

Registered disability savings plans, 4659 

Services for the developmentally disabled, 2035, 2527 

Taxation, 5960, 6002-6003, 6088, 6284, 6503, 6895, 
7042, 7093, 7285, 7490, 7783, 7970-7971, 8359, 
8554 

Workplace insurance, 4071 
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Jones, S. (PC, Dufferin—Caledon) (continued) 
Poverty reduction strategy, 717-718 
Private members’ public business 
Afghan family law 
responded to, 6469-6470 
Assistance to the disabled 
responded to, 3746-3747 
Auditor General Amendment Act, 2008 (Bill 110) 
second reading, 3753 
Children's Safety and Protection Rights Act, 2009 (Bill 
130) 
second reading, 6464-6465 
Faimess for Families Act, 2008 (Bill 88) 
second reading, 2552-2553 
Liquor Licence Amendment Act (Fruit Wine), 2009 (Bill 
132) 
second reading, 4667-4668 
Poverty 
responded to, 717-718 
Public Transportation and Highway Improvement 
Amendment Act (Assistance to Municipalities), 2008 
(Bill 38) 
second reading, 1545 
Social Assistance Statute Law Amendment Act 
(Registered Disability Savings Plans), 2008 (Bill 94) 
second reading, 4676-4678, 4683-4684 
Taxation Amendment Act (Equipment Purchased for 
Persons with Disabilities), 2008 (Bill 109) 
second reading, 3950 
Truscott, Steven 
responded to, 1988-1989 
Waste Disposal Site 41 in the Township of Tiny Act, 
2009 (Bill 32) 
second reading, 8702-8703 
Property Tax Deferral Act, 2008 (Bill 78) 
general discussion, 2553 
Provincial Animal Welfare Act, 2008 (Bill 50) 
second reading, 1589, 1804-1808 
public consultation, 1589, 1807-1808 
section 6, 1804 
Public education campaigns 
Chair Aware Challenge, 6692 
Child Abuse Prevention Month, 7735-7736 
Children's Day, 6465 
Customer Service Week, 3099, 7778 
International Day of Persons with Disabilities, 4429 
Legion Week, 7482-7483 
National Access Awareness Week, 2099-2100, 6893, 
7038 
National Adoption Awareness Month, 8548 
National Foster Family Week, 3539, 8110 
Sexual Assault Prevention Month, 6499 
Universal Children's Day, 8692-8693 
World Autism Awareness Day, 681 
Public Sector Expenses Review Act, 2009 (Bill 201) 
second reading, 7597, 7613-7616 
Registered disability savings plans, 2529, 4430, 4676- 
4678, 4683-4684, 9695 
exclude funds from the determination of assets, 2532, 
2553, 4678 
exclude funds from the determination of income, 2532, 
4678 
regulations, 4379-4380 
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Regulated Health Professions Statute Law Amendment 
Act, 2009 (Bill 179) 
second reading, 6912 
Regulations, 3400-3401 
Reports 
Report on Consultations Regarding the Transformation 
of Developmental Services (Ernie Parsons), 4677 
Report to the Minister of Public Safety and Security 
Conceming the Utilization of Full-Time Salaried Fire 
Fighters as Volunteer Fire Fighters (Justice George 
Adams), 55 
Road Safety Act, 2009 (Bill 126) 
general discussion, 4332 
second reading, 4531-4533 
public consultation, 4531-4533 
Schools 
Hyland Heights Elementary School 
installation of handicapped-accessible door, 1775 
Services and Supports to Promote the Social Inclusion of 
Persons with Developmental Disabilities Act, 2008 
(Bill 77) 
general discussion, 2784, 5784, 5789-5790 
regulations, 5784, 5790 
second reading, 2046-2050, 2054 
third reading, 2765-2768, 2772-2773, 2945, 2948 
amendments, 2765, 2772 
public consultation, 2765-2768 
regulations, 2767-2768 
Sexual assault, 6499 
Social assistance, 717 
Social Assistance Statute Law Amendment Act 
(Registered Disability Savings Plans), 2008 (Bill 94) 
general discussion, 2529, 2553, 3950, 4379-4380, 5790 
first reading, 2531-2532 
Social Benefits Tribunal 
expenditures 
Miclash, Frank (acting chair), 9117 
Speed limiters, 1011 
Standing Orders 
S.O. 21(c) Privilege - Notice to Speaker, 8999 
Supply Act, 2008 (Bill 45) 
second reading, 629-631 
Tax credits 
purchase of equipment or devices for persons with 
disabilities, 3950 
Tax rebates 
gasoline tax rebate 
construction, maintenance or operation of rapid transit 
or public transportation system, 2883 
The 
educational programming, 1631-1632 
Throne speech debate 
participation, 342-344, 346, 355 
Tobacco products 
illegal sale, 6101 
Toxic substances 
reduction plan, 6309 
Toxics Reduction Act, 2009 (Bill 167) 
second reading, 6309 
Transit systems 
gasoline tax funding, 1545 
Transportation infrastructure, 1545 
Tributes 
Olympic athletes (2010 Winter Olympics), 9697 
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Jones, S. (PC, Dufferin—Caledon) (continued) 
Universities/colleges 
York University 
strike, 4755 
Violence against women 
Day of Remembrance and Action on Violence Against 
Women, 126 
Volunteers, 6192 
criminal record checks, 6192, 6194 
Waste management/programs 
tire recycling program 
fees, 8109 
Wind turbines, 5338 
health effects, 5354-5355, 5357 
Workers 
contract workers 
private sector, 5145 
public sector, 5145 
out-migration of Ontario workers, 717 
Workers’ compensation benefits 
coverage for construction workers, 4061 
Workplace Safety and Insurance Amendment Act, 2008 
(Bill 119) 
general discussion, 4061 
second reading, 3802 


K 


Klees, F. (PC, Newmarket—Aurora) 
Access to Adoption Records Act (Vital Statistics Statute 
Law Amendment), 2008 (Bill 12) 
general discussion, 2587 
Airports 
Buttonville airport 
closure, 5884 
Allaura Investments Limited Act, 2009 (Bill Pr15) 
first reading, 7200 
Animal protection 
euthanasia guidelines, 1682-1683 
warrantless entry, 1682 
Auditor General 
report expenses for programs or services in annual 
report, 3754 
Automobile industry 
General Motors of Canada Ltd. 
job guarantee in return for government assistance, 
2419 
Retire Your Ride program, 5941 
Automobile insurance 
uninsured drivers, 4448, 7539-7540, 7641-7642 
penalties, 7540, 7545 
Automobile safety devices 
seat belts 
compliance rate, 1096 
enforcement, 1096 
Automobiles 


provincial sales tax exemption on new car sales, 5825, 


5941-5942 
Awards 


Canadian and American national Jack Russell trial child 


handler of the year award, 37 
Community Service Award for a Lifetime of Excellence 
in Service, 5430 
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Ontario Medal for Police Bravery, 9126 
Prince of Wales Prize for Municipal Heritage 
Leadership, 3094 
Books 
Crossing the Threshold of Hope (Pope John Paul II), 
4915-4916 
Budget 
budget speech rehearsal, 5622 
pre-budget consultations, 3456 
Budget deficit, 5796 
Budget Measures and Interim Appropriation Act, 2008 
(No. 2) (Bill 114) 
general discussion 
amendments, 3927 
public consultation, 3927 
Budget surplus 
transfer of funds to municipalities for infrastructure 
projects, 565, 970, 972 
Bullying 
prevention, 9385-9386 
Business 
regulation, 3431 
Cable/satellite providers 
requirement to broadcast legislative proceedings of the 
province or territory, 3252 
Capital works projects, 5574-5575 
government funding, 5575 
Carpools, 4275 
Casinos 
used to launder proceeds of crime, 2161 
Child and Family Services Statute Law Amendment Act, 
2009 (Bill 103) 
second reading, 3358 
Children's aid societies (CASs) 
government funding, 8030 
York Region Children's Aid Society 
government funding, 8499-8500, 8502, 8524-8525 
Children's mental health care 
government funding, 4496 
Committees 
Select Committee on Alternative Fuel Sources, 3456 
Select Committee on the Economy, 3230, 3232, 3430- 
3431, 3455-3456, 3471 
Standing Committee on Finance and Economic Affairs, 
3234 
Congratulatory remarks 
Nielsen, Marie (recipient, Canadian and American 
national Jack Russell trial child handler of the year 
award), 37 
North York Historical Society (recipient, 2009 
Community Heritage Award), 8153 
Consumer protection 
mortgages, 604 
Coroner inquests 
lroaga, Aju (missing tree planter), 1203 
Countering Distracted Driving and Promoting Green 
Transportation Act, 2009 (Bill 118) 
second reading, 4273-4276 
public consultation, 4273-4276 
Court cases/actions 
Coco Paving (1990) Inc. v. Ontario (Transportation), 
8864 
legal and consulting fees paid re Ontario Realty Corp. 
case, 4860 
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Klees, F. (PC, Newmarket—Aurora) (continued) 
Virgoe, David (street racing victim), 2394 
Cross-border travel 
requirement for passport/identity card, 2419-2420 
Debates re answers to oral questions 
Small business 
requested, 3159-3160 
participation, 3159-3160 
Dental care 
availability of cone beam CT scanners in dental offices, 
992-993 
Diabetes, 70 
Doctor shortage, 2951-2952 
Driver distractions, 3448 
Driver examination centres 
fraudulent identification produced at DriveTest facilities, 
7522-7523 | 
Driver licence agreements 
agreements with U.S. states, 4448 
Driver licences 
banned licences, 2421-2422 
enhanced driver licences, 2420 
protection of privacy, 2252 
radio frequency identification chip technology, 2420 
graduated licences 
class G1, 4443-4444 
class G2, 4443-4444 
restriction from carrying more than one passenger 
aged 19 and under, 4383, 4445-4447 
zero blood alcohol concentration level for drivers 21 
years of age or younger, 4383-4384, 4443-4444, 
4446-4447 
photo comparison technology, 2420 
recreational vehicles, 9500 
senior drivers' conditional licence, 9057-9058 
Drivers 
age discrimination, 4444 
impaired drivers, 3448, 4444 
irresponsible drivers 
penalties/fees, 4274 
new drivers, 4275 
speeding convictions, 4445 
Driving 
ban on use of cellular telephones and electronic 
entertainment devices while driving, 4273-4276 
global positioning system (GPS), 4274 
Economic action plan, 3229-3230, 3232 
Economic conditions, 3229, 3429, 3455 
international, 3430 
PC Party recommendations, 3431 
public consultation, 3430 
Education Amendment Act (Nutrition Standards in 
Schools), 2006 (Bill 93), 210-211 
eHealth Ontario 
contracts 
public inquiry, 8144-8145 
Employment-related benefits 
organ donor leave, 5457 
income replacement, 5457, 5459 
Employment standards 
allegations of abuse 
Dhalla, Ruby case, 8530-8531 
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Employment Standards Amendment Act (Organ Donor 
Leave), 2009 (Bill 154) 
second reading, 5457-5459 
Energy 
renewable energy projects 
EPCOR Utilities Inc., 3374-3375 
Energy supply 
York region, 2846 
Environmental Defence 
government funding, 4152 
Exercise, 70 
Famines 
Ukraine (1932-1933), 1787-1788 
Fatalities 
Healey, Brenda (murder victim), 9105 
Mulcahy, Tyler (motor vehicle accident victim), 4444 
Federal government 
coalition government, 4475-4476 
transfer payments 
equalization program, 2899, 2946-2947 
Fire sprinklers 
mandatory fire sprinkler systems in retirement homes, 
9064 
Freedom of expression, 7231 
Genocide 
Ukraine (1932-1933), 1787-1788, 5304-5305 
Government expenditures, 5230-5231 
Government investments 
investment losses, 128, 154, 335, 969, 3082-3083 
review by Auditor General, 128-129, 154 
Government orders 
Federal-provincial fiscal policies 
responded to, 2873-2875 
Ontario economy 
responded to, 3429-3431, 3471 
Greater Toronto and Hamilton Area Transit 
Implementation Act, 2009 (Bill 163) 
second reading, 5820-5821 
Harmonized sales tax, 5660, 5663, 5684, 5730, 5786, 
5942, 6880-6881 
exemptions, 5683 
impact on condominium owners, 6880 
impact on homebuyers, 5422 
public consultation, 8679, 9042-9043 
transition benefit 
$1,000 for single parents or couples, 5663, 5683-5684 
Health care funding 
government funding, 2899, 4905-4906 
Health regulatory colleges 
duty to help internationally trained health professionals 
practise in Ontario, 2950 
Healthy Food for Healthy Schools Act, 2008 (Bill 8) 
second reading, 210-213, 216-217 
Helmets 
requirement to wear a helmet when operating a bicycle, 
4448 
Highway improvement 
Bradford bypass (Highway 400 to Highway 404), 970- 
971 
400-series highways, 8153 
Highway 404 extension, 1125-1126 
Highway maintenance 
400-series highways, 1010 
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Klees, F. (PC, Newmarket—Aurora) (continued) 
Highway safety 
ban on driving motorcycles with child passengers, 4484 
culverts on TransCanada highway west of Sudbury, 
9171 
riding in back of commercial/towed vehicles prohibited, 
2183 
Highway Traffic Act, R.S.O. 1990, c.H.8, 4448 
Highway Traffic Amendment Act (School Crossings), 
2007 (Bill 3) 
first reading, 15 
Highway Traffic Amendment Act (Speed-limiting 
Systems), 2008 (Bill 41) 
second reading, 1006-1011, 1178, 1182 
public consultation, 1007, 1178 
third reading, 2585-2589 
public consultation, 2586-2587 
H1N1 influenza A (swine flu) 
cases 
waiting period for test results, 8460-8461 
Holidays 
Family Day 
impact on small business, 22 
Hospital funding 
government funding 
York region, 2874, 4905 
Human Rights Code Amendment Act (Freedom of 
Expression), 2009 (Bill 197) 
first reading, 7231-7232 
Immigrants 
access to professions and trades, 2950-2951 
Increasing Access to Qualified Health Professionals for 
Ontarians Act, 2008 (Bill 97) 
second reading, 2660-2661, 2950-2952 
section 2.1, 2951 
Interim supply motions 
responded to, 154-155 
Investing in Ontario Act, 2008 (Bill 35) 
general discussion, 564-565 
second reading, 968-972 
Lake Simcoe 
protection, 2754-2755 
Lake Simcoe Protection Act, 2008 (Bill 99) 
second reading, 2754-2755, 2758-2760 
section 21, 2759 
Lake Simcoe protection plan, 2759-2760 
Lake Simcoe Region Conservation Authority, 2759 
Lake Simcoe watershed, 2759 
Language instruction 
English as a second language (ESL), 5318 
Legislative procedure 
members'/ministers' correction of record, 8031 
ministerial statements, 8999 
oral questions 
use of question period, 8462 
order and decorum and conduct of members in the 
House, 3492 
points of order, 5283 
tabling of documents, 8827 
use of members' statements, 9314 
withdrawal of remarks, 5283 
written questions 
lost upon prorogation, 9649 
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Legislative proceedings 
televised 
Ontario Parliament Network, 3252 
Legislative process, 2586 
Linden Fund, 407 
Long-term-care facilities 
government funding, 323, 5284 
Lotteries 
fraud, 4817 
Magna International Inc. 
layoffs, 5318 
shutdown of plants in Aurora and Newmarket, 4282, 
4293 
Manufacturing industry 
government programs, 3319 
Medical transplants 
organ and tissue donation, 5457-5459 
consent reflected on health card or driver's licence, 
5458 
presumed consent, 5458 
Members'/ministers' birthdays 
Hardeman, Ernie (Oxford), 40 
Members'/ministers' conduct 
Smitherman, George (Toronto Centre) 
Minister of Health and Long-Term Care, 1765 
Members'/ministers' constituents 
tributes, 7197 
Members'/ministers' correction of record, 1823 
Members'/ministers' privileges 
wearing of pins/ribbons/buttons, 409 
Members/ministers quoting books 
Crossing the Threshold of Hope (Pope John Paul Il), 
4916 
Members/ministers quoting committee submissions 
Bailey, Paul (president, Police Pensioners Association 
of Ontario), 9042-9043 
Members/ministers quoting documents 
Turnbull, David's submission re Bill 118, 4273-4274 
Members/ministers quoting electronic mail messages 
Camargo, Lorena (student, Sacred Heart Catholic High 
School), 4446-4447 
DriveTest strike, re, 8261 
Edwards, Jason, 4447 
eHealth Ontario, re, 7561 
Kennedy, Haig (Aurora), 4447 
Kennedy, Robert (Aurora), 4446 
Leroux, Greg (Newmarket), 4447 
Stewart, Sarah (Aurora), 4446 
Members/ministers quoting letters 
Burgess, Catherine (constituent, Newmarket) re Bill 50, 
1682 
Consenheim, Eddy re encroachment on personal 
information, 2421 
Crispino, Len (president, Ontario Chamber of 
Commerce), 3828 
Hatton, Patricia (constituent) re Bill 50, 1682 
Healey, Edmund (father of Brenda Healey, murder 
victim), 9105 
Ho, Vivian (constituent) re Bill 50, 1682 
Klos, Eva (constituent) re Bill 50, 1682 
Miller, Doreen (constituent) re Bill 50, 1682 
Mulhern, Gerard (professional engineer), 9171 
Nowakowska, Gabriela (owner, Rambo (pit bull)), 1681 
Pope John Paul Il, 4915 
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Klees, F. (PC, Newmarket-—Aurora) (continued) 
Rizzo, Perry (president, Axiom Group Inc.), 502 
York Region Children's Aid Society, 8525 
Members/ministers quoting newspaper articles 
New York Times, 5305 
Toronto Star, 3429-3430, 3455-3456, 8126 
Members/ministers quoting press releases 
Jones, Gareth re Holodomor, 5305 
York Regional Police, 1007 
Members/ministers quoting reports 
Office of the Auditor General of Ontario Annual Report 
(2005), 7522 
TRANSforming the Food Supply (Trans Fat Task 
Force), 217 
Members/ministers quoting statements 
Aramark Corp. (food services provider, York Region 
District School Board), 211 
Fantino, Julian (commissioner, Ontario Provincial 
Police), 7545 
Fisch, Bill (chair, York region), 970-971, 1126 
Heart and Stroke Foundation, 212 
Hindman Sr., Nicholas (senior vice-president and chief 
financial officer, Westell Technologies), 22 
Irwin, Tony (external affairs manager, Allstate Canada), 
7545 
Kelly, Debora (editor-in-chief, York Region Media 
Group), 2903 
Mace, James (American Holodomor scholar), 5304 
Mackey, Linda (mother, Bart Mackey, traffic accident 
victim), 2183 
Maher, Pam (advocacy and communications 
coordinator, CARP), 9057 
McCallion, Hazel (mayor, Mississauga), 564-565 
Moroz, Alexander (former speaker, Parliament of 
Ukraine), 5304 
Orlovski, Marina (police officer), 2604 
Patterson, Brian (president, Ontario Safety League), 
9058 
Ritchie, Joanne (executive director, Owner-Operator's 
Business Association of Canada), 2588-2589 
Teetzel, David (editor, York Region Media Group), 2903 
York Region District School Board, 211 
Members'/ministers' remarks 
Liberal (2003-2010) 
Bentley, Christopher (London West) 
as Attorney General, 2394 
Bradley, James J. (St. Catharines) 
as Minister of Transportation, 4275 
Broten, Laurel (Etobicoke-Lakeshore) 
as Minister of Children and Youth Services, 8499 
Duncan, Dwight (Windsor—Tecumseh) 
as Minister of Finance/Chair of Management Board 
of Cabinet, 564, 3430 
Matthews, Deborah (London North Centre) 
as Minister of Children and Youth Services, 8499 
McGuinty, Dalton (Ottawa South) 
as Ontario Premier, 3430, 4860 
Ruprecht, Tony (Davenport), 1007 
Wynne, Kathleen (Don Valley West) 
as Minister of Education, 2604, 2636 
withdrawn, 8031, 8864 
Members'/ministers’ resignations 
Bryant, Michael (Minister of Economic Development), 
6879-6880 
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Members’ statements 
Crossland, Ernie, 5429-5430 
Day of German Unity, 3000-3001 
Driver examination centres, 8352-8353 
Employment supports, 4293 
Federal government, 4475-4476 
Fibromyalgia and Chronic Fatigue Syndrome 
Awareness Day, 1826-1827 
Illingworth, Dick, 5737 
Legion Week, 2838 
Long-term care, 323, 5284 
Lord's Prayer, 515 
Neonatal care, 407 
Nielsen, Marie, 37 
Ontario Medal for Police Bravery, 9126 
Pope John Paul II, 5832 
Public consultation, 9042-9043 
Rice, James, 7197 
Road safety, 3737 
Sherwood, Robert, 1155 
Sifton, Heather, 7733-7734 
Taxation, 5786 
Teetzel, Dave, 2903 
Town of Aurora, 3094 
Transportation planning, 8153 
Viva strike, 2966 
Wells Street public school, 7528 
York Region Children's Aid Society, 8502 
Mental health care 
access to services, 4495-4496 
Metrolinx, 5820-5821 
accountability, 5821 
board of directors, 5693 
governance, 5820 
Minimum wage 
increase, 115, 5730 
$10 an hour, 115-116 
impact on greenhouse industry, 116 
impact on tourism industry, 116 
Minister of International Trade and Investment, 3489-3490 
Ministerial responsibility, 7560-7561, 7563 
Ministerial statements, responded to 
Consumer protection, 603-604 
Healthy schools, 69-70 
Municipal infrastructure, 604 
Photo cards, 2252 
Public transit, 5693 
Road safety, 3448 
Seat belts, 1096 
Student achievement, 45 
Ministry of Community and Social Services 
passport program, 2947-2948 
special services at home program, 2949 
Ministry of Economic Development and Trade 
Next Generation of Jobs Fund, 2959-2960, 4617-4618 
funding for Axiom Corp., 4282 
Ministry of Labour 
conduct of inspectors, 4210, 4217 
Ministry of Tourism 
Ontario tourism strategy, 2422-2423 
Ministry of Transportation 
contracts 
Coco Paving Inc., 8862 
handling of personal information, 2420-2421 
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Klees, F. (PC, Newmarket—Aurora) (continued) 
medical condition report, 1057-1058 
Medeiros, Anna case, 2420-2421 
Missing persons 
with dementia 
Silver Alert program, 8520 
Municipal infrastructure 
government funding, 594, 604 
York region, 1125-1126 
National/independence/memorial days 
Day of German Unity, 3000-3001 
Holodomor Memorial Day, 5304-5305 
Pope John Paul I] Day, 285, 4915-4917 
Natural gas generating stations 
northern York region, 2439, 2846-2847 
public consultation, 2439-2440 
Neonatal intensive care, 407 
Nortel 
pension plans 
transfers on wind up, 8889-8890 
Occupational Health and Safety Amendment Act 
(Violence and Harassment in the Workplace), 2009 
(Bill 168) 
time allocation motion 
responded to, 9105 
Ontario budget speech (25 March 2008) 
responded to, 594-595 
Ontario College of Trades 
board of governors 
composition of board 
ban on donors of Working Families Coalition, 8125- 
8126 
Ontario Financing Authority, 128, 335 
Ontario health insurance plan (OHIP) 
provision of insulin pumps and supplies as insured 
service, 3439-3440 
Ontario Human Rights Commission, 7231-7232 
Ontario Lottery and Gaming Corp. (OLG), 4817 
Ontario March of Dimes 
home and vehicle modification program (HVMP), 9546 
Ontario Provincial Police (OPP) 
investigations 
lroaga, Aju (missing tree planter), 1203 
Ontario Realty Corporation 
construction of new office tower in downtown Toronto, 
9450-9451 
Opposition day motions, responded to 
Government spending, 5796 
Ontario economy, 1125-1126, 3455-3456 
Oral questions, presented 
Automobile industry, 5825 
Automobile insurance, 7641-7642 
Buttonville airport, 5884 
Casinos, 2161 
Children's aid societies, 8030, 8499-8500 
Diabetes treatment, 3439-3440 
Diagnostic services, 992-993 
Disclosure of information, 1818 
Disclosure of medical information, 1057-1058 
Driver examination centres, 7522-7523, 8150, 8261, 
8305-8306, 8409-8410 
Electricity supply, 2439-2440 
Electronic health information, 8144-8145 
Employment supports, 3319, 4282, 4617-4618, 5318 
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Environmental protection, 4152 
Flu pandemic preparedness, 8460-8461 
Government contracts, 8861-8862, 8864 
Government investments, 128-129, 335, 2959-2960, 
3082-3083 
Government spending, 5230-5231, 9449-9450 
Health care funding, 2899 
Hospital funding, 4905-4906, 4942 
Infrastructure program funding, 5574-5575 
Manufacturing jobs, 3828 
Minister's resignation, 6879-6880 
Ministry of the Attorney General, 4860 
Municipal infrastructure, 564-565 
Ontario budget, 5730 
Ontario economy, 3229-3230, 3232, 3234, 3489-3490 
Ontario Lottery and Gaming Corp., 4817-4818 
Pesticides, 5281 
Pharmacists’ dispensing fees, 170-171 
Public transit, 5513-5514, 6553-6554 
Recreational vehicles, 9500 
Renewable energy and conservation, 3374-3375 
Road safety, 2292, 2394, 4383-4384 
School bus safety, 997-998 
School safety, 2486, 2514-2515, 2567, 2604, 2636 
Senior citizens, 5463-5464 
Services for the disabled, 9546 
Small business, 22, 502-503, 3090 
Taxation, 5422, 5659-5660, 5663, 5683-5684, 5941- 
5942, 6880-6881, 8679 
Toronto Catholic District School Board, 4575 
Transportation infrastructure, 9171 
Trucking safety, 1371 
Vehicle safety, 1574 
Workplace safety, 1203, 4210-4211, 4217 
Organ and Tissue Donation Mandatory Declaration Act, 
2007 (Bill 67), 5458 
Payday loan agreements 
limit the cost of borrowing, 604 
Payday loan industry 
consumer protection, 604 
Payday Loans Act, 2008 (Bill 48) 
ministerial statement 
public consultation, 604 
Persons with disabilities 
government funding, 2946-2947 
social inclusion, 2946 
Pesticides/herbicides © 
ban on use and sale of cosmetic pesticides, 5281 
Petitions 
Drinking and driving, 3282, 3500, 3740, 4435 
Hospital funding, 1313, 2493-2494 
Lord's Prayer, 383, 528, 657, 960, 1372, 2525 
Pope John Paul Il, 1106, 1373, 1576-1577, 2395, 3188, 
3651 
Sale of domestic wines and beers, 7344-7345 
Sales tax, 4954, 5044-5046, 5432-5433, 5479 
Services for the developmentally disabled, 3741-3742 
Taxation, 7530-7531, 7738 
Pharmacists 
dispensing fees 
Torrance Compounding Pharmacy, 170-171 
Photo Card Act, 2008 (Bill 85) 
second reading, 2419-2424 
public consultation, 2423 
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Photo identification cards, 2424 
privacy/security of information, 2424 
Police officers 
hiring, 1355 
Pope John Paul Il Day Act, 2009 (Bill 25) 
general discussion, 5832 
first reading, 285 
Population growth 
Newmarket—Aurora, 2950 
Poverty Reduction Act, 2009 (Bill 152) 
second reading, 5561-5566 
Prayer in the Legislature 
removing the Lord's Prayer from the daily proceedings 
of the Legislature, 515 
Premier's travel, 3489-3490 
Private members' public business 
Anti-bullying initiatives 
responded to, 9385-9386 
Auditor General Amendment Act, 2008 (Bill 110) 
second reading, 3754 
Automobile insurance 
presented, 7539-7540, 7545 
Children's aid societies 
responded to, 8524-8525 
Employment Standards Amendment Act (Raising the 
Minimum Wage), 2007 (Bill 7) 
second reading, 115-116 
Fire Protection and Prevention Amendment Act (Fire 
Sprinkler Retrofitting), 2009 (Bill 214) 
second reading, 9064 
Highway Traffic Amendment Act (Child Passengers on 
Motorcycles), 2008 (Bill 117) 
second reading, 4484 
Highway Traffic Amendment Act (Senior Driver's 
Conditional Licence), 2009 (Bill 221) 
second reading, 9057-9058 
Holodomor Memorial Day Act, 2008 (Bill 61) 
second reading, 1787-1788 
Hoiodomor Memorial Day Act, 2009 (Bill 147) 
second reading, 5304-5305 


Jay Lawrence and Bart Mackey Memorial Act (Highway 


Traffic Amendment), 2008 (Bill 74) 
second reading, 2182-2184 
Legislative channel 
responded to, 3252-3253 
Mental health and addiction services 
responded to, 4495-4496 
Missing persons alert 
responded to, 8519-8520 
Northem York Region Power Conservation Act, 2008 
(Bill 79) 
second reading, 2846-2847 
Ontario College of Trades 
responded to, 8125-8126 
Pension Benefits Amendment Act (Transfers on Wind 
Up), 2009 (Bill 213) 
second reading, 8889-8890 
Pope John Paul Il Day Act, 2009 (Bill 25) 
second reading, 4915-4917, 4921-4922 
Small business 
responded to, 7752 
Truscott, Steven 
responded to, 1992-1993 
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Unlawful Firearms in Vehicles Act, 2008 (Bill 56) 
second reading, 1355-1356 
Provincial Animal Welfare Act, 2008 (Bill 50) 
second reading, 1681-1684 
section 6, 1682 
section 12.1, 1682 
section 14(2), 1682 
Public education campaigns 
Bullying Awareness and Prevention Week, 9385-9386 
Fibromyalgia and Chronic Fatigue Syndrome 
Awareness Day, 1826 
Legion Week, 2838 
National Students Against Impaired and Distracted 
Driving Day, 3448 
spring seat belt campaign, 1096 
Public Sector Expenses Review Act, 2009 (Bill 201) 
second reading, 7560-7561, 7563 
Regional transportation plan (The Big Move) 
greater Toronto and Hamilton area, 5693 
Regulations 
penalties for non-compliance, 3471 
Reports 
Discussion Paper: Tourism Strategy Stakeholder 
Consultations (Ministry of Tourism and Recreation), 
2422-2423 
A Game of Trust: Investigation into the Ontario Lottery 
and Gaming Corporation's Protection of the Public 
From Fraud and Theft (André Marin), 4817 
New Housing is Different: Implications for Sales Tax 
Harmonization on New Home Buyers in Ontario 
(Altus Group), 5422 
Retail sales tax 
elimination of retail sales tax from accommodations and 
attractions, 2422-2423 
Road safety, 2585-2586, 3737 
Road Safety Act, 2009 (Bill 126) 
general discussion, 4383-4384 
second reading, 4443-4449 
public consultation, 4443, 4445 
Safer Roads for a Safer Ontario Act, S.O. 2007, c.13, 
2292 
School bus safety, 998, 1009 
School bus transportation 
government funding, 1096 
School cafeterias 
ban on trans fat in food and beverages, 211-212 
School crossings 
drivers remain stopped until all persons have cleared 
the entire roadway, 15 
School safety 
reporting of violent incidents, 2486, 2567, 2604, 2636 
student assault, 2486, 2514-2515, 2567 
Schools 
Wells Street Public School (Aurora) 
preservation of historic value, 7528 
Services and Supports to Promote the Social Inclusion of 
Persons with Developmental Disabilities Act, 2008 
(Bill 77) 
third reading, 2946-2949 
amendments, 2946-2947 
public consultation, 2946-2947 
Small business 
access to capital, 503 
regulation, 3090, 3159-3160 
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Speed limiters, 1006-1008, 1011, 2585-2586 
exclusion of truckers emanating from U.S.A., 2587 
impact on greenhouse gas emissions, 1009-1010 
reduction in collision, 2587 
Speed limits 
enforcement, 2585-2589 
regulation and enforcement, 1011, 1178 
Street racing 
Virgoe, David case, 2292 
Strikes 
DriveTest driving examiners, 8150, 8261, 8305-8306, 
8352-8353, 8409-8410 
Viva drivers, 2966 
Student evaluation 
standardized, 45 
Tax reduction, 5942 
Time allocation motions 
Occupational Health and Safety Amendment Act 
(Violence and Harassment in the Workplace), 2009 
(Bill 168) 
responded to, 9105 
Toronto Catholic District School Board 
payment for work done by CEC Mechanical Ltd., 4575 
Toronto Transit Commission (TTC) 
parking fees, 5513-5514 
purchase of streetcars from Bombardier 
government funding, 6553-6554 
Tourism industry, 2419, 2422-2423 
Ontario tourism competitiveness study and action plan, 
2422-2423 
Traffic congestion, 5820 
Traffic regulations 
removal of vehicle debris blocking traffic, 4448 
Transit systems 
GO Transit 
fare increase, 5513-5514 
integrated, 5820 
Transportation infrastructure 
local content, 3828 
Tributes 
Crossland, Ken (recipient, Community Service Award 
for a Lifetime of Excellence in Service), 5429-5430 
Illingworth, Dick (former mayor, Aurora), 5737 
Pope John Paul II, 5832 
Sherwood, Robert (former councillor, Markham), 1155 
Sifton, Heather (recipient, Elsie MacGill Northern Lights 
Award), 7733-7734 
Teetzel, David (editor, York Region Media Group), 2903 
Trillium Gift of Life Network, 5457 
Truck drivers, 1007-1008 
training/licensing, 1371 
Trucking industry 
safety standards, 1006 
regulation and enforcement, 1007-1009, 1574 
vehicle maintenance and safety, 1182 
Trucks 
speed limit capped at 105 km. per hour, 2585-2586 
Workers' compensation benefits 
coverage for construction workers, 3711 
Workplace harassment/violence, 9105 
Workplace Safety and Insurance Amendment Act, 2008 
(Bill 119) 
second reading, 3711 


Workplace Safety and Insurance Board (WSIB) 
disclosure of customer lists, 1818 

York Region Transit Authority, 5821 

Young offenders 
services, 3358 


Kormos, P. (NDP, Welland) 


[747] 


AbitibiBowater 
layoffs, 3785 
shutdown, 7175 
Aboriginal communities 
police services, 1413-1414, 1830 
An Act to amend the Bankruptcy and Insolvency Act, the 
Companies' Creditors Arrangement Act, the Wage 
Eamer Protection Program Act and Chapter 47 of the 
Statutes of Canada, 2005 (Bill C-12), 107 
Administration of justice, 3655-3657 
Adoption 
protection of privacy, 752-753 
Adoption disclosure 
disclosure veto, 752 
Agencies/boards/commissions/etc. 
expenditures 
disclosure, 7425 
Agricultural labourers’ rights 
right to bargain collectively, 6343 
right to unionize, 165, 4021, 4633, 6343 
Alcoholic beverages, 260 
purchase 
interdict list, 4410 
Animal protection, 3986 
private zoos, 1673-1674, 5195 
regulation, 3982-3985 
regulation and enforcement, 735 
wildlife, 1678 
Animal protection organizations 
use of term humane society restricted, 1675 
Anniversaries 
Lakeside Steel Corporation 100th anniversary, 7341 
Ontario Provincial Police 100th anniversary, 5584-5585 
Apology, 2003-2004, 3148-3149, 3506-3514, 5399-5404 
not considered admission of liability with respect to civil 
action, 5399-5401, 5403-5404 
persons’ right to pursue remedy in court system, 5401 
pseudo-apology, 2003-2004, 3510 
regret apology, 2003 
Apology Act, 2008 (Bill 59) 
second reading 
public consultation, 2003 
Apology Act, 2009 (Bill 108) 
second reading, 3506-3514 
third reading, 5399-5405 
Appointment of Information and Privacy Commissioner 
responded to, 6976-6978 
Appointment process, 6976 
Appreciation 
Drent, Margaret (research officer), 7023 
Australia 
workplace harassment/violence legislation, 7811 
Autism services 
intensive behavioural intervention (IBI) 
Methot, Riley case, 2090 
Automobile industry, 4389, 4639-4640 
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Ford Motor Company of Canada 
Ford Crown Victoria, 3785 
General Motors of Canada Ltd. 
equity stake, 6330-6331 
Automobile insurance 
public, 7543-7544 
Automobile insurance rates/premiums, 7543 
Automobiles 
government purchase of automobiles made in Ontario, 
3074 
Bail, 3656-3657 
Barrie-Innisfil Boundary Adjustment Act, 2009 (Bill 196) 
second reading, 7495-7496, 7502, 7506, 7515 
public consultation, 7495-7496 
Beer industry, 260 
Biographies 
Waters, Alice (cook/restaurateur), 259 
Books 
Mea Culpa: A Sociology of Apology and Reconciliation 
(Nicholas Tavuchis), 2004 
The Ontario Legislature: A Political Analysis (Graham 
White), 1270 
Bottled water, 3943 
prohibition on sale, 3943 
British Columbia 
automobile insurance, 7543-7544 
Budget Measures Act, 2009 (Bill 162) 
general discussion 
public consultation, 6139-6140 
second reading, 5940, 6096-6097, 6101, 6105-6106, 
6109, 6111-6115, 6118, 6122-6123 
Budget Measures and Interim Appropriation Act, 2008 
(No. 2) (Bill 114) 
second reading, 3669 
time allocation motion 
public consultation, 3786 
responded to, 3784-3786 
schedule K, 3785 
schedule P, 3785 
Butchers 
Superior Sausage Co., 3061 
Call centres 
Bell Canada, 395 
Canadian Tire Acceptance (Welland), 394 
offshore, 395-396 
Rogers Cable, 394 
Cancer 
colorectal cancer, 758 
Cancer drugs 
Avastin, 758, 1370 
Casino gambling, 259-260 
Casinos 
layoffs, 4640 
Charter of Rights and Freedoms (Part 1, Constitution Act, 
1982), 3656 
Child abuse 
reporting child abuse, 4963 
Child and Family Services Statute Law Amendment Act, 
2009 (Bill 103) 
third reading, 4834-4835, 4838-4843 
Child custody, 4961-4964, 4978 
criminal record checks, 4962, 6623-6625 
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Child pornography 
reporting, 4506 
Child Pomography Reporting Act, 2008 (Bill 37) 
third reading, 4506 
Child poverty, 4633 
Child protection, 6623 
services, 4958, 4961-4964, 4966 
Children's Law Reform Act, R.S.O. 1990, c.C.12, 4962 
Children's mental health care 
government funding 
Niagara, 4622 
Christopher's Law (Sex Offender Registry) Amendment 
Act, 2008 (Bill 16) 
second reading, 706-711, 1340-1341 
third reading 
amendments, 1341 
Committee process 
Bill 139, 5139, 5141 
Committee schedules/agendas, 4637 
Committees 
Select Committee on Elections, 2316, 9666-9667 
Community Living 
Ontario, 2822-2823 
Compensation 
Truscott, Steven (victim of miscarriage of justice), 1989 
victims of Dr. Charles Smith's work in child-death 
investigations, 4407 
Conquest Vacations 
closure, 6080-6081 
Construction workers 
occupational health and safety, 4075-4076 
Consumer protection 
ticket resale practices, 6397-6398 
Contests 
Kraft Hockeyville 2009, 5194 
Coroner inquests, 4409-4410 
highway deaths, 4408 
lroaga, Aju (missing tree planter), 1203 
Kashechewan fire, 6281 
Keyes, Ken (former Minister of Correctional Services), 
4408 
Osidacz, Jared (murder victim), 4409-4410 
workplace deaths, 4407-4408 
Coroners Act, R.S.O. 1990, c.C.37, 7025 
section 22 (Minister may direct coroner to hold inquest), 
4407-4410, 7020, 7025-7026 
subsection 29(2), 5372 
Coroners Amendment Act, 2009 (Bill 115) 
second reading, 4407-4411, 4414 
public consultation, 4408-4411 
repeal of section 22 of Coroners Act, 4407 
third reading, 7020-7026 
Correctional centres, 4839 
Don jail, 5186 
Correctional officers, 6990 
Countering Distracted Driving and Promoting Green 
Transportation Act, 2009 (Bill 118) 
second reading, 4206-4207 
Court administration 
case management, 6281 
Court cases/actions 
Baltovich, Robert (re murder of Elizabeth Bain), 1989 
Sampson, Katelynn (murder victim), 4409-4410 
Simpson, O.J. (former American football star), 5403 
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Snobelen, John re firearm charges, 1420 
victims of SARS, 5033 
Crime, 3840, 6280-6281 
Crime prevention programs 
government funding, 6280-6281 
Discrimination 
racial, 5044 
Documentary videos 
Basil "Buzz" Hargrove and de Havilland, Inc., 4793 
Domestic violence, 4897, 4960 
access to restraining order, 6620-6623 
shelter for pets of victims of domestic violence, 1674 
Domestic Violence Protection Act, S.O. 2000, c.33 
repealed by Bill 133, 6620-6623 
Driver education/training, 2596-2597, 4393 
Driver licences 
graduated licences 
restriction from carrying more than one passenger 
aged 19 and under, 4393 
zero blood alcohol concentration level for drivers 21 
years of age or younger, 4393 
Drivers, 1183 
impaired drivers, 4393 
Economic conditions, 5139-5141 
Niagara region, 3984 
Economic decline, 3073 
Education, 254 
eHealth Ontario 
consultants, 7609 
review by PricewaterhouseCoopers, 7276-7277 
Election Statute Law Amendment Act, 2010 (Bill 231) 
second reading, 9657, 9661, 9664-9668, 9670, 9673 
Elections/by-elections 
returning officers 
appointment, 2317-2318 
Electoral process reform, 9657, 9664-9665, 9670, 9673 
referendum, 2316 
Emancipation Day Act, 2008 (Bill 111) 
third reading, 4510-4511 
public consultation, 4510-4511 
Employment creation, 4640 
Employment-related benefits 
employee wage security program, 142 
organ donor leave, 5131 
income replacement, 5131, 5368, 5370, 5373 
Employment Standards Amendment Act (Organ Donor 
Leave), 2009 (Bill 154) 
second reading, 5219, 5368-5376, 5451, 5453 
public consultation, 5370 
Employment Standards Amendment Act (Temporary Help 
Agencies), 2009 (Bill 139) 
second reading, 5135-5139, 5141, 5144-5145 
Employment Standards Amendment Act (Wage Secuntty), 
2007 (Bill 6) 
general discussion, 142 
Energy 
renewable energy, 5050, 5167-5168 
renewable energy projects 
wind farms, 5170 
Energy conservation, 5169 
Environmental Protection Act (Greenhouse Gas 
Emissions Trading), 2009 (Bill 185) 
second reading, 7629 
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Faimess for Families Act, 2008 (Bill 88) 
second reading 
public consultation, 2554 
Family courts, 4157, 4960 
Family law 
evidence in custody hearings, 4157 
on-site inspection and evaluation of a professional, 
4157-4158 
pension plans, 4958-4959 
reform, 4892, 4958-4964, 4977-4978 
restraining orders, 4157, 4897, 4960 
Family Statute Law Amendment Act, 2009 (Bill 133) 
second reading, 4892, 4897, 4958-4964, 4966, 4971, 
4977-4978 
third reading, 6610-6611, 6618-6626, 6628 
amendments, 6628 
section 35, 6620-6623 
Farmers 
government funding, 3060-3061 
Niagara region, 3099-3100 
Farms/farmland 
preservation, 7506 
Innisfil, 7502 
Fast food industry, 260 
Fatalities 
Dupont, Lori (murder victim), 7809 
Sampson, Katelynn (murder victim), 6618, 6623-6626 
Federal government 
prorogation of Parliament, 4639 
Firefighters 
mediation/arbitration/conciliation process, 226 
retirement age, 226 
Food habits, 259 
Forensic pathologists 
child-death investigations of Dr. Charles Smith, 4414, 
7023-7024, 7653 
Government notice of motions 
Legislative reform 
responded to, 1266-1273, 3121, 3127-3129 
time allocation motion 
responded to, 1523-1529 
Select Committee on Elections 
responded to, 2316-2318 
Government policy, 4478 
Government procurement policy 
uniforms made in China, 4805 
Government services ~ 
reduction, 4641 
Green economy, 5158 
Green Energy and Green Economy Act, 2009 (Bill 150) 
second reading, 5050, 5062, 5154, 5158, 5162, 5166- 
5170 
Groff Tire and Battery Ltd. 
tire disposal fee, 928 
Harmonized sales tax, 6109, 6112-6113, 6829 
Health professionals 
accessibility, 3996-3997 
Healthy Food for Healthy Schools Act, 2008 (Bill 8) 
second reading, 249-250, 254, 256-261 
Highway improvement 
Highway 406 (Port Robinson Road and East Main 
Street), 4472, 6046 
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Highway Traffic Amendment Act (Speed-limiting 
Systems), 2008 (Bill 41) 
second reading, 1179-1181, 1183-1184 
third reading, 2594-2597 
Home care workers, 5137 
Home energy audits, 5162, 5166, 5169 
Home heating 
electric, 5170 
Hospital boards, 3443 
Hospital services, 3443 
emergency 
Port Colborne and Fort Erie, 5188, 6386 
Householders (unaddressed ad-mail), 5429 
Housing 
affordable, 4633 
Human rights, 165, 4632-4633 
aboriginal communities, 4633 
Income tax 
income splitting between married or common-law 
couples, 2553-2554 
Income tax reduction, 6101 
Increasing Access to Qualified Health Professionals for 
Ontarians Act, 2008 (Bill 97) 
third reading, 3996-3997, 4001-4002, 4005 
Industry 
job guarantee in return for government assistance, 4641 
Industry shutdowns 
Atlas Steels, 7174-7175, 7618 
CanGro Foods Inc., 396, 1502 
Information and Privacy Commissioner of Ontario, 6977 
Interim supply motions 
responded to, 141-144 
John Deere 
layoffs, 2830, 3064-3065, 3784-3785 
Judges 
family law, 4157, 4961 
Judicial review, 4410-4411 
Jurors 
criminal record checks, 6941 
Justice 
access to, 5694 
Justices of the peace, 3656 
Labour Relations Amendment Act (Replacement 
Workers), 2009 (Bill 86) 
first reading, 2249 
Layoffs, 3071, 4639-4640 
GDX Automotive, 3785 
Sterling Truck, 3785 
Legal aid, 5694 
Legal aid services, 4157 
Legislative Assembly, 3128 
food services, 5136 
temporary workers, 5136 
Legislative building/grounds 
committee room, 4792-4793 
Legislative pages, 5136, 5451 
Legislative procedure 
introduction of visitors, 3129 
members'/ministers' attendance in legislature 
Chan, Michael (Minister of Citizenship and 
Immigration), 4297 
members/ministers imputing motive, 7581 
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members’/ministers' unparliamentary language, 1529, 
5472 
ministerial statements, 3689, 4297 
motions 
substantive motions, 3121 
time allocation motions, 1528, 3781-3782, 3784, 6118 
7799 
oral questions, 3127-3128, 3277, 7196, 7581 
order and decorum and conduct of members in the 
House, 1249-1250 
private members’ public business, 2186, 3953 
third reading of bills, 3786 
use of electronic devices in House, 3003, 3646 
withdrawal of remarks, 5283-5284 
Legislative process, 1184, 1268-1271 
Bill 145, re, 4739 
family friendly reforms, 1266, 1271-1273, 1523, 1527- 
1529 
oral questions, 1524-1525 
scheduling for committee meetings, 1563-1564 
reform, 3127 
Legislature schedule/agenda, 4639-4640, 7217 
legislature not to sit on federal election days, 3128-3129 
prorogation, 4638-4642 
Limitation period, 5403 
Limitations Act, S.O. 2002, c.24, Sched. B 
section 13, 5403 
Liquor Control Board of Ontario (LCBO) 
collective bargaining, 7147-7148 
Livestock 
protection, 1677-1678 
Local health integration networks (LHINs) 
Hamilton Niagara Haldimand Brant Local Health 
Integration Network, 6339 
Manufacturing industry 
decline, 398, 5940 
layoffs, 107, 141-143, 3840 
government response, 3064-3065 
Medical transplants 
organ and tissue donation, 5131, 5219, 5368, 5370- 
5376, 5451 
informed consent, 5371, 5373 
mandatory election, 5373 
presumed consent, 5131, 5368, 5372-5376, 5451, 
5453 
presumed denial, 5371-5374, 5451 
required request, 5373 
Members'/ministers' conduct, 7416-7417 
Caplan, David (Don Valley East) 
as Minister of Health and Long-Term Care, 7277 
McGuinty, Dalton (Ottawa South) 
as Ontario Premier, 7277 
Members'/ministers' correction of record, 7071 
Members’/ministers' pension plans, 4499 
Members'/ministers’ personal narratives, 1267-1268, 
1526, 1552-1553, 1676-1677, 2595, 5638-5639, 
6111-6112, 7174 
Members'/ministers' public apologies 
Chinese head tax, 7695 
Members/ministers quoting authors 
London, Jack, 7930 
Members/ministers quoting Bible 
Neh. 5:10-11, 1582 
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Members/ministers quoting books 
On Apology (Aaron Lazare), 2004 


Beauchesne's Parliamentary Rules and Forms (6th ed.), 


7646 
Griffith & Ryle Parliament: Functions, Practice and 


Procedures (Robert Blackburn, Andrew Kennon, Sir 


Michael Wheeler-Booth), 7277, 7646, 9399 
House of Commons Procedure and Practice (Robert 
Marleau, Camille Montpetit), 9320, 9399 
Parliamentary Practice in New Zealand, 3rd ed., 7590, 
7646-7647 
A Short History of Ontario (Ed Whitcomb), 7416 
Members/ministers quoting committee submissions 
YWCA Toronto, 6620, 6622, 6626 
Members/ministers quoting electronic mail messages 
Bill 50, re, 1676 
Members/ministers quoting journal articles 
Joumal of Medical Ethics, 5375-5376 
Members/ministers quoting letters 
Bill 29, re, 7811 
Morgan, Jacquelyn (constituent, Fenwick), 6112 
Ontario Court of Justice family law judges, 6624-6625 
Rath, Randy (press gallery president), 1272 
Trow, Tim (president, Toronto Humane Society), 1675- 
1676 
Members/ministers quoting newspaper articles 
Toronto Sun, 1678-1679, 3513 
Members/ministers quoting reports 
Inquiry Into Pediatric Forensic Pathology in Ontario 
(Stephen Goudge), 7024 
Office of the Auditor General of Ontario Annual Report 
(2007), 707 


Ontario in the Creative Age (Martin Prosperity Institute), 


5169 
Members/ministers quoting statements 

Canadian Colorectal Cancer Society, 758 

Fraser, John Allen (former Speaker, House of 
Commons), 7277 

Greenberg, Lee (Queen's Park press gallery member), 
3128-3129 

King Jr., Martin Luther (civil rights leader), 5044 

Marin, André (Ombudsman of Ontario), 2992 


Whelan, Susan (CEO, Canadian Cancer Society), 7175- 


7176 
White, Graham (professor, department of political 
science, University of Toronto), 1272 
Members'/ministers' record 
Liberal (2003-2010) 
Caplan, David (Don Valley East) 
as Minister of Health and Long-Term Care, 7518- 
7519 
Naqvi, Yasir (Ottawa Centre), 5062 
Ramal, Khalil (London—Fanshawe), 3669 
Members'/ministers' remarks 
Liberal (1995-2003) 
Bradley, James J. (St. Catharines), 1268-1269, 1273 
Conway, Sean (Renfrew North), 1267 
NDP (1995-2003) 
Hampton, Howard (Kenora—Rainy River), 7647 
PC (1943-1985) 
Gillies, Phillip (Brantford), 7647 
PC (2003-2010) 
MacLeod, Lisa (Nepean—Carleton), 7646 
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withdrawn, 1918, 2204, 2239, 3782, 6225 
Members' statements 
Automobile industry, 4389 
Crooks, Tyler, 5737-5738 
Firefighters, 226 
Grape and wine industry, 7733 
Hospital services, 2966-2967, 3443 
Lakeside Steel, 7341 
Local health integration networks, 6339 
Niagara Health System, 6994 
Niagara Parks Commission, 2495-2496 
Niagara Peninsula Children’s Centre, 5039 
Ontario drug benefit program, 758 
Plant closure, 1502 
Property taxation, 3928-3929 
Rose City Seniors Activity Centre, 9322 
Sentencing, 2037 
University labour dispute, 4686 
Unparliamentary language, 5472 
Mental health care 
Niagara, 4621 
Miller's Creek Marina (Niagara Parkway) 
lease-out, 2608 
Minimum wage, 5138 
$10 an hour, 1416 
$10.25 an hour, 4633 
Mining Amendment Act, 2009 (Bill 173) 
time allocation motion 
responded to, 7799 
Ministerial responsibility, 7425, 7586, 7590-7592 
Ministerial statements, responded to 
Animal protection, 735, 5194-5195 
Apology legislation, 3148-3149 
Black History Month, 5043-5044 
Consumer protection, 6397-6398 
Coroner's office, 7653 
Crime Prevention Week, 3840 
Family law, 4157-4158 
Impaired driving, 4393 
International Volunteer Day, 4478-4479 
Law enforcement, 7487 
National Victims of Crime Awareness Week, 6280-6281 
Ontario Agriculture Week, 3099-3100 
Ontario Police Memorial, 6447 
Ontario Provincial Police, 5584-5585 
Organ donation, 5131 
Paralegals, 5694 
Police services, 1413-1414, 6280-6281 
Police Week, 1830-1831, 6813 
Sex offender registry, 190-191 
Take Our Kids to Work Day, 3839-3840 
Tobacco-related health care costs, 5241-5242 
Victims of crime, 988 
Ministry of the Attorney General, 4821 
Motorcycles/motorcyclists, 4484-4486 
Mutual funds, 4641 
National/independence/memorial days 
Black History Month, 5043-5044 
Emancipation Day, 4510-4511 
NDP 
Buy Ontario strategy, 3073 
Niagara Health System, 2966-2967, 6339 
board of trustees, 4255, 6994 
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Niagara Health System Elections Act, 2008 (Bill 134) 
first reading, 4255 
Niagara Parks, 2495-2496 
Niagara Parks Commission, 5575 
governance, 5575 
Niagara Peninsula Children's Centre 
government funding, 5039 
Nutrition, 254 
Obesity, 258, 261 
Obituaries 
Slevar, Ferd (veteran), 4641 
Occupational Health and Safety Amendment Act 
(Harassment and Violence), 2007 (Bill 29) 
general discussion, 7809-7810 
Occupational Health and Safety Amendment Act 
(Violence and Harassment in the Workplace), 2009 
(Bill 168) 
second reading, 7803-7804, 7807-7813 
Office of the Premier, 3128-3129 
Ombudsman of Ontario, 6977-6978 
Ontario Lottery and Gaming Corp. (OLG), 6186-6187 
expenditures 
meals by senior staff, 7605, 7611-7612 
Ontario Provincial Police (OPP) 
Golden Helmets, 5585 
investigations 
lroaga, Aju (missing tree planter), 1203, 1989 
Opposition day motions, responded to 
Violent crime, 3655-3657 
Workplace insurance, 4074-4076 
Opposition parties 
role, 1270, 1527, 3127 
Oral questions, presented 
Agricultural labour policy, 4021 
Autism services, 2090 
Automobile industry, 6330-6331 
Cancer treatment, 1370 
Correctional facilities, 4904-4905 
Correctional services, 6990, 7477 
Court ruling, 1420 
Decorum in chamber, 1250 
Development in Niagara, 2608 
Disciplinary hearing, 5466 
Don jail, 5186 
Grape and wine industry, 6336 
Highway 406, 4472 
Highway improvement, 6046 
Hospital services, 5188, 6386 
Infectious disease control, 5033 
Jury selection, 6941 
Liquor Control Board of Ontario, 7147-7148 
Manufacturing jobs, 2830 
Mental health services, 4621-4622 
Minister's record, 7518-7519 
Ministry of the Attorney General, 4821 
Niagara Parks Commission, 5575 
Ontario Lottery and Gaming Corp., 6186-6187 
Provincial purchasing policy, 4805 
School closures, 9692-9693 
Sex offender registry, 195 
Special investigations unit, 2992 
Travel industry compensation fund, 6080-6081 
Union certification, 4106-4107 
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Workplace safety, 1203 
Organ donor card, 5371, 5374-5375 
Parliamentary assistants, 6828 
Payday loan industry, 2416-2417 
banking industry investment, 2416 
regulation, 1582 
exemption for credit unions and caisses populaires, 
2410 
Payday Loans Act, 2008 (Bill 48) 
second reading, 1581-1582 
third reading, 2410, 2416-2417 
Pedestrians, 2595 
Persons with disabilities 
developmental disabilities 
poverty, 2820 
Petitions 
Autism treatment, 4255 
Colorectal cancer, 1667 
Community colleges collective bargaining, 1372 
Focus Community program, 4589-4590 
Hospital funding, 3695 
Property taxation, 5891 
Road safety, 6816 
Photo Card Act, 2008 (Bill 85) 
third reading, 4012-4016 
Pit bulls 
ban, 1681 
Plea bargaining, 3656 
Police 
investigations by 
conduct of Dave Switzer and Doreen Henderson, 
7477, 7487 
Police memorials 
Ontario Police Memorial (Queen's Park), 6447 
Police officers, 6447 
Police services, 1831 
cross-border policing, 7487 
municipal government funding, 1413 
Political contributions 
Greater Toronto Airports Authority donation to Ontario 
Liberal Party, 9667-9668 
Poverty, 4157, 4633 
Poverty and disease, 258 
Poverty Reduction Act, 2009 (Bill 152) 
second reading, 5249-5254, 5259 
PPG Canada Inc. 
layoffs, 3785 
Private members’ public business 
Apology Act, 2008 (Bill 59) 
second reading, 2003-2004 
Automobile insurance 
responded to, 7543-7544 
Employment Standards Amendment Act (Wage 
Security), 2007 (Bill 6) 
second reading, 106-107 
Employment supports 
presented, 3064-3065, 3071 
Faimess for Families Act, 2008 (Bill 88) 
second reading, 2553-2554 
Highway Traffic Amendment Act (Child Passengers on 
Motorcycles), 2008 (Bill 117) 
second reading, 4484-4486 
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Kormos, P. (NDP, Welland) (continued) 
Labour Relations Amendment Act (Certification), 2008 
(Bill 65) 
second reading, 1552-1553 
Labour Relations Amendment Act (Replacement 
Workers), 2009 (Bill 86) 
second reading, 7930, 7936 
Ministry of Govemment Services Amendment Act 
(Canadian Manufacturing and Assembly of 
Goverment Vehicles), 2008 (Bill 92) 
second reading, 3073-3074 
Property Tax Deferral Act, 2008 (Bill 78) 
second reading, 2186 
Signage to Promote Ontario Grown Agricultural Food 
Products Act, 2008 (Bill 98) 
second reading, 3060-3061 
Single-Use Bottled Water Ban Act, 2008 (Bill 112) 
second reading, 3943 
Taxation Amendment Act (Equipment Purchased for 
Persons with Disabilities), 2008 (Bill 109) 
second reading, 3953-3954 
Tire disposal 
responded to, 928 
Towing Industry Act, 2008 (Bill 87) 
second reading, 2863 
Truscott, Steven 
responded to, 1989 
Workplace Safety and Insurance Board 
responded to, 4499-4500 
Property tax assessment 
market value assessment (MVA), 3928-3929 
Property tax deferrals 
low-income senior citizens and persons with disabilities, 
2186 
Provincial Animal Welfare Act, 2008 (Bill 50) 
general discussion, 5194-5195 
ministerial statement 
public consultation, 735 
second reading, 1673-1681, 1687-1688 
public consultation, 1679 
section 6, 1675 
third reading, 3981-3986 
public consultation, 3981-3986 
Public education campaigns 
Crime Prevention Week, 3840 
International Human Rights Day, 165 
National Day of Mourning, 1415, 6343 
organ and tissue donation, 5370 
Police Week, 1830-1831, 6813 
Take Our Kids to Work Day, 3839-3840 
Public Sector Expenses Review Act, 2009 (Bill 201) 
second reading, 7425, 7588, 7590-7593, 7605, 7609, 
7611-7612, 7618, 7621 
Regulation of Zoos Act, 2006 (Bill 154), 735, 5195 
Reports 
Inquiry Into Pediatric Forensic Pathology in Ontario 
(Stephen Goudge), 4407, 4409, 4411, 7023-7024, 
7653 
The Power of Apology: Mercy, Forgiveness or 
Corrective Justice in the Civil Liability Arena (Prue 
Vines), 2003 
Restaurant workers, 106 
RIDE (program), 4393 


[753] 


Road Safety Act, 2009 (Bill 126) 
general discussion, 4393 
Roadside zoos 
regulation, 5195 
Rules of Civil Procedure, R.R.O. 1990, Regulation 194 
subsection 24.1.14, 5400, 5402, 5404 
Scalpers, 6397-6398 
School board funding 
government funding, 7410 
School board trustees 
autonomy, 7677-7678 
code of conduct, 7675-7676 
School cafeterias 
ban on trans fat in food and beverages, 254, 256, 258 
Schools 
closure 
rural Ontario 
Crowland Central Public School, 9692-9693 
Securities fraud 
prosecution 
Black, Conrad case, 5404 
Senior citizens 
Rose City Seniors Activity Centre, 9322 
Sentences (criminal procedure) 
Ryczak, Wayne (convicted of murder), 2037 
Services and Supports to Promote the Social Inclusion of 
Persons with Developmental Disabilities Act, 2008 
(Bill 77) 
third reading, 2820, 2822-2823 
Settlement privilege, 3510 
Sex offender registry, 195, 707, 1340-1341 
misallocation of operational funds, 190, 195 
public inquiries, 190-191 
protection of wrongly convicted registrants, 709-710 
registration requirements, 706 
young offenders, 709-710 
Sex offenders, 707-708 
housing, 708 
registration, 190 - 
treatment programs, 708-709 
Sexual harassment 
Vince, Theresa case, 7809 
Sexual offences, 707 
Signage 
promotion of agricultural food products 
farmers permitted to post seasonal, directional signs 
on land adjacent to highways, 4513 
Signage to Promote Ontario Grown Agricultural Food 
Products Act, 2008 (Bill 98) 
third reading, 4513 
Single-Use Bottled Water Ban Act, 2008 (Bill 112) 
second reading 
public consultation, 3943 
Smoke-Free Ontario Amendment Act (Cigarillos), 2008 
(Bill 124) 
third reading, 4508 
Smoking, 5241, 6828-6830 
Special investigations unit (SIU), 2992 
Speed limiters, 2594-2595, 2597 
Speed limits, 2596 
regulation and enforcement, 1180-1181 
Standing Orders 
S.O. 1 Conduct of Business - Contingencies unprovided 
for, 9399 


SPEAKER INDEX / INDEX DES INTERVENANTS 
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S.O. 35 Routine Proceedings - Ministerial statements, 
3689 

S.O. 37(a) Oral Questions, 7390, 7581 

S.O. 36(a) Oral Questions - Time for - Must be urgent - 
Lengthy questions and answers, 285, 1524 

S.O. 37(a) Routine Proceedings - May not appeal 
rulings - Notice of questions for adjournment 
procedures, 7196 

S.O. 38(a) Routine Proceedings - May not appeal 
rulings - Notice of questions for adjournment 
proceedings, 9320 

S.O. 71(b) Public Bills -Second reading delayed for 
reasoned amendment, 7419 


S.O. 35(c) Routine Proceedings - Ministerial Statements 


- Copies to Opposition, 6279 
S.O. 36(d) Oral Questions - No arguments or opinions, 
285, 1524 
S.O. 23(h) Rules of Debate - Matters out of order in 
debate - Allegations against member, 7581, 7646 
S.O. 23(i) Rules of Debate - Matters out of order in 
debate - Imputes false or unavowed motives, 7646 
S.O, 23(k) Rules of Debate - Matters out of order in 
debate - Abusive or insulting language, 1249 
Strikes 
Port Colborne Drop Forge, 106-107 
Student Achievement and School Board Governance Act, 
2009 (Bill 177) 
second reading, 7358, 7401-7402, 7405-7406, 7410, 
7415-7417, 7675-7678 
Sweden 
workplace harassment/violence legislation, 7811 
Tax credits 
purchase of equipment or devices for persons with 
disabilities, 3953 
Taxation Amendment Act (Equipment Purchased for 
Persons with Disabilities), 2008 (Bill 109) 
second reading 
public consultation, 3953 
Temporary help agencies, 5135-5139 
Temporary help agency employees, 5135, 5144-5145 
Throne speech debate 
participation, 392, 394-396, 398, 401 
Ticket Speculation Act, R.S.O. 1990, c.T.7, 6397 
Tickets 
illegal to resell a ticket for more than original purchase 
price, 6397 
maximum commission, 6397 
Time allocation motions 
Budget Measures and Interim Appropriation Act, 2008 
(No. 2) (Bill 114) 
responded to, 3784-3786 
Legislative reform 
responded to, 1523-1529 
Mining Amendment Act, 2009 (Bill 173) 
responded to, 7799 
York University Labour Disputes Resolution Act, 2009 
(Bill 145) 
responded to, 4791-4794 
Tire lottery, 928 
Tire tax, 928 
Tobacco Damages and Health Care Costs Recovery Act, 
2009 (Bill 155) 
second reading, 5638-5640 
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third reading, 6828-6830 
Tobacco industry, 259, 5241 
Tobacco products, 6828-6829 
ban on sale of cigarillos/flavouring agents, 4508 
illegal sale, 5638, 6829-6830 
Tobacco products manufacturers 
recovery of tobacco-related health care costs from 
manufacturers, 5640, 6829-6830 
Tow truck operators, 2863 
Towing industry 
rural Ontario, 2863 
Toxic substances 
reduction plan, 7173 
Toxics Reduction Act, 2009 (Bill 167) 
third reading, 7164, 7173-7176 
Training programs, 4639-4640 
call centre workers, 4640 
Trans fatty acids, 258 
Travel Industry Council of Ontario (TICO), 6081 
Tributes 
Crooks, Tyler Kevin (Canadian soldier killed in 
Afghanistan), 5737-5738 
Truck drivers, 1179 
training/licensing, 2597 
Trucks 
maintenance and repair, 2597 
Uniform Apology Act (recommended by Uniform Law 
Conference of Canada), 3508 
Union certification 
card-based certification, 1553, 4106-4107, 4633, 6343 
Unions, 1552-1553 
United Nations (UN) 
Universal Declaration of Human Rights, 4632-4633 
United States 
automobile industry 
financial relief, 4640-4641 
Universities/colleges 
government funding, 4686, 4793-4794 
York University 
collective bargaining, 4686, 4723-4726, 4791-4793 
labour relations, 4764, 4767 
strike, 4723-4726, 4734, 4791 
Victims’ Bill of Rights, S.O. 1995, c.6, 3656 
Victims of crime 
compensation, 988 
rights, 6281 
Victims of sexual assault, 5403 
Volunteers, 4478 
Wind turbines, 5168 
Wine 
Ontario grapes in Ontario wine, 3061, 3100, 6114-6115, 
6336 
Vintners Quality Alliance (VQA) wine 
30% domestic content, 7733 
Workers 
contract workers 
protection, 5137 
replacement workers, 2249, 7930, 7936 
Workers' compensation benefits, 6343 
coverage for construction workers, 3699, 3711-3712, 
3795, 3802, 3815-3816, 4074-4076 
excluded workers, 3810, 3812-3814 
Workers' rights, 142 
right to belong to a union, 1415-1416, 1552-1553 
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right to strike, 4792 


Workplace harassment/violence, 1416, 7803-7804, 7809- 


7811 
definition of harassment, 7811 
Workplace injuries, 1415 


Workplace Safety and Insurance Amendment Act, 2008 


(Bill 119) 
general! discussion 
public consultation, 4074-4076 


second reading, 3699, 3711, 3795, 3798, 3802, 3810, 


3812-3816 
Workplace Safety and insurance Board (WSIB) 
coverage, 1416 
expenditures 
accountability, 4499 
unfunded liability, 4500 
York University Labour Disputes Resolution Act, 2009 
(Bill 145) 
second reading, 4723-4726, 4734, 4739, 4764, 4767 
time allocation motion 
public consultation, 4793 
responded to, 4791-4794 
Young offenders, 4838-4843 
Youth crime, 4835, 4838-4843 
Youth justice system 
reform, 4839-4843 
Youth organizations 
Scouts Canada, 4843 
Youth/student workers 
occupational health and safety, 3840 
Youth/students 
smoking, 5639-5640 
Zoos 
Buffalo Zoo, 3983 
Riverdale Zoo, 3984 
Toronto Zoo, 3982-3985 
reindeer population control program, 1687-1688 


Kular, K. (LIB, Bramalea—Gore—Malton) 
Apology, 2007 
Apprenticeship training programs 
government funding, 683 
Arts and culture 
government funding, 4626 
Body mass index, 1793 
Bottled water, 3940-3941 
prohibition on sale, 3445, 3940-3941 
Capital tax 
elimination, 682 
Doctors 
international medical graduates (IMGs), 4042 
Farms/farmland 
McVean Farm (Bramalea—Gore-Malton), 7834 
Fatalities 
Shahghasy, Rahimullah and Nazifa (murder victims), 
1774 
Full Day Early Leaming Statute Law Amendment Act, 
2010 (Bill 242) 
second reading, 9619 
Habitat for Humanity, 3968 
Health care, 1794, 5846 
Health care funding 
government funding, 5846 
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Immigrants 
services, 3835 
Increasing Access to Qualified Health Professionals for 
Ontarians Act, 2008 (Bill 97) 
third reading, 4042 
Medical procedures 
wait times, 5846 


Members'/ministers' personal narratives, 2006-2007, 4042 


Members/ministers quoting statements 
McDougald, Janet (chair, Peel District School Board), 
9619 
Members’ statements 
Arts and cultural funding, 4626 
Diwali, 3645 
Habitat for Humanity, 3968 
Immigrants' skills, 3835 
Legislative pages, 4294 
McVean Farm, 7834 
Ontario budget, 682-683 
Peel's Aboriginal Celebration, 2614-2615 
Seniors’ Info, 3094 
Shahghasy, Rahimullah and Nazifa, 1774 
Skills training, 5739 
South Asian community, 1671-1672 
Tourism, 6808 
Ministry of Training, Colleges and Universities 
second career strategy, 683 
National/independence/memorial days 
South Asian Heritage Month, 1671-1672 
1105481 Ontario Inc. Act, 2009 (Bill Pr28) 
first reading, 8113 
Ontario Arts Council 
government funding, 4626 
Ontario Seniors’ Secretariat 
Seniors’ Info, 3094 
Petitions 
Anti-smoking legislation, 529-530, 571-572, 1107 
Cemeteries, 6050 
Hospital funding, 384, 774-775, 959-960, 1520, 1578 
Lupus, 4659-4660 
Mary Fix Park, 1928 
Ontario budget, 6149 
Social services funding, 8876 
University labour dispute, 4702 
Private members' public business 
Apology Act, 2008 (Bill 59) 
second reading, 2006-2007 
Health care 
responded to, 5846 
Health promotion 
responded to, 1793-1794 
Single-Use Bottled Water Ban Act, 2008 (Bill 112) 
second reading, 3940-3941, 3947-3948 
Zero Waste Day Act, 2010 (Bill 247) 
second reading, 9561-9562, 9566 
Public education campaigns 
A Gathering: Peel's Aboriginal Celebration, 2614-2615 
Zero Waste Day, 9561-9564 
Religious holiday observance 
Diwali, 3645 
Single-Use Bottled Water Ban Act, 2008 (Bill 112) 
first reading, 3445 
Smoke-Free Ontario Amendment Act, 2008 (Bill 69) 
second reading, 1908, 1910 
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Smoking 

health risks, 1908 

second-hand smoke, 1910 
Tourism industry, 6808 
Vital health statistics, 1793-1794 
Waste management/programs 

recycling, 3941 

waste reduction, 9561-9562 
Websites 

www.seniorsinfo.ca, 3094 
Workers 

skilled workers 

training, 5739 

Youth/student workers 

summer jobs, 5739 
Zero Waste Day Act, 2010 (Bill 247) 

first reading, 9414 


Kwinter, M. (LIB, York Centre) 
An Act to amend the Parliament of Canada Act 
(Parliamentary Poet Laureate), 2001 (Bill S-10), 8127 
Baycrest, 1156 
Centre for Brain Fitness 
government funding, 1156 
Canadian Parliamentary Poet Laureate, 8127-8128 
Canadian Union of Public Employees (CUPE) 
resolution urging boycott of Israel, 5088 
Capital works projects 
government funding, 6194 
Compensation 
Truscott, Steven (victim of miscarriage of justice), 1989- 


Criminal statistics, 4134 
Cultural industry, 8127 
Festivals 

Wings and Wheels Heritage Festival, 7229-7230 
Harmonized sales tax, 8843 
Holocaust, Jewish (1939-1945), 6448-6449 
Housing 

affordable 

government funding, 8311-8312 

Interceptor aircraft 

Avro CF-105 Arrow, 5191 
Interprovincial Policing Act, 2009 (Bill 203) 

time allocation motion 

responded to, 8972-8973 

Journals 

Canadian Young Scientist Journal, 4923 
Kaddish (Jewish mourners' prayer), 6449 
Literacy awards 

Trillium Book Award/Prix Trillium, 8127 
Members'/ministers' personal narratives, 8127 
Members/ministers quoting authors 

Asimor, Isaac, 4923 
Members/ministers quoting epitaphs 

Butler, Samuel, 8133 
Members/ministers quoting magazine articles 

Canadian Young Scientist Joumal, 4929 
Members/ministers quoting reports 

Ontario in the Creative Age (Martin Prosperity Institute), 

4922 

Members/ministers quoting speeches 

Gettysburg address (Abraham Lincoln), 8128 
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Members/ministers quoting statements 
Bly, Adam (Seed Magazine), 4922 
Bondar, Roberta (astronaut, Canadian Space Agency), 
4922 
Grafstein, Jerahmiel (senator, Metro Toronto, Ontario), 
8127-8128 
Hosek, Chaviva (former member, Oakwood), 4922 
Lazaridis, Mike (founder, Research In Motion), 4922 
Lievonen, Mark (president and CEO, Sanofi Pasteur 
Canada), 1062 
Manning, Preston (former leader, Reform Party of 
Canada), 4922 
Members'/ministers' remarks 
Liberal (2003-2010) 
Mitchell, Carol (Huron—Bruce), 1989-1990 
PC (2003-2010) 
O'Toole, John (Durham), 8843 
Members' statements 
Affordable housing, 8311-8312 
Armenian genocide anniversary, 6276 
Avro Arrow, 5191 
Baycrest, 1156 
Capitanio, Jack, 2095-2096 
CUPE, 5088 
Events in York Centre, 7229-7230 
Government investments, 6194 
Rosh Hashanah, 2905-2906, 7436 
Ministry of Economic Development and Trade 
Next Generation of Jobs Fund 
biopharmaceutical investment program, 1062 
Ministry of Tourism 
Celebrate Ontario, 7229-7230 
National/independence/memorial days 
Armenian genocide anniversary, 6276 
Holocaust Memorial Day, 1616-1617, 6448-6449 
Ontario Arts Council, 8127 
Ontario Poet Laureate, 8126-8128, 8133 
Ontario Tax Plan for More Jobs and Growth Act, 2009 
(Bill 218) 
second reading, 8843 
Oral questions, presented 
Research and innovation, 1062 
Petitions 
Child custody, 27 
Ontario Society for the Prevention of Cruelty to Animals, 
2645 
Sound barriers, 9652 
Poetry 
In Flanders Fields (John McCrae), 8128 
Poets' Corner (Westminster Abbey), 8133 
Police officers 
hiring, 4130-4131 
Police services 
cross-border policing, 8972-8973 
government funding, 4130-4131 
Private members’ public business 
Curriculum 
presented, 4922-4923, 4929 
Fuel safety 
responded to, 3347-3348 
Ontario Poet Laureate 
presented, 8126-8128, 8133 
Police officers 
responded to, 4130-4131 
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Truscott, Steven 
responded to, 1989-1990 
Propane explosions 
Sunrise Propane, 3347 
Propane facilities 
institution of buffer zones, 3348 
zoning, 3348 
Provincial Animal Welfare Act, 2008 (Bill 50) 
second reading, 1802 
Religious holiday observance 
Rosh Hashanah, 2905-2906, 7436 
Sanofi Pasteur Canada 
research facility, 1062 
School science strategy, 4922-4923 
Schools 
William Lyon Mackenzie Collegiate Institute 
switch (solar and wind initiatives towards change), 
4923 
Time allocation motions 
Interprovincial Policing Act, 2009 (Bill 203) 
responded to, 8972-8973 
Toronto Humane Society, 1802 
Tributes 
Capitanio Jack (member, Liberal Party), 2095-2096 
United Nations (UN) 
Universal Declaration of Human Rights, 6449 
United States 
math and science education plan, 4923 
Yad Vashem Holocaust Memorial, 6448-6449 
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Lalonde, J.-M. (LIB, Glengarry—Prescott—Russell) 
Alexandria Moulding, 3523 
Anniversaries ; 
Hawkesbury's 150th anniversary, 4476 
Town of Hawkesbury 150th anniversary, 6849 
Automobile industry, 3522 
General Motors of Canada Ltd. 


layoffs, 3522 
Automobile parts industry, 3522 
Awards 


Premier's Awards for Teaching Excellence, 6597 
Budget Measures Act, 2009 (Bill 162) 
second reading, 6114 
Budget surplus 
transfer of funds to municipalities for infrastructure 
projects, 966 
Business education tax, 3523 
Child care centres 
rural areas 
licence requirements exemption, 1094 
Community health centres (CHCs) 
satellite centres, 2675 
Congratulatory remarks 
Bertrand, Chantal (recipient, Premier's Awards for 
Teaching Excellence), 6085, 6597 
Hamilton, Ruby (constituent, 90th birthday celebration), 
8828 


Sabourin, Hubert (recipient, Citizen of the Year award), 
3243 
Construction workers, 1553 


Consumer protection 
energy contracts, 9492-9493 
Corporate tax reduction, 3521 
Day Nurseries Amendment Act, 2008 (Bill 60) 
first reading, 1094 
Election Statute Law Amendment Act, 2010 (Bill 231) 
second reading, 9661 
Electoral process reform, 9661 
Electrical safety 
mandatory installation of surge protectors in new 
residential and commercial construction, 7052- 
7053, 7058 
Electricity rates, 3522 
Energy Consumer Protection Act, 2010 (Bill 235) 
second reading, 9492-9493 
French-language debates 
Affaires d'intérét public émanant des députés 
Loi de 2009 modifiant le Code de /a route (permis de 
conduire restreint pour personne agée), projet de 
loi 221 
deuxiéme lecture, 9060-9061 
Loi de 2009 sur I'érection de panneaux dans les parcs 
provinciaux et a l'emplacement d'importantes 
attractions touristiques provinciales, projet de loi 
21 
deuxiéme lecture, 1776-1777 
Déclarations des députés 
Centre de santé communautaire, 2675 
Circonscription de Glengarry—Prescott—Russell, 7279 
Ecole secondaire catholique de Plantagenet, 1828 
Eglise Trés-Sainte-Trinité de Rockland, 3882 
Fétons l'Ontario, 6646 
Garde d'enfants, 4222 
Hawkesbury, 4476 
Maison Interlude House, 3688 
Parc Calypso, 7877 
Parlement jeunesse francophone de I'Ontario, 683, 
5785-5786 
Préfets de Glengarry, Stormont et Dundas, 4654 
Sabourin, Hubert, 3243 
Saint-Pascal-Baylon, 942 
Ville de Hawkesbury, 6849 
Loi de 2010 modifiant des lois en ce quiconcerne 
l'‘apprentissage des jeunes enfants a temps plein, 
projet de loi 242 
deuxiéme lecture, 9614 
Loi de 2009 modifiant la Loi sur l'éducation (sécunté de 
nos enfants a I'école), projet de loi 157 
deuxiéme lecture, 5605 
Loi de 2009 sur la réduction de la pauvreté, projet de loi 
152 
deuxiéme lecture, 5272 
Loi de 2008 sur les cartes-photo, projet de loi 85 
deuxiéme lecture, 2285 
Loi de 2008 sur I'Office des télécommunications 
éducatives de langue frangaise de |'Ontario, projet 
de loi 55 
deuxiéme lecture, 1639 
Loi ontarienne de 2009 sur la mobilité de la main- 
d'oeuvre, projet de loi 175 
deuxiéme lecture, 8292-8294 
Ordre du jour 
Budget de I'Ontario de 2009, 5918 
Economie de |'Ontario, 3521-3523 
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Lalonde, J.-M. (LIB, Glengarry—Prescott—Russell) 
(continued) 
Pétitions 


Garde d'enfants, 2442, 2786, 6088-6089, 7284, 8222- 
8223 


Route 17, 656 
Route 17/174, 5742, 5890, 6565 
Questions orales 
Affaires francophones, 9691 
Drapeau franco-ontarien, 2896-2897 
Financement municipal, 8307 
Jeunesse francophone, 1924-192 
Services en frangais, 2641 
Government orders 
Ontario economy 
responded to, 3521-3523 
Government record 
Liberal (2003-2010) 
education, 102 
PC (1995-2003) 
electricity rates, 6769 
government service transfer to municipal jurisdiction, 
6016 
Government service transfer to municipal jurisdiction, 
3522 
social housing, 966 
Green Energy and Green Economy Act, 2009 (Bill 150) 
second reading, 5166 
third reading, 6769 
Harmonized sales tax 
impact on agricultural industry, 6559 
impact on homebuyers, 6016 
impact on senior citizens, 8853 
Hazardous waste sites 
Canadian International Paper Co. waste water pond 
(Haweksbury) 
rehabilitation, 7273 
Home energy audits, 5166 
Housing, 2240 
Immigrants 
access to professions and trades, 7918-7919 
Immunization 
H1N1 influenza A (swine flu), 8464 
International marketing centres 
Paris, 3522 
Interprovincial Policing Act, 2009 (Bill 203) 
second reading, 7896, 7900, 7906 
Investing in Ontario Act, 2008 (Bill 35) 
second reading, 966-969, 975 
Labour mobility, 7376, 8294, 8815 
Labour relations, 1554 
Labour Relations Statute Law Amendment Act, S.O. 
1995, c.1, 1554 
Labour Relations Statute Law Amendment Act, S.O. 
2005, c.15, 1554 
Maison Interlude House, 3688 
Members'/ministers' constituencies/constituency events 
Glengarry—Prescott—Russell 
Calypso Park, 7877 
Optimiste Performance Hall, 8549 
riding of Glengarry—Prescott-Russell, 7279 
St-Albert Cheese Co-operative Inc., 8549 
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Members/ministers quoting statements 
Gignac, Clément (chief economist, National Bank 
Financial), 3523 
Hydro One, 7052 
Members' statements 
Bertrand, Chantal, 6085 
Calypso Park, 7877 
Celebrate Ontario, 6646 
Community health centres, 2675 
Flu immunization, 8464 
Hamilton, Ruby, 8828 
Hawkesbury, 4476 
Infrastructure program funding, 9178 
Lormand, Patrick, 7698 
Maison Interlude House, 3688 
Riding of Glengarry—Prescott—Russell, 7279 
Rural economic development, 8548-8549 
Sabourin, Hubert, 3243 
Saint-Pascal-Baylon, 942 
St. Francis Xavier Catholic High School, 7483-7484 
Taxation, 6558-6559 
Town of Hawkesbury, 6849 
Wardens of Glengarry, Stormont and Dundas, 4654 
Ministry of Small Business and Consumer Services 
Ontario craft brewers opportunity fund, 4947 
Ministry of Tourism 
Celebrate Ontario, 6646 
Municipal councillors 
wardens 
McDonell, Chris (warden, counties of Glengarry, 
Stormont and Dundas), 4654 
Rose, Stella (former warden, counties of Glengarry, 
Stormont and Dundas), 4654 
Municipal infrastructure, 3522-3523 
government funding, 968 
Glengarry—Prescott-Russell, 966-967 
Timmins—James Bay, 975 
Municipal Residential and Commercial Surge Protector 
Act, 2009 (Bill 176) 
first reading, 6560 
Music education 
St. Francis Xavier Catholic High School, 7483-7484 
Olympics 
Vancouver 2010 Winter Olympics, 9222 
Ontario Labour Mobility Act, 2009 (Bill 175) 
second reading, 7376, 8294-8295, 8815 
Ontario Labour Relations Board (OLRB), 1554 
Ontario Tax Plan for More Jobs and Growth Act, 2009 
(Bill 218) 
second reading, 8852-8853 
Opposition day motions, responded to 
Government accountability, 6015-6017 
Oral questions, presented 
Affordable housing, 2239-2240 
Contaminated property, 7273 
Fair access to professions, 7918-7919 
Olympic torch relay, 9222 
Small business, 4947 
St. Lawrence Parks Commission, 5882 
Teachers, 6597 
Tourism, 5464-5465 
Pension Benefits Amendment Act, 2010 (Bill 236) 
second reading, 9355 
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Lalonde, J.-M. (LIB, Glengarry—Prescott—Russell) 
(continued) 
Pension plans 
reform, 9355 
Petitions 
Child custody, 2350, 5520, 5745 
Environmental protection, 960 
Firearms control, 1612 
Government services, 8420, 8468 
Highway 17, 840 
Highway 17/174, 2964, 5391, 5742-5743, 5890 
Internet access, 2998 
Route 17, 1066, 3884, 5327, 5518 
Police services 
cross-border policing, 7896, 7900, 7906 
Poverty Reduction Act, 2009 (Bill 152) 
second reading, 5272 
Private members' public business 
Labour Relations Amendment Act (Certification), 2008 
(Bill 65) 
second reading, 1553-1554 
Municipal Residential and Commercial Surge Protector 
Act, 2009 (Bill 176) 
second reading, 7052-7053, 7058 
Provincial Parks and Major Provincial Tourist Attractions 
Sign Act, 2008 (Bill 21) 
second reading, 1776-1777, 1782 
Sustainable Water and Waste Water Systems 
Improvement and Maintenance Act, 2010 (Bill 237) 
second reading, 9397 
Provincial Parks and Major Provincial Tourist Attractions 
Sign Act, 2008 (Bill 21) 
first reading, 228 
Provincial parks and tourist attractions 
bilingual signs, 1776-1777, 1782 
Quebec 
tuition fees, 102 
Recreational Infrastructure Canada (RInC) program, 9178 
Retirement 
Gordon, Jack (Legislative Security Service), 1503 
School support staff, 6597 
Small business, 4947 
Smoke-Free Ontario Amendment Act, 2008 (Bill 69) 
second reading, 2144-2145 
Smoking 
ban on smoking in cars with children present, 2144-2145 
St. Lawrence corridor, 5882 
St. Lawrence Park Commission, 5882 
Throne speech debate 
participation, 102 
Tourism industry, 1777 
Tributes 
Lormand, Patrick (Canadian soldier killed in 
Afghanistan), 7698 
2076467 Ontario Inc. Act, 2008 (Bill Pr13) 
first reading, 2355 
Union certification 
card-based certification 
construction industry, 1554 
Water utilities 
regulation, 9397 
Workers 
skilled worker shortage, 1554 
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Leal, J. (LIB, Peterborough) 
Aboriginal communities 
illegal sale of tobacco products, 7550-7551 
Advisory committees 
advisory committee on mental health and addictions, 
6989 
Agencies/boards/commissions/etc. 
expenditures 
accountability, 7663-7664 
Airports 
Peterborough Municipal Airport, 8034 
Animal protection, 2104 
Apology, 3507-3508, 5395-5396 
not considered admission of liability with respect to civil 
action, 5395-5396 
Apology Act, 2008 (Bill 59) 
general discussion, 5395 
Apology Act, 2009 (Bill 108) 
second reading, 3507-3508 
third reading, 5395-5396 
Arts and culture 
federal government funding 
reduction, 2735-2736 
government funding, 2736 
Automobile industry 
bailout package, 4271 
Awards 
Gerd Krick Achievement Award, 5668 
Lincoln M. Alexander Award, 4576 
Books 
One Dead Indian (Peter Edwards), 8287 
BOOST Child Abuse Prevention and Intervention, 4427 
Budget 
pre-budget consultations, 4270-4272 
presentation of 2003 budget at Magna International, 
4271 
Budget deficit, 3608, 4271 
Budget Measures Act, 2009 (Bill 162) 
time allocation motion 
responded to, 6160-6162 
Budget Measures and Interim Appropriation Act, 2008 
(Bill 44) 
second reading, 919-920 
third reading, 1655, 1739-1743 
Budget Measures and Interim Appropriation Act, 2008 
(No. 2) (Bill 114) . 
second reading, 3606-3608, 3610, 3620-3621 
Budget surplus, 3610 
Canadian Hearing Society, 6988-6989 
CONNECT counselling program, 6989 
Capital works projects 
government funding, 7039 
rural Ontario, 5807 
ReNew Ontario 
government funding, 1017 
Cemeteries 
Pioneers Cemetery, 5485 
Child and Family Services Statute Law Amendment Act, 
2009 (Bill 103) 
third reading, 4842-4843 
Child care, 4522 
Colleges Collective Bargaining Act, 2008 (Bill 90) 
third reading, 2915 
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Leal, J. (LIB, Peterborough) (continued) 
Colleges of applied arts and technology (CAATs) 
Fleming College, 2915 
Committees 
Select Committee on Mental Health and Addictions, 
6989 
Congratulatory remarks 


Sharp, Ken (recipient, Gerd Krick Achievement Award), 
5668 


Warsaw Wackos women's hockey team, 6691 
Construction industry 

use of Ontario wood products, 7950 
Consumer protection 


security deposits for utilities and disconnections, 9249- 


9250 
Corporate taxes, 1739 
Cosmetic Pesticides Ban Act, 2008 (Bill 64) 
second reading, 1862 
Countering Distracted Driving and Promoting Green 
Transportation Act, 2009 (Bill 118) 
second reading, 4096, 4201 
public consultation, 4096, 4201 
third reading, 6174-6175 
Court security 
costs, 1743 
CPR (first aid) 
training for high school students, 2301 
Cross-border travel, 3916 
Domestic violence, 4978 
Driver distractions, 4096 
Driving 
ban on use of cellular telephones and electronic 
entertainment devices while driving, 4096 
two-way radio and dispatching system, 4201 
Economic conditions, 3607-3608, 3620-3621, 7337 
Economic development, 3606-3607 
Economic growth 
five-point economic plan, 3418-3419 
Education Amendment Act (Keeping Our Kids Safe at 
School), 2009 (Bill 157) 
second reading, 5603-5606 
Election Statute Law Amendment Act, 2010 (Bill 231) 
second reading, 9665-9666 
Elections/by-elections 
barrier-free access, 9665-9666 
Haliburton—Kawartha Lakes—Brock, 5192, 6161-6162 
Electoral constituencies 
boundaries, 3556 
renaming of Chatham—Kent-Essex to 
Chatham—Kent—Leamington, 3556 
Electoral process reform 
students vote in home riding or riding in which they 
attend school, 9665 
Employment insurance, 118 
Endangered species 
protection, 5471 
Energy 
renewable energy 
solar, 6728 
support for small business, 5442 
renewable energy projects 
Peterborough Utilities Services, 6728 
Energy conservation, 3338 
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Environmental programs 
Peterborough Green-Up, 3338 
Environmental protection, 2700 
Family health teams, 9503 
Peterborough, 7526-7527 
Family law 
reform, 4892, 4978 
Family Statute Law Amendment Act, 2009 (Bill 133) 
second reading, 4892, 4978 
Farm products 
Kawartha Choice Farm Fresh brand, 3059 
Farmers’ markets, 4667 
Peterborough farmers’ market, 3059 
Farms/farmland 
McLean Berry Farm (Peterborough), 3059 
Fatalities 
George, Dudley (Ipperwash Provincial Park blockade (6 
September 1995)), 9597 
McLaren, Mark; Demetrios Diplaros and Robert John 
Wilson (Canadian soldiers killed in Afghanistan), 
4527 
FisherCast Global Corporation, 109-110 
Five Counties Children's Centre 
wait lists, 3747-3748 
Foodland Ontario 
Foodland Ontario Retailer Awards, 3640 
Pick Ontario Freshness award, 3640 
Fruit wines 
sale at farmers' markets, 4667-4668 
Full Day Early Learning Statute Law Amendment Act, 
2010 (Bill 242) 
second reading, 9622 
Funeral services 
Freeman, Michael (Canadian soldier killed in 
Afghanistan), 4826 
Gasoline prices 
increase, 1655 
Government notice of motions 
lpperwash Provincial Park 
responded to, 9596-9597 
Legislative reform 
responded to, 1335-1336 
Government orders 
Committee sittings 
time allocation motion 
responded to, 4270-4272 
Ontario economy 
responded to, 3416-3419 
Government record 
Liberal (2003-2010) 
environmental protection, 1190 
NDP (1990-1995), 3901 
Ontario disability support program (ODSP), 118 
PC (1995-2003), 971, 3417-3419 
freedom of information, 7470 
government service transfer to municipal jurisdiction, 
6161 
poverty reduction, 6590 
Government service transfer to municipal jurisdiction 
return to provincial jurisdiction 
court security costs, 4025 
Greater Toronto and Hamilton Area Transit 
Implementation Act, 2009 (Bill 163) 
second reading, 5814 
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Leal, J. (LIB, Peterborough) (continued) 
Green Energy and Green Economy Act, 2009 (Bill 150) 
second reading, 5437, 5442-5443, 5446 
third reading, 6728 
Greenbelt plan, 5492 
Harmonized sales tax 
impact on sport, recreation and physical activities, 8305 
Health care, 6443 
Healthy Food for Healthy Schools Act, 2008 (Bill 8) 
second reading, 246, 264-265, 312-313 
Highway accidénts/fatalities 
intersection of 115/35 and 401, 6174 
Highway improvement 
Highway 417, 8920 
Highway 407 east extension, 3138 
Highway safety, 4544 
Highway Traffic Amendment Act (Speed-limiting 
Systems), 2008 (Bill 41) 
second reading, 1016-1019, 1190 
Holiday messages, 284 
Home Energy Rating Act, 2008 (Bill 101) 
general discussion, 5446 
Hospital construction 
Peterborough Regional Health Centre, 1125, 1741, 2354 
Housing 
affordable, 742-743 
federal government funding, 743 
government funding, 9218-9219 
Peterborough, 742-743, 4469 
Ideas for the Future Act, 2008 (Bill 100) 
second reading, 3110 
Infrastructure Ontario 
municipal infrastructure investment initiative (MIIl), 567 
International Consortium of Anti-Virals, 1765 
annual meeting, 1739 
Interprovincial Policing Act, 2009 (Bill 203) 
second reading, 7885 
Investing in Ontario Act, 2008 (Bill 35) 
second reading, 971 
James Birrell Neuroblastoma Research Fund, 466-467 
Kawartha Ethanol Inc. 
government funding, 3416-3417, 3738 
Kawartha Lakes 
protection, 2694, 2702 
Kindergarten 
full-day, 9622 
Lake Huron Centre for Coastal Conservation 
green ribbon beach program, 727 
Lake Simcoe 
protection 
water quality trading and offsetting program, 2703 
Lake Simcoe Protection Act, 2008 (Bill 99) 
second reading, 2694, 2700-2705 
Lake Simcoe protection plan, 2702 
Lake Simcoe watershed 
environmental protection, 2701 
Lake Superior, 4311 
Landfill sites 
Bensfort landfill site (Peterborough), 3354 
Legislative procedure 
motions 
time allocation motions, 4271, 7857 
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Legislative process 
family friendly reforms 

oral questions, 1335-1336 
Major Bennett Industrial Park, 5814 
Manufacturing industry 

government funding, 1741 
Peterborough, 108-109, 3110 
MasterBrand Cabinets 
layoffs, 109 
Medical isotopes 
shortage, 7192-7193 
Members'/ministers' constituencies/constituency events 
Peterborough 

city of Peterborough, 6755-6756 

Norwood Fall Fair, 8789 

riding of Peterborough, 5003-5004 
Members'/ministers' personal narratives, 246, 264-265, 

2061-2062, 3250, 3901, 5301, 5603, 5606, 6251, 
6305 
Members/ministers quoting committee submissions 
Yorke, Mike (Carpenters' District Council of Ontario), 
7858 
Members/ministers quoting newspaper articles 
Eastem Ontario Farmers Forum, 4667 
Peterborough Examiner, 3110, 3417 
Toronto Star, 8287 
Members/ministers quoting press releases 
Campaign Lake Simcoe, 2705 
Members/ministers quoting reports 
It's All About The Water: Report of the Panel on the 
Future of the Trent-Sevem Waterway (John Baird), 
1862 
Report of the Walkerton Inquiry: The Events of May 
2000 and Related Issues (Dennis O'Connor), 1152 
Special Report: Ontario's Electronic Health Records 
Initiative (Office of the Auditor General of Ontario), 
8628 
Teams in Action: Primary Health Care Teams for 
Canadians (Health Council of Canada), 7526 
Members/ministers quoting statements 
Allan, Elyse (President and CEO, GE Canada), 9118 
Darby, Paul (president and CEO, Peterborough 
Regional Health Centre), 2354 
Kaplan, David (senior scientist, Hospital for Sick 
Children), 467 
Ontario Chamber of Commerce, 7858 
Slaight, Annabel (co-founder, Ladies of the Lake), 2705 
Members/ministers quoting television programs 
The Agenda, 8627-8628 
Members'/ministers' remarks 
Liberal (2003-2010) 
Rinaldi, Lou (Northumberland—Quinte West), 2182 
Smitherman, George (Toronto Centre) 
as Minister of Health and Long-Term Care, 2354 
NDP (2003-2010) 

DiNovo, Cheri (Parkdale—High Park), 743 
Members'/ministers' unparliamentary language, 1145 
Members’ statements 

Advanced Coronary Treatment Foundation of Canada, 
2301 

Anti-smoking legislation, 1981 

Birrell, James, 466-467 

By-election in Haliburton—Kawartha Lakes—Brock, 5192 

Byers, Jack, 2248 
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Leal, J. (LIB, Peterborough) (continued) 
Canadian Forces, 4527-4528 
Child abuse, 4427 
City of Peterborough, 6755-6756 
Clarke, Maxwell, 66-67 
Endangered species, 5471 
Family health teams, 7526-7527 
400-series highways, 1723-1724 
Freeman, Michael, 4826 
General Electric, 9003-9004 
Health care, 6443 
Holiday messages, 283-284 
infrastructure program funding, 7039 
Kawartha Ethanol, 3738 
Norwood Fall Fair, 8789 
Olympic torch relay, 4475 
Otonabee Region Conservation Foundation, 3325 
Peterborough Liftlock Atom Hockey Tournament, 941 
Peterborough Municipal Airport, 8034 
Peterborough Regional Health Care Centre, 2354 
Riding of Peterborough, 5003-5004 
Rural Connections broadband program, 4867 
Rural Ontario, 408-409 
Sharp, Ken, 5668 
Taxation, 9585 
Warsaw Wackos, 6691 
Metrolinx, 5814 
Milk programs, 3250 
Minimum wage 
increase, 118 
Ministerial responsibility, 7567 
Ministry of Agriculture, Food and Rural Affairs 
Rural Connections broadband program, 4867 
rural economic development (RED) program, 109, 408- 
409 
Ministry of Economic Development and Trade 
advanced manufacturing investment strategy (AMIS) 
program, 109 
Next Generation of Jobs Fund, 1740 
funding for GE Canada manufacturing facility 
(Peterborough), 8838, 9004, 9118-9119 
Ministry of Education 
Safe Schools Action Team, 5604 
Ministry of Education/Ministry of Health Promotion 
healthy schools recognition program, 3237 
Ministry of the Environment, 1152 
Ministry of Natural Resources 
assistance to British Columbia on fighting forest fires, 
7694 
Ministry of Research and Innovation 
Ontario Research Fund (ORF), 6386 
Ministry of Training, Colleges and Universities 
skills to jobs action plan, 3606 
Ministry of Transportation 
contracts 
Bot Construction Group (Highway 402), 8920 
Municipal government 
use of referenda, 8782-8783 
Municipal government services 
federal government funding, 97 
Municipalities 
amalgamation, 5301 
Nuclear industry, 109 
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Oak Ridges moraine 
greenbelt plan, 5492-5493 
Obituaries 
Clarke, Maxwell (member, Regimental Senate, Hastings 
and Prince Edward Regiment), 66-67 
Occupational Health and Safety Amendment Act 
(Violence and Harassment in the Workplace), 2009 
(Bill 168) 
second reading, 8012-8013 
Occupational training 
government funding, 5869 
Occupational training programs, 3419, 3606 
Olympics 
Vancouver 2010 Winter Olympics, 4475 
Ontario budget speech (25 March 2008) 
responded to, 585, 595 
Ontario budget speech (26 March 2009) 
responded to, 5869 
Ontario child benefit (OCB), 118 
increase, 6161 
Ontario College of Trades and Apprenticeship Act, 2009 
(Bill 183) 
time allocation motion 
responded to, 7857-7859 
Ontario disability support program (ODSP) 
transfer of costs to provincial government, 1740 
Ontario Labour Mobility Act, 2009 (Bill 175) 
second reading, 8298-8299 
Ontario Power Generation fossil-fuel generating stations 
closure, 3338 
Ontario Provincial Police (OPP) 
Cessna 206 plane, 1724 
Ontario Securities Commission (OSC), 7567 
Ontario Tax Plan for More Jobs and Growth Act, 2009 
(Bill 218) 
second reading, 8858 
Ontario Trillium Protection Act, 2009 (Bill 184) 
first reading, 6996 
Opposition day motions, responded to 
Electronic health information, 8287, 8627-8628 
Government accountability, 6019-6020 
Government spending, 5807-5808 
Hospital services, 6416 
Ontario economy, 1125 
Oral questions, presented 
Affordable housing, 742-743, 4469, 9218-9219 
Arts and cultural funding, 2735-2736 
Disability benefits, 4383 
Foodland Ontario awards, 3640 
Forest firefighting, 7694 
GO Transit, 5995-5996 
Government contracts, 8920 
Health care, 9503 
Healthy schools, 3237 
Lincoln M. Alexander Award, 4576 
Manufacturing jobs, 9118-9119 
Medical isotopes, 7192-7193 
Mental health services, 6988-6989 
Municipal finances, 4025 
Municipalities, 8782-8783 
Ontario economy, 7336 
Pharmaceutical research, 1765 
Poverty, 4521-4522 
Public transportation, 2164-2165 
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Leal, J. (LIB, Peterborough) (continued) 
Research and innovation, 6386-6387 
Taxation, 8305 
Transportation infrastructure, 567, 3138 
Otonabee Region Conservation Foundation, 3325 
Payday loan industry 
consumer protection, 1386 
Payday Loans Act, 2008 (Bill 48) 
second reading, 1386 
Pension Benefits Amendment Act, 2010 (Bill 236) 
second reading, 9477 
Pension plans 
reform, 9477 
Persons with disabilities, 4383 
attendant services 
wait times, 3747 
supportive housing 
Peterborough, 3747 
Petitions 
Anti-smoking legislation, 426, 483-484, 529, 617, 697, 
1107, 1169, 1171, 1214-1215, 1374, 1426, 2167- 
2168, 2244-2246, 2352 
Assistance to farmers, 5588 
Cemeteries, 6148, 6150, 6200, 6236, 6238, 6343-6344, 
6399, 6452, 7881 
Child custody, 3885, 3931 
Diabetes treatment, 81-82, 137 
Firearms control, 1212, 1373, 1519, 1576, 1669 
Gun control, 2785, 2999 
Hospices, 4071 
Hospital funding, 1521, 1978, 2166, 2787, 2963, 3092, 
3332, 3542, 3582, 4479-4480, 5094, 7344, 7489- 
7490, 7739 
Lord's Prayer, 2525 
Lupus, 4660 
Mary Fix Park, 1771-1772 
Ontario Society for the Prevention of Cruelty to Animals, 
2493 
Professional hockey franchise, 6606, 6651, 7238, 7240- 
7241 


Social services funding, 9006-9007 
Taxation, 7700 
University labour dispute, 4702 
Water quality, 8952 
Photo Card Act, 2008 (Bill 85) 
second reading, 2427 
third reading, 3915-3916 
Photo identification cards, 2427 
Police services 
cross-border policing, 7885 
Poverty Reduction Act, 2009 (Bill 152) 
second reading, 5256 
third reading, 6590 
Poverty reduction strategy, 4521 
Private members' public business 
Assistance to the disabled 
responded to, 3747-3748 
Electricity Amendment Act (Protection Against Security 
Deposits), 2009 (Bill 228) 
second reading, 9249-9250 
Employment Standards Amendment Act (Raising the 
Minimum Wage), 2007 (Bill 7) 
second reading, 117-118 
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Employment Standards Amendment Act (Wage 
Security), 2007 (Bill 6) 
second reading, 108-110 
Forest industry 
responded to, 7950 
Greenbelt Day Act, 2009 (Bill 153) 
second reading, 5492-5493 
Home Energy Rating Act, 2008 (Bill 107) 
second reading, 3338 
Inactive Cemeteries Protection Act, 2009 (Bill 149) 
second reading, 5484-5485 
Jay Lawrence and Bart Mackey Memonal Act (Highway 
Traffic Amendment), 2008 (Bill 74) 
second reading, 2182 
Lake Superior Day 
responded to, 4311 
Liquor Licence Amendment Act (Fruit Wine), 2009 (Bill 
132) 
second reading, 4667 
Milk in schools 
responded to, 3250 
Motor Vehicle Dealers Amendment Act (Disclosure of 
Lemons), 2009 (Bill 164) 
second reading, 6251 
Municipalities 
responded to, 5301 
Red Tape and Regulatory Review Act, 2008 (Bill 57) 
second reading, 1152 
Registered Retirement Savings Protection Act, 2010 
(Bill 96) 
second reading, 3557-3559, 3564 
Representation Amendment Act, 2008 (Bill 104) 
second reading, 3556 
Seniors' Ombudsman Act, 2008 (Bill 102) 
second reading, 3550-3551 
Signage to Promote Ontario Grown Agricultural Food 
Products Act, 2008 (Bill 98) 
second reading, 3059 
Tobacco Tax Reduction Act, 2009 (Bill 199) 
second reading, 7550-7551 
Truth About Caledonia Act, 2009 (Bill 146) 
second reading, 5495 
Waste Reporting Act, 2008 (Bill 105) 
second reading, 3354-3355 
Water quality 
responded to, 727 . 
Property tax assessment, 3418 
Provincial Animal Welfare Act, 2008 (Bill 50) 
second reading, 2104 
Provincial-municipal relations, 3607-3608 
Provincial parks 
lpperwash Provincial Park 
transfer process agreement returning to Chippewas of 
Kettle and Stony Point First Nation, 9596-9597 
Public education campaigns 
Go Purple for Prevention campaign, 4427 
Greenbelt Day, 5492 
Lake Superior Day, 4311 
World School Milk Day, 3237 
Public inquiries 
lpperwash Provincial Park blockade (6 September 
1995), 5495, 8627 
Public Sector Expenses Review Act, 2009 (Bill 207) 
second reading, 7469-7470, 7566-7567 
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Leal, J. (LIB, Peterborough) (continued) 
time allocation motion 
responded to, 7663-7664 
Quebec 
labour mobility, 8298-8299 
Railways 
Peterborough to Toronto, 3138 
Red Tape Commission, 1152 
Registered disability savings plans, 4383 
Registered retirement income funds 
protection from creditors, 2532, 3557-3559 
Registered retirement savings plans 
protection from creditors, 2532, 3557-3559, 3564 
Registered Retirement Savings Protection Act, 2010 (Bill 
96) 
first reading, 2532 
Regulated Health Professions Amendment Act, 2009 (Bill 
141) 
third reading, 5590 
Reports 
Provincial-Municipal Fiscal and Service Delivery Review 
(Facing the Future Together), 4025 
Research in Motion Limited, 109 
Retirement 
Bondar, Roberta (chancellor, Trent University), 5604 
Patterson, Bonnie (president, Trent University), 5603- 
5604 
Road safety, 1018 
Road Safety Act, 2009 (Bill 126) 
second reading, 4544, 4557-4558 
public consultation, 4557-4558 
third reading, 5982-5983 
public consultation, 5983 
Roads 
maintenance 
government funding, 1017-1018 
Savings and Restructuring Act, S.O. 1996, c.1, 3900 
School cafeterias . 
ban on trans fat in food and beverages, 246 
School facilities 
extended use, 5604 
School safety 
reporting of violent incidents, 5603 
Senior citizens 
protection, 3550-3551 
Senior homeowners’ property tax credits, 6162 
Senior homeowners’ property tax grants, 1740 
Seniors' Ombudsman, 3551 
Services and Supports to Promote the Social Inclusion of 
Persons with Developmental Disabilities Act, 2008 
(Bill 77) 
second reading, 2061-2062 
Smoke-Free Ontario Amendment Act, 2008 (Bill 69) 
general discussion, 1981 
Social contract, 4271 
Social Contract Act, S.O. 1993, c.5, 3900 
Speed limiters, 1018-1019 
Sports competitions 
Peterborough Liftlock Atom Hockey Tournament, 941 
Standing Orders 
S.O. 23(h) Rules of Debate - Matters out of order in 
debate - Allegations against member, 972 
Structural Genomics Consortium, 6386-6387 
Edwards, Aled (director and CEO), 6386-6387 
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Student Achievement and School Board Governance Act, 
2009 (Bill 177) 
second reading, 7351-7352 
Task forces 
poverty task force (Peterborough), 117 
Taxation 
tax reform package, 9585 
Throne speech debate 
participation, 97, 441 
Time allocation motions 
Budget Measures Act, 2009 (Bill 162) 
responded to, 6160-6162 
Committee sittings 
responded to, 4270-4272 
Ontario College of Trades and Apprenticeship Act, 2009 
(Bill 183) 
responded to, 7857-7859 
Public Sector Expenses Review Act, 2009 (Bill 201) 
responded to, 7663-7664 
Workplace Safety and Insurance Amendment Act, 2008 
(Bill 119) 
responded to, 3900-3901 
Toxic substances 
reduction plan 
opportunities for small business, 6373 
Toxics Reduction Act, 2009 (Bill 167) 
second reading, 6305, 6373 
Traffic congestion, 567 
Transit systems 
GO Transit, 5996 
commuter rail line between Toronto and 
Peterborough, 567 
Peterborough, 2164-2165, 5995-5996 
government funding, 2164 
Peterborough, 2164 
Trent-Severn Waterway, 727 
Tributes 
Byers, Jack (recipient, June Callwood Outstanding 
Achievement Award for Voluntarism), 2248 
Trucking industry 
Peterborough, 1016 
Universities/colleges 
Trent University 
research chairs, 6387 
Veterans' memorials 
Peterborough, 5484-5485 
Waste management/programs 
energy-from-waste, 3354 
reporting of industrial, commercial and institutional 
waste, 3354-3355 
Water quality, 727 
Water supply 
contamination 
Walkerton, 1152 
White trillium 
prohibition on injuring or destroying white trillium, 6996 
Who Does What panel (Crombie commission), 6019 
Workers 
skilled worker shortage, 7858 
Working Families Coalition, 7857-7858 
Workplace harassment/violence, 8012-8013 
Workplace Safety and Insurance Amendment Act, 2008 
(Bill 119) 
second reading, 3795-3796, 3815 
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Leal, J. (LIB, Peterborough) (continued) 
time allocation motion 
public consultation, 3901 
responded to, 3900-3901 
York University Labour Disputes Resolution Act, 2009 
(Bill 145) 
second reading, 4738 
Youth organizations 
Scouts Canada, 4842 


Levac, D. (LIB, Brant) 
ABC CANADA Literacy Foundation 
Family Literacy Day, 4697 
Aboriginal communities 
economic development, 5883 
Access to Adoption Records Act (Vital Statistics Statute 
Law Amendment), 2008 (Bill 12) 
third reading, 1433 
Agencies/boards/commissions/etc. 
expenditures 
accountability, 7421, 7425, 7593, 8626 
Agreement on Internal Trade, 8813 
Amateur sports programs 
criminal record checks, 6875-6876 
Animal Health Act, 2009 (Bill 204) 
second reading, 8005-8010, 8236 
public consultation, 8006-8008 
Animal protection, 1586-1587, 1589, 1599, 1684 
dog fights, 1587 
penalties, 1587 
private zoos, 1587 
regulation and enforcement, 1687 
Animal protection organizations 
use of term humane society restricted, 1687 
Apprenticeship training programs 
government funding, 8218 
Awards 
Lincoln M. Alexander Award, 184 
Mission Legacy Award, 2530 
Ontario Award for Paramedic Bravery, 4933 
Bill of Rights for Pupils with Diabetes, 2008 (Bill 52) 
first reading, 759 
Blind/visually-impaired persons 
access to books in suitable formats, 9569-9570 
Books, 4697 
Enough (Marsha Skrypuch), 1783 
The Rings (Marsha Skrypuch), 1783 
Budget 
allocation to the county of Brant, 641 
Budget Measures Act, 2009 (Bill 162) 
second reading, 6100, 6117 
Budget surplus 
transfer of funds to municipalities for infrastructure 
projects, 800 
Building Code Amendment Act (Storm Water Harvesting), 
2008 (Bill 63) 
first reading, 1197 
Building permits 
proposed building should include storm water 
harvesting system, 1197 
Canadian National Institute for the Blind (CNIB), 9569- 
9570 
Capital works projects 
government funding, 6444 
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Carbon monoxide, 5838 
Carbon Monoxide Awareness Week Act, 2009 (Bill 166) 
first reading, 5837-5838 
Child care, 633 
Child Find Ontario, 6890 
Chronic obstructive pulmonary disease (COPD), 10 
Congratulatory remarks 
Ahmed, Anam (recipient, Lincoln M. Alexander Award), 
184 
Brantford Blast (winner, Allan Cup), 1360 
Brantford Golden Eagles, 6754 
Consumer protection 
energy contracts, 9308-9310, 9483, 9485 
security deposits for utilities and disconnections, 9250- 
9251 
used vehicles identified as lemons, 9316-9317 
Coroner inquests 
power of Minister of Community Safety and Correctional 
Services to hold inquest repealed, 4372, 4571 
Coroners Act, R.S.O. 1990, c.C.37 
section 22 (Minister may direct coroner to hold inquest), 
7019-7020, 7022-7023 
Coroners Amendment Act, 2009 (Bill 115) 
second reading, 4372, 4377, 4413-4414, 4570-4571 
public consultation, 4414, 4570-4571 
third reading, 7017-7023 
Cosmetic Pesticides Ban Act, 2008 (Bill 64) 
second reading, 1863 
Cross-border travel 
high-security driver licence card, 503 
non-drivers' identity cards, 504 
Cultural industry, 1369 
Curriculum 
inclusion of industrial arts and family studies, 7114 
Death investigation oversight council, 4377 
complaints committee, 4377 
Death investigations, 7018-7019 
Debates re answers to oral questions 
Special investigations unit 
participation, 8633-8634 
Developmental services institutions (DSI) 
closure, 2393-2394 
Driver education/training 
beginner driver education (BDE) curriculum standards, 
1163-1164 
Economic conditions, 6751 
Economic development 
Brant, 7774 
Education Amendment Act (Organ Donation Education), 
2008 (Bill 46) 
first reading, 518 
Education Quality and Accountability Office (EQAO) 
Assessment of Reading, Writing and Mathematics 
(Primary and Junior Division), 7036 
Election Statute Law Amendment Act, 2010 (Bill 231) 
second reading, 9285-9286 
Electoral process reform, 9285-9286 
Employment Protection for Foreign Nationals Act (Live-In 
Caregivers and Others), 2009 (Bill 210) 
second reading, 8160-8161, 8175-8176, 8179-8180 
public consultation, 8160-8161 
Energy conservation, 9492 
Energy Consumer Protection Act, 2010 (Bill 235) 
second reading, 9261, 9307-9310, 9483, 9485, 9492 
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Levac, D. (LIB, Brant) (continued) 
public consultation, 9261 
Environmental Protection Amendment Act (Industrial 
Facilities), 2008 (Bill 125) 
first reading, 3930-3931 
Family Counselling Centre of Brant, 6602 
Family health teams, 6922, 6924 
Family law 
reform, 4898 
Family Statute Law Amendment Act, 2009 (Bill 133) 
second reading, 4898 
Famines 
Ukraine (1932-1933), 1783, 5304 
Farmers 
tobacco farmers 
government funding, 5415 
Federal members'/ministers' remarks 
Conservative (2006-2009) 
Flaherty, Jim (Whitby—Oshawa) 
as Minister of Finance, 401 
Festivals 
Brantford International Jazz Festival, 8352 
Firefighters 
volunteer firefighters 
inclusive in presumptive legislation, 8148, 8607 
workers' compensation claims, 6861 
Food safety, 8226 
Foreign caregivers 
protection 
warrantless entry, 8175, 8179-8180 
Full Day Early Leaming Statute Law Amendment Act, 
2010 (Bill 242) 
second reading, 9513, 9522 
Fundraising 
Relay for Life, 7083 
Genocide 
Ukraine (1932-1933), 5309 
Good Government Act, 2009 (Bill 212) 
second reading, 8364, 8377-8378 
Governance review committee, 6273 
Government record 
NDP (1990-1995) 
time allocation motions, 7673 
PC (1995-2003) 
accountability, 7622 
education, 7357-7358 
time allocation motions, 7673, 8176 
Greater Toronto and Hamilton Area Transit 
Implementation Act, 2009 (Bill 163) 
second reading, 5815 
Green Energy and Green Economy Act, 2009 (Bill 150) 
general discussion, 5690 
Harmonized sales tax, 5905, 6117, 8798 
impact on employment, 7959-7960, 9083 
impact on senior citizens, 9083 
impact on transportation and warehousing industry, 7576 
Health professionals 
expansion of scope of practice, 6921-6922 
Healthy Food for Healthy Schools Act, 2008 (Bill 8) 
second reading, 209 
Highway Traffic Amendment Act (Ignition Interlock 
Devices in School Vehicles), 2009 (Bill 240) 
first reading, 9226 
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Highway Traffic Amendment Act (Speed-limiting 
Systems), 2008 (Bill 41) 
second reading, 1070 
Holodomor Memorial Day Act, 2008 (Bill 61) 
first reading, 1157-1158 
Holodomor Memorial Day Act, 2009 (Bill 147) 
first reading, 4868 
Industrial facilities 
environmental report, 3931 
Interprovincial Policing Act, 2009 (Bill 203) 
second reading, 7884-7885, 7888-7893, 7897, 7900- 
7901, 7905-7906, 7908, 7911, 8098-8100 
third reading, 9111-9113 
Investing in Ontario Act, 2008 (Bill 35) 
second reading, 800 
Kindergarten 
full-day, 9513 
Labour mobility, 8811-8816 
Lansdowne Children's Centre, 4583 
Legislative interns 
appreciation, 4867 
Legislative pages 
appreciation, 7230 
Legislative procedure 
private members’ public business, 4302, 4307 
Legislative process, 8046 
Livestock 
disease prevention and control 
regulation and enforcement, 8009 
traceability systems, 8007 
Made in Ontario Act, 2008 (Bill 34) 
first reading, 328-329 
Manufactured products 
products to be identified as made in Ontario, 328-329 
Members'/ministers' appreciation 
Colle, Mike (Eglinton—Lawrence), 3982 
Members’/ministers’ birthdays 
Rinaldi, Lou (Northumberland—Quinte West), 9030 
Members'/ministers' constituencies/constituency events 
Brant 
stilt walk challenge, 2577 
Thank-A-Vet Luncheon, 3930, 8354 
Members'/ministers' correction of record, 5677 
Members'/ministers’ privileges 
wearing of pins/ribbons/buttons, 37, 186, 683, 1157, 
6035, 6889 
Members/ministers quoting letters 
Charbonneau, Paul (president, Association of Municipal 
Emergency Medical Services of Ontario), 4933 
Members/ministers quoting statements 
Ellis, James (Hospital for Sick Children), 6752 
Johnston, David (Director of Development Services, 
county of Brant), 7774 
Lemkin, Raphael (Jewish-Polish scholar), 5309 
Moore, Irene (president, Ontario Veterinary Medical 
Association), 1588 
Pope John Paul II, 5303 
Rudnicki, Michael (scientific director, Canadian Stem 
Cell Network), 6752 
Yushchenko, Viktor (president, Ukraine), 5303 
Members'/ministers' remarks 
withdrawn, 1496 
Members'/ministers’ resignations 
Smitherman, George (Toronto Centre), 9225 
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Levac, D. (LIB, Brant) (continued) 
Members’ statements 
Ahmed, Anam, 184 
Apprenticeship training, 8218 
Child Find Ontario, 6890 
Chiropractic services, 6144 
Chronic obstructive pulmonary disease, 10 
Economic development, 7774 
Family Counselling Centre of Brant, 6602 
Firefighters, 8607 
Hockey, 1360 
Holodomor, 8789-8790 
Hunt, Valerie, 9043 
Junior hockey, 6754 
Lansdowne Children's Centre, 4583 
Leary, Richard, 2447-2448 
Legislative interns, 4867 
Legislative pages, 7230 
Mission Legacy Award, 2530-2531 
Municipal finances, 409 
National Family Dinner Night, 4474 
Neuromodulation, 4219 
Ontario budget, 641 
Ontario economy, 6443-6444 
Ontario public service, 759 
Oral health, 5832 
Post-secondary education, 5472-5473 
Poverty, 1672 
Relay for Life, 7083 
Renewable energy, 5690 
Stilt walk challenge, 2577 
Taxation, 9083 
Thank-A-Vet Luncheon, 3930, 8354 
Ukrainian genocide, 4295 
Welsh, Mary, 4825 
Midwives 
expansion of scope of practice, 6922 
Mining Amendment Act, 2009 (Bill 173) 
time allocation motion 
responded to, 7798-7799 
Ministry of Health and Long-Term Care 


Children in Need of Treatment (CINOT) dental program, 


5832 
Ministry of Health Promotion 
Sport for More program, 7227 
Ministry of Municipal Affairs and Housing 
Ontario disaster relief assistance program (ODRAP), 
5574 
M&M Meat Shops 
National Family Dinner Night, 4474 
National/independence/memorial days 
Holodomor Memorial Day, 1158, 1782-1784, 1789, 
4868, 5303, 8789-8790 
Peace Officers' Memorial Day, 733 
Ukrainian genocide, 4295 
Natural disasters 
floods 
Grand River, 5574 
NDP 
child care, 633 
Neuromodulation, 4219 
Obituaries 
Leary, Richard (Canadian soldier killed in Afghanistan), 
2447-2448 
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Occupational Health and Safety Amendment Act (Scented 
Products), 2008 (Bill 95) 
first reading, 2532 
Office of the Chief Coroner 
construction of new facility, 7017-7018 
Ontario budget speech (26 March 2009) 
responded to, 5905 
Ontario child benefit (OCB), 5690 
Ontario Chiropractic Association, 6144 
Ontario College of Trades and Apprenticeship Act, 2009 
(Bill 183) 
second reading, 7114, 7121-7122 
Ontario health insurance plan (OHIP) 
chiropractic/physiotherapy services 
delisting, 6923 
Ontario Labour Mobility Act, 2009 (Bill 175) 
second reading, 8811-8816 
Ontario Society for the Prevention of Cruelty to Animals 
(OSPCA) 
accountability, 3978 
government funding, 3985 
warrantless entry for inspectors, 3982 
Ontario Tax Plan for More Jobs and Growth Act, 2009 
(Bill 218) 
second reading, 8798 
Opposition day motions, responded to 
Electronic health information, 8625-8627 
Tobacco control, 1495-1496 
Oral questions, presented 
Aboriginal economic development, 5883-5884 
Border security, 503-504 
Consumer protection, 9316-9317 
Cultural protection, 1369 
Disaster relief, 5574 
Education funding, 4697 
Firefighters, 8148 
Order of Ontario, 4805-4806 
Research and innovation, 6751-6752, 7832 
Road safety, 1163-1164 
School boards, 6273-6274 
Services for the developmentally disabled, 2393-2394 
Sports and recreation funding, 7227 
Student achievement, 7036 
Taxation, 7576, 7959-7960 
Tourism, 8351-8352 
Veterans, 3924-3925 
Order of Ontario recipients, 4805-4806 
Welsh, Mary (former educator, city councillor, trustee 
and board chair), 4825 
Paramedics, 4933 
Peace officers' memorial, 733 
Peace Officers' Memorial Day and Memorial Act, 2008 
(Bill 51) 
first reading, 733 
Persons with disabilities, 2393 
Pesticides/herbicides 
ban on use and sale of cosmetic pesticides, 1863 
Petitions 
Brantford Seniors Resource Centre, 6285 
Cemeteries, 9279 
Firearms control, 1428, 1476 
Holodomor, 1168-1169 
Hospital funding, 7441 
Longboat, Tom, 4299, 4529-4530 
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Power plant, 6952, 7091-7092 
Professional hockey franchise, 6605 
Reconstructive surgery, 8740 
Rural small business, 7530 
University labour dispute, 4703-4704 
Photo Card Act, 2008 (Bill 85) 
third reading, 3908, 3916 
Photo identification cards, 3908 
optional for non-drivers, 3916 
radio frequency identification chip technology, 3916 
Physiotherapists 
expansion of scope of practice, 6922 
Police services 
cross-border policing, 7884-7885, 7888-7893, 7897, 
7900-7901, 7905-7906, 7908, 7911, 9111-9113 
resolution signed by Ontario and Quebec for 
reciprocal legislation, 7890, 9111, 9113 
Royal Canadian Mounted Police (RCMP), 8098, 8100 
Post-secondary education 
Reaching Higher: The McGuinty Government Plan for 
Postsecondary Education, 5472 
Poverty reduction strategy, 1672 
Private members’ public business 
Accessibility for the disabled 
responded to, 9569-9570 
Electricity Amendment Act (Protection Against Security 
Deposits), 2009 (Bill 228) 
second reading, 9250-9251 
Holodomor Memorial Day Act, 2008 (Bill 61) 
second reading, 1782-1784, 1789 
Holodomor Memorial Day Act, 2009 (Bill 147) 
second reading, 5302-5304, 5309 
Ontario Award for Paramedic Bravery Act, 2009 (Bill 
136) 
second reading, 4933 
Protection of Minors in Amateur Sports Act, 2009 (Bill 
30) 
second reading, 6875-6876 
Smoke-Free Ontario Amendment Act (Cigarillos), 2008 
(Bill 124) 
second reading, 4302-4303, 4307 
Tobacco Tax Reduction Act, 2009 (Bill 199) 
second reading, 7552 
Truth About Caledonia Act, 2009 (Bill 146) 
second reading, 5499-5500 
Workplace Safety and Insurance Amendment Act 
(Firefighters), 2009 (Bill 169) 
second reading, 6860-6861 
ProTerra, 5690 
Provincial Animal Welfare Act, 2008 (Bill 50) 
ministerial statement, 733 
second reading, 1586-1589, 1599-1600, 1680, 1684, 
1687 
third reading, 3978, 3982, 3985 
Provincial-municipal relations, 409 
Public education campaigns 
Carbon Monoxide Awareness Week, 5837 
Green Ribbon of Hope Campaign, 6890 
Stop Human Trafficking Day, 6757 
Students Against Impaired and Distracted Driving Day, 
3739 
World Chronic Obstructive Pulmonary Disease Day, 10 
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Public inquiries 
administration of justice, law enforcement and 
ownership of land within Haldimand Tract, 5499 
Public Sector Expenses Review Act, 2009 (Bill 201) 
second reading, 7421, 7425, 7593, 7606, 7609, 7612, 
7617, 7621-7622 
time allocation motion 
responded to, 7672-7674 
Public service, 759 
Pupils with diabetes 
bill of rights, 759 
Regional transportation plan (The Big Move) 
greater Toronto and Hamilton area, 5815 
Regulated Health Professions Statute Law Amendment 
Act, 2009 (Bill 179) 
second reading, 6921-6925 
Remembrance Day, 3924-3925 
Reports 
Inquiry Into Pediatric Forensic Pathology in Ontario 
(Stephen Goudge), 4372, 7017-7019, 7377 
Research and innovation 
government funding, 6751 
RJ Ecosafe Homes, 5884 
Road safety, 1163 
Roadside zoos 
regulation, 3985 
Scented products 
written policies on use of scented products in the 
workplace, 2532 
School boards 
governance, 6273-6274 
inclusion of organ donation education in curriculum, 518 
School cafeterias 
ban on trans fat in food and beverages, 209 
Smoke-Free Ontario Amendment Act (Cigarillos), 2008 
(Bill 124) 


_ third reading, 4507-4508 


public consultation, 4507-4508 
Speaker 
election (28 November 2007) 
congratulatory remarks, 10 
Special investigations unit (SIU), 8633-8634 
Sports competitions 
Sutherland Cup championship, 6754 
Standing Orders 
S.O. 23 Rules of Debate - Matters out of order in 
debate, 4865, 8625-8626 
Stop Human Trafficking Day Act, 2009 (Bill 182) 
first reading, 6757 
Student Achievement and School Board Governance Act, 
2009 (Bill 177) 
second reading, 7357-7358 
Students Against Impaired and Distracted Driving Day 
Act, 2008 (Bill 122) 
first reading, 3739 
Supply Act, 2008 (Bill 45) 
second reading, 633-634 
Teacher pension plans, 6100 
Technical Standards and Safety Authority (TSSA) 
governance model, 8046 
Technical Standards and Safety Statute Law Amendment 
Act, 2009 (Bill 187) 
second reading, 8046, 8485 
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Throne speech debate 
participation, 401-402 
Time allocation motions 
Mining Amendment Act, 2009 (Bill 173) 
responded to, 7798-7799 
Public Sector Expenses Review Act, 2009 (Bill 201) 
responded to, 7672-7674 
Tobacco Damages and Health Care Costs Recovery Act, 
2009 (Bill 155) 
second reading, 5415 
third reading, 6830 
Tobacco products 
ban on sale of cigarillos/flavouring agents 
health warnings, 4302 
regulating package size, 4302 
Tobacco products manufacturers 
recovery of tobacco-related health care costs from 
manufacturers, 5415, 6830 
Tobacco tax 
reduction, 7552 
Tourism industry 
Brant 
government funding, 8352-8353 
Toxics Reduction Act, 2009 (Bill 167) 
second reading, 6300-6301 
Transfer payments 
Ontario municipal partnership fund (OMPF), 409 
Transportation infrastructure 
Brant 
government funding, 634 
Tributes 
Hunt, Valerie (constituent), 9043 
Truck drivers, 1070 
Universities/colleges 
government funding, 5472-5473 
Veterans, 3924-3925 
Workplace Safety and Insurance Amendment Act, 2008 
(Bill 119) 
second reading, 3794-3795, 3798-3799 
Workplace Safety and Insurance Board (WSIB), 3795 
York University Labour Disputes Resolution Act, 2009 
(Bill 145) 
second reading, 4714, 4722, 4767 


MacLeod, L. (PC, Nepean—Carleton) 
An Act to amend the Criminal Code, 2006 (Bill C-26), 1381 
Advertising 
ban on advertising of sexual images of children under 
16 years of age, 4114 
Agencies/boards/commissions/etc. 
expenditures 
accountability, 7333-7334, 7470 
review by Integrity Commissioner, 7668 
Animal Health Act, 2009 (Bill 204) 
second reading, 8444, 8448-8449 
amendments, 8444 
Appointment process, 480 
Appointments 
Anand, Raj (nomination as chair, Human Rights Legal 
Support Centre), 835-836 
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Coyne, Deborah (Health Services Appeal and Review 
Board), 7667 
Curtis, Erica (North Simcoe Muskoka Local Health 
Integration Network), 942 
Graham, Barbara Lynn (Champlain Community Care 
Access Centre), 942 
Grossman-lanni, Mina (Erie St. Clair Local Health 
Integration Network ), 942 
Lougheed, Joan (Alcohol and Gaming Commission of 
Ontario board of directors), 942 
Lowe, Karen (Kincardine Police Services Board), 942 
Salamat, Gemma (Council of the College of Midwives of 
Ontario), 942 
Siddiquee, Yusra (Public Accountants Council for the 
Province of Ontario), 942 
Vinayagamoorthy, Sivam (Mississauga-Halton 
Community Care Access Centre), 480, 942 
Apprenticeship training 
ratio of tradespeople to apprentices, 7104-7105 
Apprenticeship training tax credit, 1368 
Autism services, 4190 
Awards 
Foodland Ontario Retailer Award, 3278 
New Business or the Year (Ottawa Chamber of 
Commerce), 4389 
Budget 
pre-budget consultations, 4190-4193 
Budget Measures Act, 2009 (Bill 162) 
second reading, 6097, 6117-6118 
time allocation motion 
responded to, 6158-6159 
Budget Measures and Interim Appropriation Act, 2008 
(Bill 44) 
second reading, 782-786 
Budget Measures and Interim Appropriation Act, 2008 
(No. 2) (Bill 114) 
second reading, 3589, 3609-3610 
Budget surplus 
transfer of funds to municipalities for infrastructure 
projects, 810, 1022-1025, 1039 
Bullying — 
lesbian, gay, bisexual, transsexual, transgendered, 
intersexed, queer (LGBTTIQ) teens ; 
mandatory reporting of incidents, 5544, 5555-5557 
Canada Elections Act, S.C. 2000, c.9, 3022 
Canadian Armed Forces, 6473 
Canadian Environmental Protection Act, 1999, 6314 
Canadian Payday Loan Association, 2409 
Canadian Union of Public Employees (CUPE) 
Ryan, Sid (president) 
comments re ban on Israeli professors from speaking, 
teaching or doing research work at Ontario 
universities, 4786 
Centre Roberts/Smart Centre 
government funding, 6752 
Charter of Rights and Freedoms (Part 1, Constitution Act, 
1982) 
section 15(1), 2088 
Child abuse, 6461 
Child abuse registry, 4114, 6461 
Child pornography 
reporting 
law enforcement, 451 
Child protection, 450-451, 4112, 4927 
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Child sexual abuse 
penalties, 451 
Children at risk, 4897-4898 
Children's fitness tax credit, 4191 
Children's Safety and Protection Rights Act, 2009 (Bill 
130) 
general discussion, 4112, 5549 
first reading, 4114 
Colleges Collective Bargaining Act, 2008 (Bill 90) 
third reading, 2915, 2927-2928, 2933-2934 
Colleges of applied arts and technology (CAATs) 
Algonquin College, 2933-2934, 7116 
collective bargaining 
inclusion of part-time and sessional employees, 2927- 
2928 
Committee process 
Bill 218, 9129 
Committees 
Select Committee on the Economy, 6097 
Conflict of interest 
Grier, Jason (lobbyist), 8541 
Congratulatory remarks 
Forward, Brad (winner, National Driving Championship), 
7037 
Conquest Vacations 
closure, 6269, 6335, 6367-6368, 6439 
Consumer protection, 2358-2359 
electricity rates, 5121 
Consumer Protection Amendment Act (Payday Loans), 
2007 (Bill 205), 1380 
Consumer reporting agencies 
duty to inform about missing or stolen information, 2358- 
2359 
duty to truncate vital information, 2358 
Consumer Reporting Amendment Act, 2008 (Bill 75) 
second reading 
public consultation, 2359 
Consumer reports, 2358 
Corporate tax reduction, 3416 
Cosmetic Pesticides Ban Act, 2008 (Bill 64) 
second reading, 2011 
Criminal Code of Canada 
section 293, 2208 
Debates re answers to oral questions 
Government advertising 
requested, 3021-3022 
participation, 3021-3022 
Taxation 
requested, 8630, 8667 
participation, 8630, 8666-8667 
Travel industry 
requested, 6367-6368 
participation, 6367-6368 
Defendants 
detention of defendants, 4114 
Doctors 
international medical graduates (IMGs) 
assessment/training, 155 
removing barriers, 2727, 4004 
Drug abuse 
Ottawa, 1209 
Drug abuse treatment programs, 337 
Ottawa, 1209-1210 


[770] 


Economic conditions, 493-494, 2011, 3414-3416, 3609- 
3610, 4190-4191, 4927, 5162 
Economic decline, 782, 3414-3416, 6158 
Economic growth 
five-point economic plan, 3415 
Education Amendment Act (Keeping Our Kids Safe at 
School), 2009 (Bill 157) 
second reading, 5544, 5549, 5555-5557 
Education Statute Law Amendment Act (Electronic Sexual 
Material), 2009 (Bill 202) 
general discussion, 7896-7897 
eHealth Ontario 
contracts, 7960-7961, 8025 
IBM, 7873-7874 
public inquiry, 8994 
review by Standing Committee on Government 
Agencies, 7268-7269 
Electricity rates 
increase, 5339, 5427 
Employment creation, 5427 
Employment insurance, 2796-2797 
Employment standards 
allegations of abuse 
Dhalla, Ruby case, 6592-6593, 6600 
Employment Standards Amendment Act (Temporary Help 
Agencies), 2009 (Bill 139) 
second reading, 5138-5142 
third reading, 6363-6367 
Energy 
renewable energy projects 
cost increases for consumers, 6728 
Family law 
reform, 4897-4898 
Family Statute Law Amendment Act, 2009 (Bill 133) 
second reading, 4897-4898 
Federal government 
transfer payments 
equalization program, 2796 
petitions, 2742 
Federal government record 
Liberal (1993-2006) 
Canada health and social transfer, 1030 
French-language debates 
Déclarations des députés 
Heures de séance, 821 
Fundraising 
Dhadkan Group, 4331 
Government accountability, 9364-9365 
Government advertising 
fairness campaign, 3021-3022 
harmonized sales tax, 9405 
Government debt, 5922-5923 
Government expenditures, 4526 
increase, 5919-5920 
Government notice of motions 
Legislative reform 
responded to, 1233-1236, 3126-3127 
Government orders 
Committee sittings 
responded to, 4190-4193 
Federal-provincial fiscal policies 
responded to, 2795-2798 
Ontario economy 
responded to, 3414-3416 
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Government record 
Liberal (2003-2010), 3415, 9213-9214 
tax increases, 6515 
Green Energy and Green Economy Act, 2009 (Bill 150) 
general discussion, 5121 
second reading, 5157, 5162-5163, 5332, 5339-5340, 
5342 
third reading, 6728, 6732 
Greenhouse gas emissions 
reduction 
carbon tax, 2796 
Harmonized sales tax, 5616-5617, 5913-5914, 5920- 
5921, 6515-6516, 7385, 7755-7756, 8552-8553, 
8630, 8796-8798, 8854, 9155 
disclosure of documents re public meetings, 9035 
exemptions, 8642-8643 
impact on arts community, 9156-9157 
impact on condominium owners, 8915 
impact on doctors, 8666-8667 
impact on funeral services, 5882-5883 
impact on health care, 8839 
impact on investment industry, 7430 
impact on municipal government, 8838-8839 
impact on senior citizens, 8915 
impact on veterinary services, 8444, 8448 
public consultation, 8597-8598, 8679-8680, 8742-8744, 
8940, 8947-8948, 8994 
Health care funding 
federal government funding, 1023 
Healthy Food for Healthy Schools Act, 2008 (Bill 8) 
second reading, 305-306 
Heart disease, 4331 
Heritage conservation 
Dickinson Square, 155 
Home energy audits, 5163 
Hospital funding 
government funding 
Ottawa, 9578 
Hospitals 
Queensway Carleton Hospital, 9578 
Income tax 
income splitting between married or common-law 
couples, 2550-2552 
Increasing Access to Qualified Health Professionals for 
Ontarians Act, 2008 (Bill 97) 
second reading, 2727-2728 
third reading, 4004 
Interim supply motions 
responded to, 155-156 
Interprovincial Policing Act, 2009 (Bill 203) 
second reading, 7888, 7896-7897 
Investing in Ontario Act, 2008 (Bill 35) 
second reading, 810, 1022-1025, 1029-1030, 1035, 
1039 
Kindergarten 
full-day, 8935 
Labour mobility, 8810 
skilled trades, 7372 
Labour-sponsored investment funds, 1368 
Lake Simcoe Protection Act, 2008 (Bill 99) 
second reading, 2694, 2708 
third reading, 4351 
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Layoffs 
Dell Inc., 1299, 1367-1368 
Legislative procedure 
members/ministers must be in own seats for recorded 
vote, 8944 
private members' public business, 1235 
Legislative process 
family friendly reforms, 123, 1098-1099, 1162, 1233- 
1236, 3127 
consultation with opposition parties, 1233-1234 
oral questions, 1234 
reform, 3126-3127 
Legislature schedule/agenda 
evening sittings, 821 
family friendly hours, 821 
Libraries/schools 
use of Internet filtering software, 7742-7743, 7896 
Livestock 
disease prevention and control, 8448 
Long-term care, 350 
Magnetic resonance imaging (MRI) 
wait lists 
Ottawa, 5034-5035 
wait times 
Royal Ottawa Hospital, 5003, 5034 
Manitoba 
payday loan industry regulation, 1384 
Manufacturing industry 
layoffs, 782-783, 5919 
unemployment, 1299 
Members'/ministers' constituencies/constituency events 
Nepean—Carleton 
city of Ottawa, 1722 
diagnostic services, 5237 
Women in Business Breakfast, 3379 
Members'/ministers' constituents 
congratulatory remarks, 3278, 4389 
obituaries, 729 
Members'/ministers' personal narratives, 4192, 4919, 4927 
Members'/ministers’ privileges 
information regarding intended appointee, 731-732 
Members/ministers quoting committee submissions 
Robinson, Chris (professor, York University), 2407 
Whitelaw, Bob (Whitelaw Public Policy Research and 
Consulting Inc.), 2407-2408 
Members/ministers quoting documents 
Payday Loan Companies in Canada: Determining the 
Public Interest (Library of Parliament), 2406, 2409 
Members/ministers quoting electronic mail messages 
Bishins, Bruce (president, Association of Retail Travel 
Agents of Ontario), 6368 
harmonized sales tax, re, 7755-7756 
Zaidi, Mukarram Ali (re removing barriers for 
international medical doctors), 2728 
Members/ministers quoting letters 
harmonized sales tax, re, 6117-6118 
Lagois Drafting and Construction Inc., 3798 
McBride, Merv (constituent, Nepean—Carleton), 3798 
merging goods and services tax and provincial sales 
tax, re, 6515-6516 
Members/ministers quoting magazine articles 
Canadian Travel Press, 6439 
Members/ministers quoting newspaper articles 
Globe and Mail (Toronto), 2796 
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National Post (Toronto), 2796 

North Bay Nugget, 7874 

Ottawa Citizen, 1138 

Toronto Star, 810, 1023-1024, 7755 

Toronto Sun, 810, 1024, 2359 

Members/ministers quoting reports 

Special Report: Ontario's Electronic Health Records 
Initiative (Office of the Auditor General of Ontario), 
8025 

Members/ministers quoting statements 

Association of Canadian Search, Employment and 
Staffing Services, 5141 

Buzny, Wlodzimierz (grand knight, Knights of 
Columbus), 4919 

Canadian Federation of Independent Business, 8743 

Canadian Payday Loan Association, 1381 

Chivers, Doug (Oakville), 8852 

Coffrey, Charles S. (lawyer), 6462 

Coleman, Peter (president and CEO, National Citizens 
Coalition), 8743 

Collins, Thomas (archbishop, Toronto), 4920 

Cooke, Betty (Windsor), 8852 

Credit Union Central of Ontario, 1384-1385, 2407-2408 

Dalton, Warren (Scarborough—Rouge River), 8852 

Desroches, Steve (councillor, Gloucester-South 
Nepean), 1138 

Elman, Irwin (Provincial Advocate for Children and 
Youth), 6462 

Gallimore, Natalie (constituent, Ottawa), 2550 

Garchinski, Jim (spokesman, Public Sector Retiree 
Coalition), 8743 

Garner, Jack (Barrie), 9156 

Hallifax, Wulf (Mississauga), 9156 

Hannah, Scott (Credit Counselling Society), 1381 

Harder, Jan (councillor, Ottawa), 1138 

Harper, Stephen (Prime Minister of Canada), 2795 

Hindy, Aly Imam, 2214 

Hogben, Alia (executive director, Canadian Council of 
Muslim Women), 2088, 2214 

Holburn, Guy (Richard !vey School of Business), 5340 

Horne, Les (Defence for Children International), 6462 

Keeping, Max (CTV news anchor), 6461 

Kelly, Doreen (Orillia), 8915 

Kennedy, Karyn (executive director, Boost), 6461 

Killens, Larry (Algoma—Manitoulin), 8852 

Landriault, Sara (president, National Family Childcare 
Association), 2551 

Leinweber, Paul A. (London), 8852 

Lynas, Art (Belleville), 8852 


Macdonald, John A. (Canada's first prime minister), 2798 


Marin, André (Ombudsman of Ontario), 6462 

Marzolini, Michael (chairman, Pollara), 1383 

McMillan, Christine (Chair, Council on Aging Network of 
Ontario), 8743-8744 

Mill, John Stuart (British philosopher and political 
theorist), 9156 

Ontario Association of Children Aid Societies, 6462 

Parrish, Carolyn (Mississauga city councillor), 810 

Post, Doris (Brant), 9156 

Priest, Doug (Haliburton—Kawartha Lakes—Brock), 9156 

Samuelson, Wayne (president, Ontario Federation of 
Labour), 5340 

Sinclair, William (Oakville), 9156 


Thompson, Clark and Jo-Ann (Timiskaming—Cochrane), 
9156 

Weir, Gerry (president, Ontario Real Estate 
Association), 5163, 5340 

Wingle, James Matthew (bishop, St. Catharines), 4920 

Winson, Rick (Barrie), 8852 

Yip, Lisa (doctor), 2728 

Members'/ministers' remarks 

Liberal (1990-1995) 

McGuinty, Dalton (Ottawa South), 7755 
Liberal (1995-2003) 

McGuinty, Dalton (Ottawa South) 

as Leader of the Opposition, 7755, 8742 
Liberal (2003-2010) 

Aggelonitis, Sophia (Hamilton Mountain), 6439 
withdrawal requested, 2518, 6517 
withdrawn, 1039, 1145, 2127, 2201, 3470, 4060, 6439, 

6600, 8743, 8994 
Members’ statements 
Child protection, 4112 
City of Ottawa, 1722 
CUPE resolution, 4786 
Czapnik, Eric, 9410 
Dhadkan Group, 4331 
Diagnostic services, 5003, 5237 
Employment, 1299 
Family friendly reforms, 123 
Forward, Brad, 7037 
Government appointments, 941-942 
Government spending, 4526 
Green, Hilliard, 729 
House sittings, 821 
Human rights, 982 
Legislative reform, 282 
Moodie, D. Aubrey, 2037 
Morris Newspaper Group, 4949 
Ontario economy, 493-494 | 
Polygamy, 2214 
Premier's petition, 2742-2743 
Public transit, 4686-4687 
Ross, Ken, 3278 
Sharma, Sunita and Neeta, 4389 
Small Business Week, 3379 
Taxation, 8947-8948 
Village on Manotick, 6143 
White, Tiffany, 8463 
Wind farms, 8152 
Minimum wage 
increase, 5232 
Ministerial responsibility, 7688 
Ministerial statements, responded to 
Taxation, 8552-8553 
Technical safety standards, 7041 
Ministry of Agriculture, Food and Rural Affairs 
Ontario cattle, hog and horticulture program, 8753 
Ministry of Government Services 
hotel/conference expenditures, 4418, 4524 
Ministry of Training, Colleges and Universities 
second career strategy, 524, 563 
federal government funding, 2915 
Municipal infrastructure 
government funding, 783 
Nepean—Carleton, 1024 
Ottawa, 1035 
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National/independence/memorial days 
Pope John Paul II Day, 4919-4920 
Nepean 
history, 5919 
Norte! 
pension plans, 9339 
Nurse practitioners 
expansion of scope of practice, 8941 
Obituaries 
Dicks, Glen (advertising executive, Barrhaven 
Independent), 4949 
OC Transpo 
strike, 4686-4687, 4705 
social service funding, 4698 
Ombudsman of Ontario 
power to investigate children's aid societies, school 
boards or hospitals, 4114 
One Step Travel 
public inquiry, 6269, 6335, 6439 
Ontario budget speech (26 March 2009) 
responded to, 5904-5905, 5913-5914, 5918-5923 
Ontario College of Trades and Apprenticeship Act, 2009 
(Bill 183) 
second reading, 7104-7105, 7116-7117 
Ontario health premium 
exemption for Canadian Armed Forces personnel, 2798 
Ontario Labour Mobility Act, 2009 (Bill 175) 
second reading, 7372, 8810 
Ontario Municipal Board (OMB) 
residential development in Manotick, 6143 
Ontario Securities Commission (OSC), 4191-4192 
Ontario Tax Plan for More Jobs and Growth Act, 2009 
(Bill 218) 
second reading, 8796-8798, 8838-8839, 8852, 8854 
third reading, 9155-9156 
Opposition day motions, presented 
Taxation, 8742-8744 
Opposition day motions, responded to 
Taxation, 6515-6516 
Oral questions, presented 
Agency spending, 7333 
Children's mental health services, 6752 
Diagnostic services, 5034-5035 
Drug treatment programs, 337, 1209-1210 
Electronic health information, 7268-7269, 7960-7961, 
8025 
Employment standards, 6592-6593, 6600 
Government accountability, 9364-9365 
Government advertising, 2994-2995, 9266, 9405 
Government appointments, 480 
Government contracts, 7575, 8541 
Government record, 9213-9214 
Health care funding, 9578 
Human rights, 835-836 
Legislative reform, 1098-1099, 1162 
Ministerial responsibility, 7688 
Minister's record, 7873-7874 
Ministry spending, 4418, 4524 
Ontario economy, 1367-1368 
Polygamy, 2088, 2125-2126, 2208, 2240-2241 
Propane explosion, 2736 
Public transit, 4697-4698, 4946 
Public transportation, 4385, 4580 


Renewable energy and conservation, 5120-5121 
Sewage spill, 2200-2201 
Skills training, 524, 563 
Small business, 5232-5233, 5427 
Taxation, 5616-5617, 5882-5883, 7384, 7430, 8597, 
8642-8643, 8679-8680, 8915, 8994, 9035 
Travel industry, 6269, 6335, 6439 
Water quality, 294-295 
Wildlife management, 3878-3879 
Organ donors, 5138 
Pamphlets 
Vote for Fairness Ontario, 2994-2995 
Payday loan industry 
consumer education, 2411 
consumer protection, 2406-2409, 2417 
regulation, 1380-1385 
exemption for credit unions and caisses populaires, 
2407-2408, 2411 
independent advisory board to determine maximum 
cost of borrowing, 1383-1384 
Payday loans 
Internet loans, 2408, 2411 
Payday Loans Act, 2008 (Bill 48) 
second reading, 1380-1386 
third reading, 2405-2411, 2417 
Pension Benefits Amendment Act, 2010 (Bill 236) 
second reading, 9339 
Petitions 
Lord's Prayer, 656, 1576, 2528 
Services for the developmentally disabled, 2033 
Strandherd-Armstrong bridge, 28-29, 58, 81, 1214 
Taxation, 6895-6896, 8657, 9330-9331 
Police services 
cross-border policing, 7888 
Polygamy, 2125-2126, 2208, 2240-2241 
law and legislation, 2088, 2214 
Private members’ public business 
Afghan family law 
responded to, 6473-6474 
Child Pomography Reporting Act, 2008 (Bill 37) 
second reading, 450-451 
Children's Safety and Protection Rights Act, 2009 (Bill 
130) 
second reading, 6460-6462, 6467 
Consumer Reporting Amendment Act, 2008 (Bill 75) 
second reading, 2358-2359 
Curriculum 
responded to, 4927-4928 
Education Statute Law Amendment Act (Electronic 
Sexual Material), 2009 (Bill 202) 
second reading, 7742-7743 
Faimess for Families Act, 2008 (Bill 88) 
second reading, 2550-2551 
Pope John Paul II Day Act, 2009 (Bill 25) 
second reading, 4919-4920 
Strandherd-Armstrong bridge 
presented, 1137-1139, 1145-1146 
Taxation 
responded to, 7755-7756 
Propane explosions 
Sunrise Propane, 2736, 7041 
Provincial Advocate for Children and Youth 
advocacy to students in schools and children in 
hospitals, 4114 


SPEAKER INDEX / INDEX DES INTERVENANTS 


MacLeod, L. (PC, Nepean—Carleton) (continued) 
annual report, 4114 
Public accounts, 7575 
Public education campaigns 
Children's Day, 4114, 6461 
International Day of the Child, 4927 
Small Business Week, 3379 
Public Sector Expenses Review Act, 2009 (Bill 201) 
second reading, 7470 
time allocation motion 
responded to, 7667-7668 
Regulated Health Professions Amendment Act, 2009 (Bill 
141) 
third reading 
section 24, 8939 
Regulated Health Professions Statute Law Amendment 
Act, 2009 (Bill 179) 
third reading, 8939-8940 
Remembrance Day, 3842 
Reports 
Report on Removing Barriers for International Medical 
Doctors (Laurel C. Broten), 2727 
Technical Standards and Safety Authority's Action Plan 
for Propane Safety Review Recommendations, 7041 
Road Safety Act, 2009 (Bill 126) 
second reading, 4544-4545 
public consultation, 4544-4545 
School construction 
Riverside South Catholic school, 156 
School safety 
reporting of violent incidents, 4114 
School science strategy, 4927 
Science/technology, 4927 
Sewage spills 
Ottawa River, 2200-2201 
public inquiries, 2201 
Small business, 5427 
Ross, Ken case, 5427 
Speaker's rulings/statements quoted 
Speaker Fraser (House of Commons), 8677 
Standing Orders 
S.O. 21(c) Privilege - Notice to Speaker, 8753 
S.O. 99(d) Written questions - Answers - delayed 
answers - decline to answer, 8753-8754 
S.O. 106(e) Committees - Orders of reference, 732 
Strikes 
Amalgamated Transit Union Local 279, 4580 
Student Achievement and School Board Govemance Act, 
2009 (Bill 177) 
general discussion, 8935-8936 
second reading, 7401 
third reading, 8934-8936 
Technical Standards and Safety Authority (TSSA), 7041, 
8095 
Technical Standards and Safety Statute Law Amendment 
Act, 2009 (Bill 187) 
second reading, 8095 
Temporary help agencies, 6367 
regulation, 6365-6366 
Temporary help agency employees 
continuance of employment, 6363 
Throne speech debate 
participation, 350, 436 


Tibet 
anti-Chinese protests, 982 
Time allocation motions 
Budget Measures Act, 2009 (Bill 162) 
responded to, 6158-6159 
Public Sector Expenses Review Act, 2009 (Bill 201) 
responded to, 7667-7668 
Toronto Transit Commission (TTC) 
strike, 4580 
Toxics Reduction Act, 2009 (Bill 167) 
second reading, 6314 
Transit systems 
government funding 
Ottawa, 4946 
Transportation infrastructure 
Strandherd-Armstrong bridge, 155, 784, 1035, 4946 
construction, 1137-1139, 1146 
government funding, 1138-1139, 1146 
Transportation master plan 
Ottawa, 4385 
Travel Industry Council of Ontario (TICO), 6269, 6439 
Tributes 
Czapnik, Eric (constable killed in the line of duty, Ottawa 
Police Service), 9410 
Fox, Charley (veteran), 3842 
Moodie, S. Aubrey (former reeve, Nepean), 2037 
White, Tiffany (recipient, Commitment to Care and 
Service Award for pharmacy technicians), 8463 
Unemployment, 1368, 5232 
Unemployment rate, 494, 785 
United States 
Children's Internet Protection Act (CIPA), 7742 
Universities/colleges 
York University 
strike, 4705 
Water quality 
schools, 294-295 
Websites 
www.bullyingcanada.ca, 6460 
Wildlife management 
coyotes, 3878-3879 
Workers 
job retraining 
government funding, 783 
Workplace Safety and Insurance Amendment Act, 2008 
(Bill 119) 
second reading, 3795, 3798 
York University Labour Disputes Resolution Act, 2009 
(Bill 145) 
second reading, 4705 
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ABC CANADA Literacy Foundation 

Family Literacy Day, 9371 
Adoption 

international 

bankruptcy of Imagine Adoption, 7827 

Anniversaries 

Coral Place 15th anniversary, 2839 
Automobile parts industry, 5848 
Awards 

Diversity Works awards (Peel Career Assessment 

Services), 4390-4391 
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Birthdays 
McCallion, Hazel (mayor, Mississauga), 5005 
Bridges 
Confederation Parkway Bridge, 3241-3242 
Budget Measures Act, 2009 (Bill 162) 
second reading, 6030 
Child poverty, 5206 
Children's services 
Child Development Resource Connection Peel, 7923 
Colleges of applied arts and technology (CAATs) 
Sheridan Institute of Technology and Advanced 
Learning, 7198-7199 
Centre for Healthy Communities, 729 
Condolences 
Morden, Gary (chief, Mississauga Fire Services), 3645 
Condominium corporations 
reserve funds 
requirements for adequate funding, 9582-9583 
Corporate tax exemptions 
Ontario tax exemption for commercialization (OTEC) 
eligibility for refund, 3030-3031 
Diabetes, 3934-3935, 3940 
Gibson, Trevor case, 3934 
Shepheard, Shawn case, 3935 
Swaminathan, Siva case, 3935 
Diabetes Awareness Month Act, 2008 (Bill 113) 
first reading, 3445 
Doctors 
international medical graduates (IMGs) 
removing barriers, 2726 
Early childhood education 
full-day learning for four- and five-year-old children, 123 
Economic conditions, 5848 
Education funding 
government funding, 123, 1503 
Employment insurance 
resources for training for unemployed workers in 
manufacturing sector, 5848 
Employment insurance benefits 
Ontario workers, 5848, 5854 
Energy 
renewable energy, 5050 
Epilepsy Peel Region, 5431 
Farmers' markets 
Square One Farmers' Market, 1559 
Full Day Early Leaming Statute Law Amendment Act, 
2010 (Bill 242) 
second reading, 9525 
Government notice of motions 
Legislative reform 
responded to, 1451 
Green Energy and Green Economy Act, 2009 (Bill 150) 
second reading, 5050 
Green industry, 5050 
Harmonized sales tax 
impact on business, 8409 
Holidays 
Family Day, 53 
Ideas for the Future Act, 2008 (Bill 100) 
second reading, 3030-3031 
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Increasing Access to Qualified Health Professionals for 
Ontarians Act, 2008 (Bill 97) 
second reading, 2726 
Kindergarten 
full-day, 9525 
Legislative process 
family friendly reforms, 1451 
Members'/ministers' constituencies/constituency events 
Mississauga—Brampton South 
Steppin' Out for the Arts, 5387 
Members'/ministers' inaugural speeches, 673-674 
Members'/ministers' personal narratives, 673 
Members'/ministers' privileges 
wearing of pins/ribbons/buttons, 3930 
Members/ministers quoting news media 
Canadian Press (CP), 1451 
Members/ministers quoting newspaper articles 
Hamilton Spectator, 1451 
Toronto Star, 1451 
Members' statements 
Child Development Resource Connection Peel, 7923 
Confederation Parkway Bridge, 3241-3242 
Coral Place, 2839 
Diversity Works awards, 4390-4391 
Education funding, 123, 1503 
Epilepsy Peel Region, 5431 
Family Literacy Day, 9371 
International Credit Union Day, 8264 
International trade, 9223 
Manufacturing jobs, 2676-2677 
McCallion, Hazel, 5005 
Member's family, 1615 
Morden, Gary, 3645 
Poverty, 1091 
Punjabi music, 2353 
Ryan, Susan, 4028-4029 
Sheridan College, 7198-7199 
Sheridan Institute of Technology and Advanced 
Learning, 729-730 
Small business, 8112 
Square One Farmers’ Market, 1559 
Steppin’ Out for the Arts, 5387 
Terrorist attacks, 4293 
Ministry of Training, Colleges and Universities 
skills to jobs action plan, 730 
Missing persons 
with dementia 
Silver Alert program, 8521 
New Hermes Limited/New Hermes Limitée Act, 2009 (Bill 
Pr24) 
first reading, 6996 
Ontario budget speech (25 March 2008) 
responded to, 673-674 
Oral questions, presented 
Condominium reserve funds, 9582-9583 
Family Day, 53 
International adoptions, 7827 
Pharmaceutical industry, 526-527 
Research and innovation, 3489 
Taxation, 8409 
Petitions 
Anti-smoking legislation, 618 
Firearms control, 1000-1001, 1213, 1313-1314, 2297 
Hospital funding, 342, 747-748 
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Mangat, A. (LIB, Mississauga—Brampton South) 
(continued) 
University labour dispute, 4788 
Pharmaceutical industry, 526-527 
Poverty Reduction Act, 2009 (Bill 152) 
second reading, 5206 
Poverty reduction strategy, 1091 
Private members' public business 
Diabetes Awareness Month Act, 2008 (Bill 113) 
second reading, 3934-3935, 3940 
Employment insurance 
presented, 5847-5849, 5854 
Missing persons alert 
responded to, 8521 
Public education campaigns 
Diabetes Awareness Month, 3445, 3934-3935, 3940 
International Credit Union Day, 8264 
Small Business Month, 8112 
Research and innovation, 3489 
Services and Supports to Promote the Social Inclusion of 
Persons with Developmental Disabilities Act, 2008 
(Bill 77) 
second reading, 2065 
6N Silicon Inc., 3030, 3489 
Teacher-student ratios, 1503 
Terrorist attacks 
Mumbai, India, 4293 
Throne speech debate 
participation, 447 
Trade missions 
India, 9223 
Tributes 
Kaur, Surinder (Punjabi folk singer), 2353 
Ryan, Susan (former president, Mississauga Real 
Estate Board), 4028-4029 
2Source Manufacturing Inc. 
government loan, 2676-2677 
Unemployment, 5848 
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Aboriginal communities 
illegal sale of tobacco products, 1481 
Aboriginal land claims 
Caledonia, 1480-1482 
Aboriginal youth 
education, 2041 
Accommodation review committee (ARC), 3829 
Advanced Coronary Treatment Foundation 
government funding, 2909 
Advertising 
ban on advertising of food or drink for children under 13 
years of age, 760 
Aftermarket brake pads 
ban on use of asbestos, 7254-7255 
Agencies/boards/commissions/etc. 
expenditures 
review by Integrity Commissioner, 7617-7618, 7661- 
7662 


subject to freedom of information requests, 9232-9233 
Agreement on Internal Trade, 8931 
Algoma University Act, 2008 (Bill 80) 

third reading, 2154-2155 
American sign language (ASL), 2833 
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Animal Health Act, 2009 (Bill 204) 
second reading, 7993-7995, 7997, 7999, 8008-8009 
public consultation, 8008-8009 
Anniversaries 
Chopin, Fryderyk's birth 200th anniversary, 9583-9584 
Appreciation 
teachers, 3099 
Apprenticeship training 
Dell Inc., 1473 
ratio of tradespeople to apprentices, 2853-2854, 7104, 
7107, 7112, 8123-8124 
Apprenticeship training programs, 2476, 2853, 7115, 7126 
completion rates, 6813, 7109, 8124 
registration, 6813 
Apprenticeship training tax credit, 7110-7111 
Arts and culture 
federal government funding 
reduction, 2743 
Asbestos, 7254 
Automated external defibrillators (AED), 2909 
Automobile insurance 
public, 6131 
Automobile insurance rates/premiums 
young drivers, 6132 
Awards 
Premier's Award for Teaching Excellence, 988 
Blind/visually-impaired persons 
access to books in suitable formats, 9568-9569 
Books 
The Secret History of the War on Cancer (Devra Davis), 
6202-6203 
Bottled water, 3945-3946 
prohibition on sale, 3945 
Budget 
pre-budget consultations, 4187 
Budget deficit, 3629-3930 
Budget Measures Act, 2009 (Bill 162) 
second reading, 6097-6102, 6114, 6122 
Budget Measures and Interim Appropriation Act, 2008 
(Bill 44) 
second reading, 915, 917-919, 921 
Budget Measures and Interim Appropriation Act, 2008 
(No. 2) (Bill 114) 
second reading, 3629-3633 
Budget surplus 
transfer of funds to municipalities for infrastructure 
projects, 919 
Bullying 
lesbian, gay, bisexual, transsexual, transgendered, 
intersexed, queer (LGBTTIQ) teens, 6964-6965 
disciplinary measures for aggressors, 5536, 5538 
mandatory reporting of incidents, 5526, 5536-5539, 
5543, 6966-6970 
prevention, 6970 
safety plans, 6969-6970 
prevention, 9387-9388 
social causes, 5538-5540, 5545 
Buy Ontario policy, 3403 
Cable/satellite providers 
requirement to broadcast legislative proceedings of the 
province or territory, 3253-3254 
Call centres, 7108, 7117 
Canadian National Institute for the Blind (CNIB), 9568 
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Marchese, R. (NDP, Trinity-Spadina) (continued) 
Cemeteries 
Clendennen Cemetery, 5483 
protection, 5483-5484 
St. Alban's Anglican Cemetery, 5484 
Child and Family Services Statute Law Amendment Act, 
2009 (Bill 103) 
third reading, 4874-4880 
Child care, 542-543 
federal government funding, 542 
government funding, 100, 542, 632-633 
Quebec, 543 
Child care centres 
for-profit sector, 543 
Children 
immigrant children 
access to education, 2604-2605 
Colleges Collective Bargaining Act, 2008 (Bill 90) 
general discussion, 2530, 4944-4945 
second reading, 2472, 2476-2482, 2507-2508 
public consultation, 2508 
third reading, 2915, 2918-2926, 2928, 2930, 2933, 2937- 
2938 
Colleges Collective Bargaining Amendment Act, 2008 (Bill 
68) 
first reading, 1461-1462 
Colleges of applied arts and technology (CAATs) 
Algoma University College, 2041, 2154-2155 
collective bargaining, 235-236, 2451-2452, 4944, 8652 
inclusion of part-time and sessional employees, 1248- 
1249, 1460, 1462, 2478-2481, 2507-2508, 2530, 
2922-2923 
provision against strikes and lockouts, 2481-2482, 
2508 
government funding, 2508, 2923, 2933, 2937 
Committee process 
Bill 183, 7846 
Committee schedules/agendas, 4187 
Committees 
Select Committee on Mental Health and Addictions, 
4492 
Select Committee on Municipal Governance, 5298 
Community health centres (CHCs), 4038 
Compensation 
Truscott, Steven (victim of miscarriage of justice), 1991 
victims of Dr. Charles Smith's work in child-death 
investigations, 4569 
Condominium corporations, 7256 
reserve funds 
installation of renewable energy/energy efficient 
technologies, 7257 
repair/replacement of common elements, 7257 
standard declaration, 7257 
Trinity—Spadina, 6557-6558 
warranty coverage for conversion condominiums, 7257, 
7261 
Condominium owners, 7039 
protection, 7256-7257 
representation by proxies, 7257 
Condominium Owners Protection Act, 2009 (Bill 186) 
first reading, 7039 
second reading 
public consultation, 7261-7262 
Condominium Review Board, 7257 
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appointment of review officers, 7261 
Construction workers, 3718 
Consumer protection 
energy contracts, 9489-9491, 9493 
security deposits for utilities and disconnections, 9247- 
9248 
sub-metering electricity in apartments/apartment 
buildings, 9490-9491 
Consumer Protection Amendment Act (Advertising Food 
or Drink), 2008 (Bill 53) 
general discussion, 3692 
first reading, 760 
Coroner inquests 
power of Minister of Community Safety and Correctional 
Services to hold inquest repealed, 4569-4571 
Coroners Amendment Act, 2009 (Bill 115) 
second reading, 4569-4571 
public consultation, 4569-4570 
repeal of section 22 of Coroners Act, 4569-4570 
Corporate tax reduction, 5864, 5905, 6099, 8799-8800 
Cosmetic Pesticides Ban Act, 2008 (Bill 64) 
second reading, 1838-1839, 1850-1851, 1854-1855, 
2010, 2014-2019 
Cosmetic surgery 
regulation, 4812 
Court cases/actions 
Chen, David (store owner charged with kidnapping for 
apprehending thief), 8302-8303 
Curriculum 
inclusion of industrial arts and family studies, 7120-7121 
timeline for curriculum changes, 4658 
Dairy Farmers of Ontario 
elementary school milk program, 3246 
Day Nurseries Amendment Act (Not for Profit 
Corporations), 2008 (Bill 26) 
general discussion, 632-633 
Diabetes, 5290-5291 
prevention, 4038-4040 
Discrimination, 6001 
racial, 6001, 7061, 8135-8136 
Disease prevention, 5291-5292 
Doctor shortage, 4037-4038 
Doctors 
international medical graduates (IMGs), 4037 
practise in underserviced areas, 4038 
Driver education/training 
fraudulent driver education certificates sold, 6131 
Economic conditions, 3402, 3485, 3560, 3631, 5143-5144 
Economic decline 
1990-1992 
government response, 2868-2869 
Economic growth 
five-point economic plan, 3401-3402 
Economic policy, 3632-3633 
Education, 4825 
streaming process, 8136 
Education Amendment Act (Keeping Our Kids Safe at 
School), 2009 (Bill 157) 
second reading, 5526, 5536-5545 
third reading, 6834, 6836, 6964-6972 
public consultation, 6834 
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Marchese, R. (NDP, Trinity-Spadina) (continued) 
Education Amendment Act (Pupils with Diabetes), 2009 
(Bill 137) 
second reading 
public consultation, 5291-5292 
Education funding 
accountability, 2640 
government funding, 3829, 6650 
Education funding reform, 2255 
Education Quality and Accountability Office (EQAO) 
Assessment of Reading, Writing and Mathematics 
(Primary and Junior Division) 
test scores, 1414 
Earl, Lorna (member, board of directors) 
conflict of interest, 7576 
Educational assistants 
reduction, 5426 
eHealth Ontario 
consultants, 7616 
Election Statute Law Amendment Act, 2010 (Bill 231) 
second reading, 9679, 9681-9685 
Elections/by-elections 
barrier-free access, 9681-9682 
third-party advertising, 9681-9682 
Electoral constituencies 
renaming of Chatham—Kent-Essex to 
Chatham—Kent-—Leamington, 3555 
Electoral process reform 
students vote in home riding or riding in which they 
attend school, 9680 
Electricity rates, 5153 
industrial rates, 3403 
Elementary school teachers, 3323 
Employers 
requirement to contribute 1% of payroll amount to 
workforce training, 3258-3259 
Employment creation 
transmission and distribution projects, 5031 
Employment insurance benefits 
Ontario workers, 5852-5853 
Employment Protection for Foreign Nationals Act (Live-In 
Caregivers and Others), 2009 (Bill 210) 
second reading, 8532-8536 
Employment-related benefits 
organ donor leave, 5452 
Employment Standards Amendment Act (Organ Donor 
Leave), 2009 (Bill 154) 
second reading, 5452 
Employment Standards Amendment Act (Temporary Help 
Agencies), 2009 (Bill 139) 
second reading, 5138-5139, 5142-5145 
Energy 
nuclear energy, 5030, 5155-5157, 6581-6583 
renewable energy, 5014-5015, 5030, 5155-5157 
solar, 5155-5156 
wind, 5155-5156 
renewable energy projects 
domestic content requirements, 5031, 5159 
Energy Consumer Protection Act, 20170 (Bill 235) 
second reading, 9484, 9488-9491, 9493 
Environmental assessment process, 4315 
Don Cousens Parkway, 4315-4316 
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Farmers 
tobacco farmers 
government funding, 6205 
Federal government 
senate reform 
elected senate, 8510-8512 
Foreign caregivers 
protection, 8533-8536 
French-language debates 
Déclarations ministérielles et reponses 
Drapeau franco-ontarien, 2843 
Journée internationale de la francophonie, 5477 
Full Day Early Learning Statute Law Amendment Act, 
2010 (Bill 242) 
second reading, 9512-9523 
Germany 
use of wind power, 2847 
Good Government Act, 2009 (Bill 212) 
second reading, 8394 
third reading, 9020-9022 
Government expenditures 
decline, 921 
Government orders 
Committee sittings 
responded to, 4187 
Federal-provincial fiscal policies 
responded to, 2869-2871 
Ontario economy 
responded to, 3401-3404 
Government record 
Liberal (2003-2010) 
nuclear energy, 6725, 6728 
post-secondary education, 3874 
NDP (1990-1995) 
post-secondary education, 2930 
PC (1995-2003) 
child care, 542 
education, 7359 
post-secondary education, 7121 
tax reduction, 5801-5802 
Government role, 3265 
Green economy, 5155 
Green Energy and Green Economy Act, 2009 (Bill 150) 
general discussion, 5030-5031 
second reading, 5014-5015, 5153, 5155-5157, 5159 
third reading, 6581-6584, 6724-6725, 6728 
Harmonized sales tax, 5452, 5802-5803, 5869-5873, 
5905, 5913, 5921, 6100-6102, 6114, 6122, 8936, 
9022, 9075 
impact on condominium owners, 7436, 8733-8734 
impact on employment, 7847, 8800, 9021 
impact on rent rates, 7436 
public consultation, 8800-8801, 9223 
Health care, 542 
Health regulatory colleges 
ensure access to adequate numbers of regulated health 
professionals, 4037, 4039 
Healthy Food for Healthy Schools Act, 2008 (Bill 8) 
second reading, 217-223, 489-490 
Heart disease, 2909 
Highway tolls, 2870-2871 
Highway Traffic Amendment Act (Speed-limiting 
Systems), 2008 (Bill 41) 
third reading, 2593-2594 
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Marchese, R. (NDP, Trinity-Spadina) (continued) Members/ministers quoting documents 
Holiday messages, 9411-9412 CAUT Almanac of Post-Secondary Education in 
Home economics, 5291 Canada (Canadian Association of University 
Hospital beds Teachers), 2480 
long-term-care beds, 4120 A Highly Skilled Workforce: Strengthening Ontario's 
Housing Economic Advantage (Colleges of Ontario), 2481 
affordable Members/ministers quoting letters 
shortage, 99-100, 595 John Howard Society, 3014 
Increasing Access to Qualified Health Professionals for Members/ministers quoting newspaper articles 
Ontarians Act, 2008 (Bill 97) Kingston Whig-Standard, 70, 218 
third reading; 4037-4040 Thunder Bay Chronicle, 217-218 
Ireland Toronto Star, 71, 919, 8534 
apprenticeship training programs, 7111 Welland Tribune, 4492 
Kindergarten, 100 Members/ministers quoting reports 
full-day, 8314, 9328, 9512-9521, 9523 Environmental Assessment: A Vision Lost, 4315-4316 
designated early childhood educators, 9515-9517, Equitable Education? The Cost of Extracurriculars in 
9519 Ontario's Schools (Jonathan Scott, director of 
impact on daycare centres, 9520 policy, Ontario Student Trustees’ Association), 7834 
site selection process, 9519 Office of the Auditor General of Ontario Annual Report 
Labour mobility, 6563, 8662, 8936, 8939-8932, 8948 (2007), 6131 
francophones, 8248 Office of the Auditor General of Ontario Annual Report 
impact of occupational standards, 8244-8246 (2008), 7108-7110 
role of federal government, 8244 Ontario University Faculty Sound Waming Over 
Lactose intolerance, 3246-3247 Declining Quality (Ontario Confederation of 
Lake Simcoe University Faculty Associations), 5512 
resort development, 2709 With Our Best Future in Mind: Report to the Premier by 
Lake Simcoe Protection Act, 2008 (Bill 99) the Special Advisor on Early Leaming (Charles 
second reading, 2699, 2704, 2708-2710 Pascal), 9220-9521 
public consultation, 2708 A Review of the Colleges Collective Bargaining Act 
Language instruction (Kevin Whitaker), 1248 
English as a second language (ESL), 6001 Review of the Roots of Youth Violence (Roy McMurtry, 
government funding, 5541, 6650 Alvin Curling), 6001 
Layoffs, 3401-3402 The Road to Health: A Final Report on School Safety 
Legislative procedure (School Community Safety Advisory Panel), 5541- 
motions 5542 
time allocation motions, 7845-7847 Members/ministers quoting statements 
omnibus bills, 9020 Bischoff, Angela (Ontario Clean Air Alliance), 5157 
Legislative proceedings Brooks, Chris (senior adviser of road safety, Australian 
televised Transport Safety Bureau), 2594 
Ontario Parliament Network, 3253 Cagney, Andrew (constituent, Toronto), 5157 
Legislative process Colour of Poverty Campaign, 7079 
family friendly reforms, 2015, 2477, 2507 Corrado, Raymond (Centre for Restorative Justice, 
Livestock Simon Fraser University), 3015 
disease prevention and control Genest, Paul (president, Council of Ontario 
traceability systems, 7993-7994, 7999 Universities), 988 
protection, 7993 Kaegh, Gwendolyn (constituent, Markham), 5157 
Long-term-care facilities Lurie, Steve (executive director, Canadian Mental 
oversight by Ombudsman, 3549-3550, 4120 Health Association), 4493 
personal care, 4120-4121 Magwood, Gary (constituent, Belleville), 5156 
Manitoba Miller, Cameron (constituent, Toronto), 5157 
manufacturing investment tax credit, 917-918 Milligan, John (mayor, Adelaide Metcalfe), 3829 
Medical transplants Ontario Cattlemen's Association, 7995 
organ and tissue donation Ontario Public School Boards’ Association, 6944-6945, 
presumed consent, 5452 7365-7367 
Members'/ministers' pension plans, 6098 parents, school fundraising, re, 221 
Members'/ministers' personal narratives, 4120-4121, Rostgaard, Tine (senior researcher, Danish National 
4303-4304, 6202, 7254, 8518 Centre for Social Research), 4121 
Members/ministers quoting committee submissions Thomas, Warren (president, Ontario Public Service 
Canadian Union of Public Employees, 6967-6968 Employees Union), 2508 
Ontario English Catholic Teachers' Association, 6966 Tory, John (leader, PC Party), 5870 
Ontario Secondary School Teachers’ Federation, 6967 Toxics Reduction Scientific Expert Panel, 6303 
Thomas, Warren (president, Ontario Public Service Wingfield, Mark, 5157 
Employees Union), 8203 Members/ministers quoting websites 


Ontario Black History Society, 8135 


[779] 


SPEAKER INDEX / INDEX DES INTERVENANTS 


Marchese, R. (NDP, Trinity-Spadina) (continued) 
Members'/ministers' remarks 
Liberal (1995-2003) 
Bradley, James J. (St. Catharines), 8092 
Duncan, Dwight (Windsor—Walkerville), 8092 
McGuinty, Dalton (Ottawa South) 
as Leader of the Opposition, 1163, 2255-2256 
Milloy, John (Kitchener Centre) 
as Minister of Training, Colleges and Universities), 
7520 
Liberal (2003-2010) 
Duncan, Dwight (Windsor—Tecumseh) 
as Minister of Finance/Chair of Management Board 
of Cabinet, 5802, 5870 
McGuinty, Dalton (Ottawa South) 
as Ontario Premier, 5802-5803, 5870-5871 
McMeekin, Ted 
(Ancaster-Dundas—Flamborough—Westdale) 
as Minister of Government and Consumer Services, 
8094 
PC (2003-2010) 
Runciman, Robert W. (Leeds—Grenville), 5802 
withdrawn, 7106 
Members' statements 
Arts and cultural funding, 2743 
Catholic school trustees, 2095 
Chinese New Year, 9411-9412 
Chopin, Fryderyk, 9583-9584 
Community colleges, 8652 
Community colleges collective bargaining, 1460, 2530 
Condominium association, 6557-6558 
Electric trains, 8263 
Global Education Initiative, 3001 
Government record, 9222-9223 
Labour mobility, 8948 
Ontario budget, 516 
Ontario Confederation of University Faculty 
Associations, 886, 5580 
School extracurricular activities, 7834 
School pools, 5430 
Student achievement, 6947 
Taxation, 7436 
Teachers, 4825 
University labour dispute, 4426 
Youth violence, 3967 
Mental health care, 4492-4493 
reform, 4492-4493 
Midwives, 4038 
Milk, 3246-3247 
Minimum wage, 5143 
increase, 918-919 
Ministerial statements, responded to 
Algoma University College, 2041 
Community colleges collective bargaining, 2451-2452 
Education Week, 1414 
Franco-Ontarian flag, 2843 
Full-day kindergarten, 8314, 9328 
Healthy schools, 70-71, 2909, 3692 
Labour mobility, 6563-6564 
Portuguese Canadian community, 2451 
Premier's Awards for Teaching Excellence, 988 
School boards, 6650 
School safety, 4658-4659 
Skilled trades, 6813-6814 
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Student achievement, 46, 6001-6002 
Student assistance, 944-945 
Student safety, 5475 
Teachers, 7779 
University funding, 988 
World Teachers’ Day, 3099 
Ministry of Education 
collection of student achievement statistics based on 
ethnicity, 1569 
equity and inclusive education strategy, 6001 
school information finder, 5883, 5991, 6002, 6886-6887, 
6944-6945, 6947, 7035-7036, 7079, 7193-7194 
Ministry of Education/Ministry of Health Promotion 
healthy schools recognition program, 3692 
Ministry of Health and Long-Term Care 
assistive devices program, 3951 
Ministry of Training, Colleges and Universities 
second career strategy, 7475, 7520, 7727-7728, 8027, 
8123-8124, 8203, 8864-8865 
Missing persons 
with dementia 
Silver Alert program, 8518-8519 
Motor scooters 
regulation, 6132 
Municipal Act, S.O. 20017, c. 25 
amended by Bill 212, 8394 
Municipal government 
governance, 5298-5299 
Municipal infrastructure 
government funding, 100 
National/independence/memorial days 
Black History Month, 8135-8137 
Nurse practitioners, 4038 
Nurses, 4038 
school nurses, 5291 
Office of the Chief Veterinarian 
authority, 7994-7995 
Ontario budget speech (25 March 2008) 
responded to, 595 
Ontario budget speech (26 March 2009) 
responded to, 5864, 5869-5873, 5905, 5913, 5921 
Ontario Catholic School Trustees’ Association, 2095 
Ontario College of Trades, 6813-6814, 7106-7107, 7848- 
7849, 8123, 8203, 8243-8244 
board of governors 
composition of board 
ban on donors of Working Families Coalition, 8123 
membership fees, 7104 
trade boards, 8124 
Ontario College of Trades and Apprenticeship Act, 2009 
(Bill 183) 
general discussion, 8243-8244 
second reading, 7104-7113, 7115, 7117, 7120-7121, 
7126-7127 
time allocation motion 
amendments, 7846-7847 
responded to, 7845-7850 
third reading, 8202-8204 
Ontario Confederation of University Faculty Associations, 
886 
Ontario Labour Mobility Act, 2009 (Bill 175) 
general discussion, 9021, 9223 
ministerial statement 
public consultation, 6564 
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Marchese, R. (NDP, Trinity-Spadina) (continued) 
second reading, 8243-8248, 8662 
section 9, 8246 
time allocation motion 
responded to, 8929-8931 
Ontario-Quebec agreements 
Ontario-Quebec Trade and Cooperation Agreement, 
8930 
Ontario Tax Plan for More Jobs and Growth Act, 2009 
(Bill 218) 
second reading, 8797, 8799-8801 
Opposition day motions, responded to 
Government spending, 5801-5803 
Rural schools, 2254-2258 
Tobacco control, 1480-1482 
Young offenders, 3013-3015 
Oral questions, presented 
Access to education, 2604-2605 
Apprenticeship training, 1473 
Community colleges collective bargaining, 235-236, 
1248-1249, 4944-4945 
Conflict of interest, 7575-7576 
Education, 5883, 5991 
Education funding, 994-995, 2640-2641, 6190 
Elementary teachers, 3323 
Executive compensation, 4056-4057 
Green power generation, 5030-5031 
Health care, 3091 
Law enforcement, 8302-8303 
Post-secondary education, 501, 3485, 3874, 4902- 
4903, 8108 
Private career colleges, 7429, 9545 
Public transit, 6270 
Schoo! boards, 651 
School closures, 1163, 1366-1367, 2124, 3829 
School facilities, 7385 
School pools, 1058, 1105, 1572-1573 
School support staff, 5426 
Sign language in schools, 2833 
Skills training, 7475, 7520, 7727-7728, 8027, 8864-8865 
Special education, 9365 
Special-needs students, 7269 
Student achievement, 1569, 6886-6887, 6944-6945, 
7035-7036, 7079, 7193-7194 
Student grants, 6491 
Taxation, 8733-8734, 9075 
Teachers’ collective agreement, 4620 
Tuition, 610-611, 5950-5951, 6390, 8558 
University and college funding, 2670, 5125, 5512 
University labour disputes, 4382, 4651-4652 
Payday loans 
borrowing costs, 1397 
interest rate limit of 35%, 1395 
interest rates, 1397 
Payday Loans Act, 2008 (Bill 48) 
second reading, 1395, 1397-1398 
Pension benefits guarantee fund, 6098 
Pension plans 
defined benefit pension plans, 6098-6099 
portability 
paramedics, 7247 
public service, 7247 
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Pesticides/herbicides 
ban on use and sale of cosmetic pesticides, 1854, 
2010, 2015-2017 
exemptions 
golf courses, 1838-1839, 1851, 1855, 2017, 2019 
Petitions 
Car culture, 2034 
Child safety, 6999-7000 
Community colleges collective bargaining, 1373, 1891, 
2035 
Environmental protection, 1255-1256 
Harbord Collegiate, 2526 
Home care, 571 
Non-profit housing, 618 
Poverty, 4115 
Reconstructive surgery, 9228 
School pools, 1575 
Taxation, 7841-7842 
Tuition, 3498, 7092 
University labour dispute, 4659 
Physical education, 221-222 
Physical education teachers, 1414, 3692, 4039, 5291 
hiring, 2909 
Police officers 
presence in schools, 4877, 4879-4880 
Political contributions, 5299 
influencing political process, 9679, 9683-9684 
Politicians, 5299 
Post-secondary education, 3874 
Reaching Higher: The McGuinty Govemment Plan for 
Postsecondary Education, 2481, 2670, 4382 
Poverty, 3692, 4039-4040 
Poverty reduction strategy 
student nutrition program, 3246 
Private career colleges 
Niagara-on-the-Lake Culinary School 
closure, 9545 
oversight, 7429 
Private health clinics, 3091 
Private members’ public business 
Accessibility for the disabled 
responded to, 9568-9569 
Anti-bullying initiatives 
responded to, 9387-9388 
Apprenticeship training 
responded to, 2852-2854 
Black History Month Act, 2009 (Bill 207) 
second reading, 8135-8137 
Condominium Owners Protection Act, 2009 (Bill 186) 
second reading, 7256-7257, 7261-7262 
Cultural diversity 
responded to, 7060-7061 
Day Nurseries Amendment Act (Not for Profit 
Corporations), 2008 (Bill 26) 
second reading, 542-543 
Diabetes Awareness Month Act, 2008 (Bill 113) 
second reading, 3939 
Education Amendment Act (Pupils with Diabetes), 2009 
(Bill 137) 
second reading, 5290-5292 
Electricity Amendment Act (Protection Against Security 
Deposits), 2009 (Bill 228) 
second reading, 9247 
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Marchese, R. (NDP, Trinity-Spadina) (continued) 
Employment insurance 
responded to, 5851-5853 


Environmental Assessment Amendment Act, 2008 (Bill 


123 
second reading, 4315-4316 
Freedom of Information and Protection of Privacy 
Amendment Act (Institutions), 2009 (Bill 227) 
second reading, 9232-9233 
Highway Traffic Amendment Act (Aftermarket Brake 
Pad Standards), 2009 (Bill 181) 
second reading, 7254 
Inactive Cemeteries Protection Act, 2009 (Bill 149) 
second reading, 5483-5484 
Lake Superior Day 
responded to, 4310 
Legislative channel 
responded to, 3253-3254 
Long-term care 
responded to, 4120-4122 
Mental health and addiction services 
responded to, 4492-4493 
Milk in schools 
responded to, 3246-3247 
Missing persons alert 
responded to, 8517-8519 
Municipalities 
responded to, 5298-5300 
Northem York Region Power Conservation Act, 2008 
(Bill 79) 
second reading, 2847 
Ontario College of Trades 
responded to, 8122-8124 
Pension plans 
responded to, 7247 
Registered Retirement Savings Protection Act, 2010 
(Bill 96) 
second reading, 3559-3560 
Representation Amendment Act, 2008 (Bill 104) 
second reading, 3555 
Senators' Selection Act, 2009 (Bill 67) 
second reading, 8510-8512 
Seniors' Ombudsman Act, 2008 (Bill 102) 
second reading, 3549-3550 
Single-Use Bottled Water Ban Act, 2008 (Bill 112) 
second reading, 3945-3946 
Skills training 
presented, 3258-3260, 3264-3265 


Smoke-Free Ontario Amendment Act (Cigarillos), 2008 


(Bill 124) 
second reading, 4303-4304 
Taxation Amendment Act (Equipment Purchased for 
Persons with Disabilities), 2008 (Bill 109) 
second reading, 3950-3951 
Towing Industry Act, 2008 (Bill 87) 
second reading, 2860-2861 
Truscott, Steven 
responded to, 1991 
Zero Waste Day Act, 2010 (Bill 247) 
second reading, 9564 
Private schools 
Pretty River Academy (Collingwood) 
government funding for new playing field, 7385 
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Provincial Advocate for Children and Youth, 4874-4875, 
4878 
Provincial safety and equity officer, 6001-6002 
Public education campaigns 
Bullying Awareness and Prevention Week, 9387-9388 
Franco-Ontarian flag day, 2843 
Global Education Initiative, 3001 
International Mother Language Day, 7060-7061 
World Teachers’ Day, 3099, 7779 
Public housing 
government funding, 632 
Public libraries 
government funding, 9568-9569 
Public Sector Expenses Review Act, 2009 (Bill 201) 
second reading, 7616-7619 
time allocation motion 
responded to, 7659-7661 
Quebec 
training levy, 3265 
tuition fees, 99, 632 
Racial profiling, 8136 
Registered retirement savings plans 
protection from creditors, 3559-3560 
Regulated health profession colleges 
power to directly observe regulated health 
professionals, 4812 
Regulated Health Professions Amendment Act, 2009 (Bill 
141) 
second reading, 4812 
Reports 
Inquiry Into Pediatric Forensic Pathology in Ontario 
(Stephen Goudge), 4569-4570 
Ontario University Faculty Sound Waming Over 
Declining Quality (Ontario Confederation of 
University Faculty Associations), 5512, 5580 
A Review of the Colleges Collective Bargaining Act 
(Kevin Whitaker), 2478 
Review of the Roots of Youth Violence (Roy McMurtry, 
Alvin Curling), 3967 
The Road to Health: A Final Report on School Safety 
(Schoo! Community Safety Advisory Panel), 5475, 
5540-5541, 5543-5544, 6001 
Shaping a Culture of Respect in our Schools: Promoting 
Safe and Healthy Relationships (Report on Gender- 
based Violence, Homophobia, Sexual Harassment 
and Inappropriate Sexual Behaviour in Schools), 
4658, 6964-6965 
Road Safety Act, 2009 (Bill 126) 
third reading, 6130-6133 
Scandinavia 
quality of life, 917 
School board budgets 
budget deficits, 2256-2257 
School board trustees, 6650-6651 
accountability, 7362-7363 
autonomy, 7359-7360 
Catholic school trustees 
trustees to uphold board decisions, 7363-7364 
code of conduct, 7364-7365 
School boards 
audit committees, 7365 
governance 
reform, 8936-8937 
oversight by Ombudsman, 2641 
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Marchese, R. (NDP, Trinity-Spadina) (continued) 
responsibility for student achievement, 7364 
School cafeterias 
ban on trans fat in food and beverages, 217-220, 489 
School closures, 1163, 1366-1367, 2124, 3692 
deferral, 3829 
Metcalfe Central Public School, 3829 
School fundraising, 221, 6650 
Schoo! principals, 4658 
School safety, 5475 
data collection, 4658 
documentation by principal, 6836 
government advertising, 4659 
hiring of full-time social workers, 5542 
partnership with community agencies, 4658 
reporting of violent incidents, 4658, 5475, 6836 
safety plan for harmed students, 6836 
School vending machines 
ban on unhealthy food and beverages, 71, 218-220 
Schools 
Africentric school, 8136 
closure 
northern Ontario, 2258 
rural Ontario, 2255 
Senior citizens, 4121 
Shingwauk Education Trust, 2154 
Skilled trades, 7106 
Smoke-Free Ontario Amendment Act (Cigarillos), 2008 
(Bill 124) 
second reading 
public consultation, 4304 
Smoking, 1480, 4303-4304 
Special education, 1414, 6001 
Arrowsmith program at Toronto Catholic District School 
Board, 7269, 7358 
government funding, 3402-3403, 5541-5542, 9365 
Special-needs students, 6650 
Speed limiters 
Australia, 2594 
reduction of greenhouse gas emissions, 2593 
Strikes 
University of Windsor faculty members, 2670 
Student achievement, 6650, 7361 
Student Achievement and School Board Governance Act, 
2009 (Bill 177) 
second reading, 7351, 7358-7367 
third reading, 8936-8937 
Student debt, 944-945, 2920-2921, 3485 
Student enrolment 
decline, 2124 
Student evaluation 
standardized, 46 
Student grants 
distance grant, 6491 
textbook and technology grant, 6491 
Student user fees, 501, 611 
Students 
extracurricular activities, 7834 
Supply Act, 2008 (Bill 45) 
second reading, 631-633 
Swimming pools 
closure, 5430 
Tarion Warranty Corporation 
board of directors, 7257, 7261 
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complaints, 7257 
Tax credits 
manufacturing investment tax credit, 3404 
purchase of equipment or devices for persons with 
disabilities, 3950 
Teacher collective agreements 
Elementary Teachers' Federation of Ontario, 4620 
Teacher collective bargaining 
Elementary Teachers' Federation of Ontario, 3323 
Teacher-librarians 
reduction, 5426 
Teacher-student ratios, 9519-9520 
Teachers, 4658, 5291 
English as a second language teachers, 1414 
Technical safety standards 
regulation, 8095 
Technical Standards and Safety Authority (TSSA), 8090- 
8091 
appointment of directors, 8093-8094 
Technical Standards and Safety Statute Law Amendment 
Act, 2009 (Bill 187) 
second reading, 8090-8096 
Temporary help agency employees, 5142-5145 
Throne speech debate 
participation, 98-102 
Time allocation motions 
Ontario College of Trades and Apprenticeship Act, 2009 
(Bill 183) 
responded to, 7845-7850 
Ontario Labour Mobility Act, 2009 (Bill 175) 
responded to, 8929-8931 
Public Sector Expenses Review Act, 2009 (Bill 201) 
responded to, 7659-7661 
Tobacco Damages and Health Care Costs Recovery Act, 
2009 (Bill 155) 
second reading, 5411, 6201-6205 
Tobacco products 
ban on possession of unmarked cigarettes, 6098 
ban on sale of cigarillos/flavouring agents, 4304 
labelling, 4304 
health warnings, 6305 
illegal production, 5411 
illegal sale, 6097-6098, 6205 
Tobacco products manufacturers 
recovery of tobacco-related health care costs from 
manufacturers, 6202-6203 
Toronto District School Board 
budget deficit, 651 
international languages program, 8136 
swimming pools 
closure, 995, 1058, 1105, 1572-1573 
Toronto District School Board-Future Shop agreements 
use of Future Shop colours in computer lab, 6190 
Toronto Transit Commission (TTC) 
purchase of streetcars from Bombardier 
government funding, 6270 
Towing industry 
regulation, 2860-2861 
Toxic substances 
reduction plan, 6301-6304 
emissions reduction, 6302 
fees, 6303 
Toxics Reduction Act, 2009 (Bill 167) 
second reading, 6299-6305 
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Marchese, R. (NDP, Trinity-Spadina) (continued) 
Trade, Investment and Labour Mobility Agreement 
(TILMA), 8929-8930 
Training for Workers Act, 2008 (Bill 107) 
first reading, 3096 
Training programs, 3403-3404 
Transit systems 
electric trains, 8263 
purchase of mass transit vehicles 
made in Ontario, 918 
Tributes 
Snow, James (former Minister of Transportation and 
Communications), 6282 
Truck drivers 
driving speed, 2594 
Trucks 
speed limit capped at 105 km. per hour, 2594 
Tuition fees, 98-99, 632, 2920, 3485 
flat fees 
University of Toronto, 5885, 5950-5951, 6390 
increase, 610-611 
United States 
financial market crisis, 7659 
Massachusetts Toxics Use Reduction Act, 6304 
Universities/colleges 
contract teachers, 5142-5143 
government funding, 102, 501, 631, 944-945, 988, 2480- 
2481, 2670, 2919-2920, 2928, 3402, 4382, 4651- 
4652, 4903, 5125, 5512, 8108 
University of Toronto 
government funding, 516 
strike, 4651 
University of Western Ontario 
revenue shortfall, 4902 
York University 
contract teachers, 4426 
strike, 4382, 4651 
University presidents 
salaries/benefits, 4056-4057 
Voters/voting 
voter turnout, 5298-5299 
Waste 
nuclear/radioactive waste, 6728 
Waste management/programs 
recycling 
water bottles, 3945-3946 
Workers 
job retraining 
government funding, 7475 
temporary workers, 5138-5139 
training, 3258, 3264-3265 
Workforce skills development and recognition fund, 3096, 
3258-3259 
Workplace Safety and Insurance Amendment Act, 2008 
(Bill 119) 
second reading, 3718 
Young offenders 
rehabilitation, 3014-3015 
Youth crime 
prevention, 4875-4880 
Youth justice system 
reform, 4876 
Youth/students 
political involvement, 6130-6131 


Youth violence, 3967, 5475 


Martiniuk, G. (PC, Cambridge) 


Agencies/boards/commissions/etc. 
expenditures 
accountability, 7601-7602 
Anniversaries 
Stroke Recovery Association, Cambridge District 30th 
anniversary, 7835 
Automobile industry 
General Motors of Canada Ltd. 
pension plan, 7203 
Blind Persons' Rights Amendment Act, 2008 (Bill 70) 
first reading, 1724 
Budget 
early disclosure of budget documents, 921-922 
Budget deficit, 3476 
Budget Measures and Interim Appropriation Act, 2008 
(Bill 44) 
second reading, 794, 921-924 
Cancer drugs 
Avastin, 8920-8921 
Capital tax, 3476 
Christopher's Statute Law Amendment Act (Sex Offender 
Registry and Electronic Sexual Material), 2008 (Bill 
128) 
first reading, 4065-4066 
Clubs 
Rotary International, 9322-9323 
Debates re answers to oral questions 
Taxation 
requested, 8803 
participation, 8803 
Diabetes, 8547 
type 1 diabetes, 5289-5290 
Doctors 
patient-to-doctor ratio, 160 
Dollar 
Canadian, 3474 
Economic decline, 2987 
Education Amendment Act (Pupils with Diabetes), 2009 
(Bill 137) 
first reading, 4427-4428 
second reading 
public consultation, 5295 
Education Statute Law Amendment Act (Electronic Sexual 
Material), 2009 (Bill 202) 
first reading, 7393 
Employment creation 
by government, 3476 
Employment-related benefits 
organ donor leave, 5221-5222 
Employment Standards Amendment Act (Organ Donor 
Leave), 2009 (Bill 154) 
second reading, 5221-5222 
Food banks 
Cambridge Self-Help Food Bank, 7696 
Full Day Early Leaming Statute Law Amendment Act, 
2010 (Bill 242) 
second reading, 9525-9526 
Government accountability, 7609-7610, 7715 
Government debt, 3475-3476 
Government expenditures, 3475-3476 
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Martiniuk, G. (PC, Cambridge) (continued) 
Government orders 
Ontario economy 
responded to, 3474-3476 
Government record 
Liberal (2003-2010) 
hospitals, 921-922 
Government revenue, 2609, 3475-3476 
Green Energy and Green Economy Act, 2009 (Bill 150) 
second reading, 5437, 5446-5447, 5449 
Harmonized sales tax, 7202 
impact on senior citizens, 8781, 8803 
public consultation, 8803 
Hospital beds 
long-term-care beds, 7203 
shortage, 794 
Hospital expansion 
Cambridge Memorial Hospital, 6143-6144 
Hospital funding 
government funding, 6144, 9362-9363 
Cambridge Memorial Hospital, 924, 6408-6409 
population needs-based funding, 5382 
Hospital redevelopment 
Cambridge Memorial Hospital, 5512, 5623, 6019 
Hospital services 
emergency 
reduction in Niagara region, 9363 
Hospitals 
Cambridge Memorial Hospital 
downsizing to urgent care centre, 5382 
Housing construction, 3476 
Ideas for the Future Act, 2008 (Bill 100) 
second reading, 2986-2987 
Income disparity, 3475 
Kindergarten 
full-day 
site selection process, 9525-9526 
Legislative procedure 
members/ministers must be in own seats for recorded 
vote, 8944 
Libraries/schools 
use of Internet filtering software, 4066, 7739-7740, 7745- 
7746 
Long-term-care facilities 
government funding, 3002 
personal care, 7203 
Long-term-care workers 
abuse, 3002 
Manufacturing industry 
layoffs, 3474-3475 
Members'/ministers' constituencies/constituency events 
Cambridge 
Canada Day parade, 7150 
Seniors' Education Day, 6995 
Members/ministers quoting letters 
Falkiner, Sandy (Cambridge), 6019 
Hook, Brian (parent), 5290 
Members/ministers quoting newspaper articles 
Cambridge Times, 3474, 7740 
Toronto Star, 922 
Members/ministers quoting statements 
Rehmtulla, Raheema (PurePages, Internet filtering 
software company), 7740 
TD Bank Financial Group, 3475 
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Members'/ministers' remarks 
Liberal (2003-2010) 
Smitherman, George (Toronto Centre) 
as Minister of Energy and Infrastructure, 5449 
withdrawn, 5230, 9120 
Members’ statements 
Canada Day parade, 7150 
Diabetes, 8547 
Food banks, 7696 
Hospital funding, 6143-6144 
Long-term care, 3002 
Ontario budget, 5622-5623 
Portuguese Canadian community, 7527 
Remembrance Day, 8353 
Rotary clubs, 9322-9323 
Salvation Army, 8652 
Seniors’ Education Day, 6995 
Stroke Recovery Association, 7835 
Television industry, 8263-8264 
Military reservists 
job-protected leave, 13 
Ministerial statements, responded to 
Seniors' Month, 7202-7203 
Ministry of Economic Development and Trade 
Next Generation of Jobs Fund, 3476 
Ministry of Training, Colleges and Universities 
second career strategy, 3475 
National/independence/memorial days 
Holodomor Memorial Day, 5307 
Ontario College of Trades and Apprenticeship Act, 2009 
(Bill 183) 
second reading, 7212 
Opposition day motions, responded to 
Electronic health information, 7715 
Government accountability, 6018-6019 
Hospital services, 6408-6409 
Young offenders, 3019-3020 
Oral questions, presented 
Cancer treatment, 8920-8921 
Hospital funding, 5382, 5512, 9362-9363 
Ontario economy, 2609 
Taxation, 8781 
Patient-to-Doctor Ratio Act, 2007 (Bill 13) 
first reading, 160 
Persons with disabilities 
right to access places with guide dogs, 1724 
Petitions 
Cambridge courthouse, 3283, 4299 
Diabetes treatment, 4255, 4434-4436, 4634-4635, 5196- 
5197, 5245, 5435 
Gasoline prices, 1721, 1926, 3780, 3885 
Hospital funding, 5629, 6003, 6198, 6200, 6398, 6607, 
7001, 7210, 7881, 8359-8360, 8469 
Lord's Prayer, 426, 773, 1108, 1314-1315, 1892, 1927- 
1929 
Military families, 82-84 
Protection of minors, 5195-5196, 5244, 5433-5434, 
5631, 6004, 6199-6200 
Reconstructive surgery, 9005 
Sexual reassignment surgery, 3284 
Stroke survivors, 2573-2574, 3142 
Stroke therapy, 3000, 3189 
Taxation, 6815, 7240, 7529, 7701, 7737-7738, 7842, 
7880, 8078, 8269-8270, 8358, 8659, 8792-8793 
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Martiniuk, G. (PC, Cambridge) (continued) government funding, 2090 
Poverty Reduction Act, 2009 (Bill 152) intensive behavioural intervention (IBl), 25, 79, 482, 
second reading, 5254, 5259-5260 693, 1471-1472, 2090, 5826 
Private members’ public business Bunda, Sebastian case, 7692 
Automobile insurance government funding, 996, 7383 
responded to, 7545 wait lists, 1883-1884 
Education Amendment Act (Pupils with Diabetes), 2009 respite services, 25 
(Bill 137) summer camps, 25, 2090 
second reading, 5289-5290, 5295 Awards 
Education Statute Law Amendment Act (Electronic Stand Up for Kids Award 
Sexual Material), 2009 (Bill 202) Wilkes, Jim (recipient), 3734 
second reading, 7739-7740, 7745-7746 Budget, 5509, 5615 
Holodomor Memorial Day Act, 2009 (Bill 147) Cancer drugs 
second reading, 5307 Avastin, 7962, 8920-8921, 9035 
Tobacco Tax Reduction Act, 2009 (Bill 199) Centre Roberts/Smart Centre 
second reading, 7549-7550 government funding, 6752-6753 
Public education campaigns Child abuse, 3147-3148 
Seniors' Month, 7202-7203 Benevenga Day Care, 3273 
World Diabetes Day, 8547 reporting child abuse, 455-456, 3148 
Public Sector Expenses Review Act, 2009 (Bill 201) Child and Family Services Review Board, 2638 
second reading, 7601-7602, 7609-7610 Child and Family Services Statute Law Amendment Act, 
Pupils with diabetes 2009 (Bill 103) 
monitoring and treatment, 4427-4428, 5289-5290 general discussion, 5661 
Regulations, 3476 first reading, 2906 
Remembrance Day, 8353 ministerial statement, 2906-2907 
Salvation Army second reading, 3163-3164, 3166 
Christmas kettle campaign, 8652 third reading, 4831-4832 
Senior citizens, 7202-7203 Child care, 134, 562-563, 3135, 4522, 4618, 4783, 5735 
Sex offender registry, 4066 federal government funding, 5508-5509, 5735, 6748 
Television stations government funding, 1925-1926, 4783, 5735, 6748 
local subsidies, 1514-1515, 3376 
closure, 8263-8264 Child care centres, 3273 
Tobacco Damages and Health Care Costs Recovery Act, Benevenga Day Care, 3273 
2009 (Bill 155) Treasure Island Daycare Centre, 3831-3832 
second reading, 5412, 5644 Child Development Institute 
Tobacco products Earlscourt Girls Connection, 2491 
illegal sale, 5412, 5644 government funding, 2491 
Tobacco tax Child pornography 
reduction, 7549-7550 reporting, 456, 3734 
Toxic substances Child poverty, 174, 2779, 2828, 4519, 4862, 5041, 5198, 
reduction plan 5271 
definition of toxic substance, 7164 Child protection, 455-456 
Toxics Reduction Act, 2009 (Bill 167) Children in care 
third reading, 7164 death, 4941-4942, 5002-5003 
Unemployment rate, 3475 Children's aid societies (CASs) 
United States Children's Aid Society of Simcoe County 
mortgage industry, 5447 government funding, 7831-7832 
Young offenders complaint process, 2638 
publication of names of young offenders convicted of government funding, 3147-3148, 7771-7772 
violent crimes, 3019 Children's mental health care, 1425, 4864, 6273, 6487, 
Youth/students 6753 
smoking, 7549 government funding, 1425, 6273, 6488, 6753 
Children's nutrition programs 
Matthews, Hon. D. (LIB, London North Centre) government funding, 7389 
Aboriginal communities Children's services, 4863 
health care, 9725 government funding, 3487-3488 
Aboriginal youth, 3164 Rainy River, 7731 
Adoption, 3837-3838 Stormont—Dundas—South Glengarry, 1886 
international Children's treatment centres 
bankruptcy of Imagine Adoption, 7827 government funding, 1166 
Air pollution KidsAbility Centre for Child Development 
impact on health in Sarnia-Lambton, 9548 government funding, 1165 
Autism, 5835-5836 Community organizations, 3487 


Autism services, 25, 79, 693 
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Matthews, Hon. D. (LIB, London North Centre) 
(continued) 
Conferences/seminars/symposiums 
Geneva Centre for Autism International Symposium 
(2008), 5835 
Correctional centres 
youth facilities, 2907, 5661 
Donald Doucet Centre, 2907 
Crown wards 
services, 3734-3735 
Domestic violence, 3690 
Early childhood education 
full-day learning for four- and five-year-old children, 
4522, 4618, 4783, 5509 
Early years centres 
government funding, 3046 
eHealth Ontario 
contracts 
Anzen Consulting Inc., 8861 
public inquiry, 8027, 8456 
evidence of inappropriate practices 
disclosure, 8820 
expenditures, 8544-8545 
Hudson, Alan (former Chairman) 
appearance before Standing Committee on Public 
Accounts, 8302 
Kramer, Sarah (former CEO) 
appearance before Standing Committee on Public 
Accounts, 8302 
Electronic health records, 8685 
contract with Nightingale Informatix Corporation, 8453- 
8454 
Expert Panel on Infertility and Adoption, 6694-6695 
Family health teams, 9503 
Family law 
non-parental child custody applicants required to 
provide a sworn statement, Children's Aid Society 
record and police records check, 4212 
Fatalities 
Sampson, Katelynn (murder victim), 4948 
Schlifer, Barbra (murder victim), 7698 
Federal-provincial agreements/programs 
early learning and child care (ELCC) agreement, 3376 
Food banks 
usage, 4247-4248 
Freedom of Information and Protection of Privacy Act, 
R.S.O. 1990, c.F.31 
extension to hospitals, 8209-8210 
Government record 
Liberal (2003-2010) 
health care, 8104, 8302, 9642-9643 
senior citizens, 8106 
NDP (1990-1995) 
child care, 500 
children's aid societies, 4942 
PC (1995-2003) 
mental health care, 6752 
Government service transfer to municipal jurisdiction 
hospital capital costs 
York region, 4942 
Grants 


Promoting Healthy Equal Relationships grants program, 
1 
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Health care 
London, 8731-8731 
out-of-country, 9639, 9695, 9724-9725 
Parry Sound—Muskoka, 9269-9270 
rural and northern Ontario, 8103-8104, 8407-8408, 9448 
Sault Ste. Marie, 7920 
Health care executives 
compensation, 8302 
Health care funding 
government funding, 9271-9272, 9694-9695, 9722 
out-of-country, 8868 
Niagara region, 9220 
Health Professions Regulatory Advisory Council, 8938 
HIV (virus) 
treatment, 8999 
H1N1 influenza A (swine flu) 
cases, 8461 
waiting period for test results, 8460-8461 
emergency preparedness 
availability of pediatric Tamiflu, 8455 
availability of Tamiflu, 8461 
health plan for influenza pandemic, 8406-8407, 8454- 
8455, 8495-8496 
hospital capacity, 8346 
emergency services, 8346-8347 
Home care 
competitive bidding, 9450 
Hospital beds 
long-term-care beds, 9494-9495 
Hospital closure 
Toronto Grace Hospital, 9269-9270 
Hospital expansion 
Milton District Hospital, 8308, 9080 
Hospital funding 
government funding, 8144, 9360-9361, 9402-9403 
Cambridge Memorial Hospital, 8349 
Ottawa, 9578-9579 
Hospital redevelopment, 9647-9648 
Hospital services 
emergency 
reduction in Niagara region, 8212-8213 
wait times, 3186, 8938-8939 
Hospitals 
Ottawa Hospital, 9578-9579 
Queensway Carleton Hospital, 9575-9576 
Royal Ottawa Hospital 
service and staff cuts, 9646-9647 
Housing 
affordable, 3773, 3962 
Immunization 
H1N1 influenza A (swine flu), 8213, 8301, 9079-9080 
expanded to all children and senior citizens with 
underlying health conditions, 8544 
expanded to all citizens, 8684 
health care workers, 8495 
high-priority groups, 8342-8343, 8404-8405, 8452- 
8453, 8493 
inmates in jails and correctional centres, 8404 
lineups at clinics, 8301, 8303-8304, 8347-8348, 8451- 
8452, 8454 
number of doses administered, 8494-8495 
24-hour immunization clinics, 8304 
Income groups 
low, 5198-5199 
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Matthews, Hon. D. (LIB, London North Centre) 
(continued) 
government funding, 7389 
Infant death 
sleeping arrangements, 4941 
Infertility, 6694-6695 
Legislative procedure 
tabling of documents, 8827 
Local health integration networks (LHINs) 
boards of directors, 9314 
executive salaries, 9311-9312 
Toronto Central Local Health Integration Network 
appointment of Barry Monaghan as CEO, 9359-9360 
Long-term-care facilities 
layoffs, 8543-8544 
Magnetic resonance imaging (MRI) 
wait times, 9450-9451, 9642 
Massacres 
Montreal massacre (6 December 1989), 126, 4431-4432 
Members'/ministers' correction of record, 8461 
Members'/ministers' privileges 
wearing of pins/ribbons/buttons, 3039, 4207 
Members/ministers quoting letters 
MacQuarrie, Barb (community director, Centre for 
Research and Education on Violence Against 
Women and Children in London), 456 
Members/ministers quoting reports 
Special Report: Ontario's Electronic Health Records 
Initiative (Office of the Auditor General of Ontario), 
8453 
Members/ministers quoting statements 
Bielfeld, Arthur (June Callwood Campaign against Child 
Poverty), 4519 
Callwood, June (journalist and social activist), 688 
Capponi, Pat (mental health advocate), 4519 
Closson, Tom (president, Ontario Hospital Association), 
8210 
Convery, Pat (executive director, Adoption Council of 
Ontario), 3838 
Kitts, Jack (ex-officio governor, Board of Governors, 
Ottawa Hospital), 9646 
Lankin, Frances (president and CEO, United Way 
Toronto), 4519 
Law, Marcus (family health team doctor), 8685 
McCarter, Jim (Auditor General of Ontario), 8102 
McCuaig, Kerry (former executive director, Ontario 
Coalition for Better Child Care), 500 
Mendelson, Michael (Caledon Institute of Social Policy), 
688, 4519 
Murphy, Emily (first female police magistrate in the 
British Empire), 3382 
Nyberg, Gail (Daily Bread Food Bank), 688 
Oliphant, Michael (director or research and 
communications, Daily Bread Food Bank), 688 
Mental health care 
Brockville Mental Health Centre 
transfer acute care unit to Brockville General Hospital, 
9367 
government funding, 6752 
Minimum wage 
increase, 3528, 5198 
Ministerial statements, presented 
Adoption Awareness Month, 3837-3838 
Canadian Infertility Awareness Week, 6694-6695 
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Child Abuse Prevention Month, 3147-3148 
Persons Day, 3382 
Poverty, 5041-5042 
Sexual Assault Prevention Month, 6497 
Sexual harassment, 2250-2251 
Sexual Harassment Awareness Week, 7155 
Woman Abuse Prevention Month, 3690 
Women's History Month, 3055 
World Autism Awareness Day, 5835-5836 
Young offenders, 2906-2907 
Ministers redirecting oral questions, 132, 379, 482, 608- 
609, 996, 1101, 1304, 1423, 1472, 2490, 3135, 3773, 
3832, 6748 
Ministry of Children and Youth Services 
respite services for families of children with autism, 693 
seasonal camps for children with autism, 693 
telepsychiatry program, 6273, 6488 
youth opportunities strategy, 650, 2907, 3276-3277 
Ministry of Education 
Safe Schools Action Team, 2251 
Ministry of Education/Ministry of Children and Youth 
Services 
student support leadership initiative, 6488, 6553 
National child benefit supplement (NCBS) 
clawback, 608-609, 649 
Ontario child benefit (OCB), 173-174, 456, 563, 608-609, 
649, 1516, 2440, 2779, 3135, 3528, 3961-3962, 
4104, 5683 
Ontario disability support program (ODSP), 4820 
Ontario disability support program (ODSP) benefits, 3732 
Ontario drug benefit program (ODB) 
cuts to seniors' drug benefits, 8143-8144 
Ontario health insurance plan (OHIP) 
inclusion of prostate-specific antigen test as insured 
service, 9080-9081 
Ontario Women's Directorate 
domestic violence action plan, 125, 2251, 4432 
Ontario Works program benefits 
back-to-school allowance, 649 
winter clothing allowance, 649 
Oral questions 
Health care 
Special education, 8731-8732 
Oral questions, presented 
Poverty, 2778 
Oral questions, responded to 
Aboriginal health care, 9725 
Access to information, 4325-4327, 4384 
Affordable housing, 3773 
AIDS treatment, 8999 
Assistance to farmers, 6748 
Assistance to the disabled, 5784 
Autism services, 25, 79, 482, 693, 996, 1471-1472, 
1883-1884, 2090, 5826, 7383, 7692 
Cancer treatment, 7962, 8920-8921, 9035 
Child abuse, 3273 
Child care, 134, 500, 562-563, 1514-1515, 1925-1926, 
3376, 3831-3832, 4618, 4783, 5508-5509, 5735 
Child poverty, 688-690, 2779, 3487-3488 
Child protection, 3734-3735, 4212, 4940-4942, 4947- 
4948, 5002-5003 
Children and youth services, 1886 
Children with special needs, 2491, 4808 
Children's aid societies, 2638, 7771-7772, 7831-7832 
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Children's mental health services, 1425, 4863-4864, 
6273, 6487-6488, 6553, 6752-6753 

Children's services, 3046, 7731 

Children's treatment centres, 1165-1166 

Composting, 8866-8867 

Diagnostic services, 9079-9081 

Electronic health information, 8027, 8302, 8453-8456, 
8544-8545, 8685, 8783-8784, 8820, 8861 

Emergency services, 8345-8346 

Executive compensation, 8302 

Flu immunization, 8105, 8301, 8303-8304, 8342-8344, 
8346-8347, 8403-8407, 8451-8454, 8458, 8493- 
8495, 8544, 8684, 9079-9080 

Flu pandemic preparedness, 8454-8455, 8460-8461, 
8495-8496 

Freedom of information, 8209-8210 

Government record, 8102 

Health care, 8103-8104, 9269-9272, 9503, 9639, 9642- 
9643, 9695, 9725 

Health care funding, 8868, 9220, 9450-9451, 9548, 
9578-9579, 9694-9695, 9722 

Home care, 9450 

Hospital funding, 8144, 8212-8213, 8349, 9360-9361, 
9367, 9402-9403, 9646-9648 

Hospital services, 8308, 8346, 9080, 9575-9576 

International adoptions, 7827 

Local health integration networks, 9311-9312, 9314, 
9359-9360 

Long-term care, 8543-8544, 9494-9495 

Low-income Ontarians, 608-609, 7389 

Minimum wage, 4247-4248 

National child benefit supplement, 649 

Northern and rural health services, 9448 

Ontario child benefit, 1516 

Ontario disability support program, 4820 

Ontario drug benefit program, 8143-8144 

Palliative care, 9547 

Patient safety, 9544, 9640-9641. 9690-9691, 9721 

Patient transfers, 7920 

Pay equity, 3877 

Poverty, 173-174, 336, 1470, 1605, 1712, 2088, 2491- 
2492, 2602-2603, 2643, 2827-2828, 3134-3135, 
3180-3181, 3238, 3528, 3640, 3732, 3876, 3961- 
3962, 4104, 4149-4150, 4327, 4519, 4521-4522, 
4750, 4781-4782, 4861-4862, 5032, 5423, 5615, 
5683, 6077, 6599-6600 

Rural health services, 8407-8408 

School nutrition programs, 378-379 

Senior citizens, 8106 

Sewage sludge, 9216-9217 

Social assistance, 2440, 4289 

Student assistance, 2490 

Violence against women, 4213-4214 

Workplace safety, 7433 

Youth correctional facilities, 5661 

Youth crime, 3085 

Youth employment, 650-651 

Youth services, 2294, 3276-3277, 7640-7641 

Palliative care 

Ottawa area, 9547 

Patient safety 

surgical errors and pathology results, 9690-9691, 9721 


unnecessary mastectomies performed at Hétel-Dieu 
Grace Hospital, 9544, 9640-9641 
Pay equity, 3877 
Positron emission tomography (PET) 
availability in northeastern Ontario, 9079 
Poverty, 173-174, 336, 3528, 4104, 4327, 4519, 5271 
social effects, 6425 
Poverty Reduction Act, 2009 (Bill 152) 
general discussion, 5423, 6077 
public consultation, 6077, 6599 
first reading, 5040 
second reading, 5198-5199, 5202, 5271 
third reading, 6421-6422, 6424-6425 
Poverty reduction strategy, 651, 689-690, 2490, 2602- 
2603, 2778-2779, 2827-2828, 3134-3135, 3180- 
3181, 3238, 3487-3488, 3528, 3640, 3961, 4104, 
4149-4150, 4289, 4327, 4519, 4521, 4750, 4781- 
4782, 4832, 4861, 5032, 5041, 5198-5199, 5202, 
5423, 5615, 5683, 6077, 6599-6600 
community hub program, 4521 
community opportunities fund, 4521 
housing benefit, 3962 
public consultation, 1470, 1605, 1712, 2088, 2491- 
2492, 2643, 2778, 2828, 3134-3135, 3773, 3876, 
4149, 4327, 6421-6422 
social assistance review, 5784 
town hall meeting, 4861 
25 in 5 plan, 5032 
Private members’ public business 
Child Pornography Reporting Act, 2008 (Bill 37) 
second reading, 455-456 
Provincial Advocate for Children and Youth 
access to information, 4325-4327, 4941-4942 
power to require a person to provide information, 4384 
Public education campaigns 
Adoption Awareness Month, 3837-3838 
Canadian Infertility Awareness Week, 6694-6695 
Child Abuse Prevention Month, 3147, 3734, 7735 
Children's Mental Health Week, 6553 
Equality Rules, 2251, 3690 
International Day for the Elimination of Violence Against 
Women, 4213 
International Women's Day, 5242 
Neighbours, Friends and Families public education 
campaign, 125, 2251, 3690, 5242 
Persons Day, 3382 _ 
Sexual Assault Prevention Month, 1727, 6497 
Sexual Harassment Awareness Week, 2250-2251, 7155 
White Ribbon Campaign, 126 
Woman Abuse Prevention Month, 3690 
Women's History Month, 3055 
World AIDS Day, 8999 
World Autism Awareness Day, 5835-5836 
Quebec 
child care, 4783 
poverty reduction strategy, 5423 
Regulated Health Professions Statute Law Amendment 
Act, 2009 (Bill 179) 
third reading, 8938-8939 
Reports 
Breaking the Cycle: Ontario's Poverty Reduction 
Strategy, 5041, 5198 
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The Cost of Poverty: An Analysis of the Economic Cost 
of Poverty in Ontario (Ontario Association of Food 
Banks), 4104 

Hunger Count 2008: A Comprehensive Report on 
Hunger and Food Bank Use in Canada (Food 
Banks Canada), 424 

Report of the Paediatric Death Review Committee and 
Deaths Under Five Committee (Office of the Chief 
Coroner), 4941, 4947-4948 

Review of the Roots of Youth Violence (Roy McMurtry, 
Alvin Curling), 2907 

The Road Ahead: Poverty Reduction in Ontario 
(Campaign 2000), 688-689 

A Shared Responsibility: Ontario's Policy Framework for 
Child and Youth Mental Health (Ministry of Children 
and Youth Services), 6273, 6487 

Survivor Voices; Welcoming Women to Make Change, 
4432 

2008 Ontario Report Card on Child and Family Poverty 
(Campaign 2000), 4150 

Sewage spills 

South Castor River (Vernon), 9216-9217 
Sexual assault, 1727, 6497 
Sexual harassment, 2250-2251, 7155 
Special-needs children 

government funding, 4808 

services, 4808 
Telehealth Ontario 

increase in volume of calls due to H1N1 influenza A 
(swine flu), 8303-8304 

Violence against women 
Day of Remembrance and Action on Violence Against 
Women, 125-126, 4431-4432 
Take Back the Night, 7698-7699 
Waste management/programs 

composting 

addition of sewage sludge, 8866-8867 

Websites 

www.citizenship.gov.on.ca/owd/, 2251 

www.ontariowomensdirectorate.gov.on.ca, 3055 
Women, 5242 
Women's services 

abused women, 4214 
Working income tax benefit (WITB), 4781 
Workplace harassment/violence, 2251, 7433 
Young offenders 

rehabilitation, 4831 

repeat offenders, 2906-2907 
Youth justice, 2294 
Youth justice centres, 3164, 4832 
Youth justice system 

closure of CASATTA and York Detention Centres, 7640- 
7641 

reform, 3163-3164, 4831-4832 

Youth/students 
public consultation, 2294 
Youth violence, 4832 


Mauro, B. (LIB, Thunder Bay—Atikokan) 
Aboriginal communities 

health care, 615 

housing, 6336 
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Aboriginal housing trust, 6337 
Aboriginal students 
post-secondary education, 5233-5234 
An Act to amend the Canada Grain Act, Chapter 22 of the 
Statutes of Canada 1998 and Chapter 25 of the 
Statutes of Canada, 2007 (Bill C-39), 997 
Agencies/boards/commissions/etc. 
expenditures 
accountability, 7588-7589, 8622-8623 
review by Integrity Commissioner, 7594-7595, 7598, 
7602, 7615 
Apology, 5398 
Apology Act, 2009 (Bill 108) 
third reading, 5398 
Appreciation 
Wicklund, Kent (Canadian Conference of Sheet Metal 
Workers competition), 7084 
Apprenticeship training programs 
government funding, 8949 
women in skilled trades program, 7136 
Biomass energy, 5179 
British Columbia 
forest industry, 3422 
Budget, 600 
Budget deficit, 3421-3422, 7594 
Budget Measures Act, 2009 (Bill 162) 
second reading, 5934-5937 
Budget Measures and Interim Appropriation Act, 2008 
(Bill 44) 
second reading, 785, 794-795, 858-859 
third reading, 1644-1645 
Business education tax, 659 
reduction, 785, 823 
Buy in Canada for Mass Transit Vehicles Act, 2008 (Bill 
39) 
first reading, 369 
C. difficile outbreaks, 2464 
public inquiries, 2465 
Cancer 
prostate cancer, 2904-2905 
Capital works projects 
government funding, 659-660 
Thunder Bay, 3423, 6496 
Centre for Research and Innovation in the Bio-Economy 
(CRIBE), 896, 3032, 3424 
Citizens Panel on Increasing Organ Donations, 5225, 
5367 
Colleges Collective Bargaining Act, 2008 (Bill 90) 
third reading, 2938-2941 
Colleges of applied arts and technology (CAATs) 
collective bargaining 
inclusion of part-time and sessional employees, 2938, 
2941 
Confederation College, 2940 
government funding, 2940 
Community safety programs 
community policing partnership program, 4126 
Safer Communities - 1,000 Officers Partnership 
program, 4126 
Compensation 
victims of Dr. Charles Smith's work in child-death 
investigations, 4419 
Concerts 
Rafiki Youth Choir, 6558 
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Congratulatory remarks 
Fort Williams Redskins football team, 3190 
Sir Winston Churchill Collegiate and Vocational Institute 
students, 6394 
Consumer protection 
_ energy contracts, 9217, 9261 
Corporate tax exemptions 
Ontario tax exemption for commercialization (OTEC) 
eligibility for refund, 3034 
Corporate tax reduction, 5934 
Correctional centres 
youth facilities, 5661 
Court security, 4132 
Courthouses 
construction 
Thunder Bay, 4627 
Thunder Bay-—Atikokan, 5129 
Crime, 4126 
Crime against seniors 
elder abuse, 2301 
Crime prevention programs, 4126-4127 
Doctors, 5431-5432, 5513 
Drivers 
age discrimination, 4552-4553 
impaired drivers 
Operation Red Nose program (St. John’s Ambulance), 
8568 
Economic conditions, 3421 
Economic growth 
five-point economic plan, 3424 
Elections/by-elections 
barrier-free access, 8568 
Electricity rates 
increase, 5178 
Electricity retailers/gas marketers 
contracts, 4675 
cheque cashing, 4675 
reaffirmation letter, 4675 
Electronic health records, 8622 
Emergency management 
pandemic, 1819 
Employment creation, 3422-3423 
Employment-related benefits 
organ donor leave, 5225, 5367 
Employment Standards Amendment Act (Organ Donor 
Leave), 2009 (Bill 154) 
second reading, 5225-5227, 5367-5369 
Energy 
renewable energy, 5178-5179 
renewable energy projects 
standard offer program, 5179 
wind farms, 5179 
Energy Consumer Protection Act, 2010 (Bill 235) 
second reading, 9261 
Environmental Protection Act (Greenhouse Gas 
Emissions Trading), 2009 (Bill 185) 
second reading, 7633 
Family health teams, 5432 
Federal government 
police officer recruitment fund, 4125, 4127, 4132 
transfer payments 
equalization program, 3145 
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Federal-provincial agreements/programs 
Canada-Ontario affordable housing program 
agreement, 1210 
Festivals 
Thunder Bay Blues Festival, 4950 
Forest industry 
layoffs, 2809, 3422, 5935-5936 
Full Day Early Leaming Statute Law Amendment Act, 
2010 (Bill 242) 
second reading, 9512-9513, 9615, 9625 
Fundraising 
Bachelors for Hope Charity Auction, 6891 
Fresh Air Experience 10K fundraiser, 1408 
Run for the Cure, 8548 
George Jeffrey Children's Centre, 1408 
Global Sticks Inc., 7649-7650 
Good Government Act, 2009 (Bill 212) 
time allocation motion 
responded to, 8568-8570 
Government notice of motions 
Legislative reform 
responded to, 1261-1264 
Government orders 
Federal-provincial fiscal policies 
responded to, 2808-2810 
Ontario economy 
responded to, 3421-3424 
Government record 
Liberal (2003-2010), 397 
accountability, 7596-7597 
research and innovation, 3031 
NDP (1990-1995), 3421 
PC (1995-2003), 660, 3421 
accountability, 8429-8430 
time allocation motions, 8568-8569 
Government service transfer to municipal jurisdiction, 
3421 
Green Energy and Green Economy Act, 2009 (Bill 150) 
second reading, 5178-5180 
GRK Fasteners 
tariffs paid, 8789, 8821 
Harmonized sales tax, 6512-6513 
Health care, 5513 
Health care funding 
accountability and oversight, 8429-8430 
government funding, 5226 
Thunder Bay—Atikokan, 1049 
High technology industries 
Tornado Medical Systems, 8263 
Hockey players 
Gatherum, Dave, 5688-5689 
Hospital funding 
government funding 
Thunder Bay—Atikokan, 4626 
Hospitals 
Thunder Bay Regional Health Sciences Centre 
angioplasty, 883-884, 3444, 5036, 5368 
Thunder Bay Regional Research Institute, 3032 
Housing 
affordable 
northern Ontario, 1211 
Ideas for the Future Act, 2008 (Bill 100) 
second reading, 3031-3034 
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Increasing Access to Qualified Health Professionals for 
Ontanans Act, 2008 (Bill 97) 
second reading, 2722 
Investing in Ontario Act, 2008 (Bill 35) 
third reading, 1707 
Kindergarten 
full-day, 9512-9513, 9615, 9625, 9650-9651 
Lac Seul First Nation 
all-season road, 3441 
Layoffs, 3422 
Legislative process 
family friendly reforms, 1261-1263 
Local health integration networks (LHINs), 6416 
Medical schools 


Northern Ontario School of Medicine, 2464-2465, 5513 


Medical transplants 
organ and tissue donation, 5367 
Members'/ministers' personal narratives, 3422 
Membérs/ministers quoting newspaper articles 
Thunder Bay Source, 3033 
Members/ministers quoting television programs 
The Agenda, 3422 
Members’/ministers' remarks 
NDP (2003-2010) 
Hampton, Howard (Kenora—Rainy River) 
as leader of the third party, 3880 
PC (2003-2010) 
Tory, John (Dufferin—Peel-Wellington—Grey) 
as Leader of the Opposition, 1262 
withdrawn, 3422 
Members’ statements 
Apprenticeship training, 8949 
Atikokan generating station, 2967 
Breast cancer, 6891 
Cardiac care, 3444 
Concert in Thunder Bay, 6558 
Consumer protection, 2447 
Court facility, 5129 
Elder abuse, 2301 
Federal-provincial fiscal policies, 3145 
Fort Williams Redskins football team, 3190 
Full-day kindergarten, 9650-9651 
George Jeffrey Children's Centre, 1408 
Global Sticks, 7649-7650 
GRK Fasteners, 8789 
Health care, 1049 
Hockey, 5688-5689 
Infrastructure program funding, 6496 
Morrisseau, Norval, 157 
Nurse practitioners, 5431-5432 
Ontario budget, 600, 823 
Organ donation, 1196 
Prostate Cancer Awareness Week, 2904-2905 
Public transit, 6603-6604 
Research and innovation, 8263 
Run of the Cure, 8548 
School boards, 9697-9698 
Sibley Ski Tour, 408 
Sir Winston Churchill Collegiate and Vocational 
Institute, 4866, 6394 
Skilled trades, 7084 
Tamarack House, 5954 
Thunder Bay Blues Festival, 4950 


Thunder Bay paper mill, 3880 
Transfer payments, 4626-4627 
Transit vehicle contract, 6341 
Turner, Logan, 1460 
Ministry of Agriculture, Food and Rural Affairs 
rural economic development (RED) program, 997 
Ministry of Northern Development and Mines 
northern Ontario heritage fund, 3440 
Municipal elections/by-elections 
contribution limits of $5,000 per contributor, 8569 
Municipal infrastructure 
government funding, 2810 
northern Ontario, 1645, 1707 
Thunder Bay/Atikokan, 660-661, 795 
northern Ontario 
government funding, 5935 
Natural disasters 
floods 
Thunder Bay, 2390 
Neskantaga First Nation 
multi-use complex, 3441 
Northern Ontario Heritage Fund Corporation (NOHFC), 
79-80, 660, 6945-6946 
Nurse practitioner-led clinics, 5431 
Nurses, 5513 
Occupational health and safety, 3831 
Occupational health and safety inspection, 3831 
Ontario budget speech (25 March 2008) 
responded to, 659-661 
Ontario child benefit (OCB) 
increase, 5934 
Ontario College of Trades, 7136 
Ontario College of Trades and Apprenticeship Act, 2009 
(Bill 183) 
second reading, 7136 
Ontario health insurance plan (OHIP) 
inclusion of prostate-specific antigen test as insured 
service, 884, 1049, 2904-2905 
Ontario health premium, 883-884, 912 
Ontario Power Generation fossil-fuel generating stations 
Atikokan generating station 
conversion to biomass, 2967 
Ontario Seniors' Secretariat 
Ontario's strategy to combat elder abuse, 2301 
Opposition day motions, responded to 
Electronic health information, 8621-8623 
Health care oversight, 8429-8430 
Hospital services, 6415-6416 
Infectious disease control, 2464-2465 
Taxation, 6512-6513 
Oral questions, presented 
Aboriginal education, 5233-5234 
Aboriginal housing, 6336-6337 
Affordable housing, 1210-1211 
Centre for Research and Innovation, 896 
Consumer protection, 9217 
Disaster relief, 2390 
Employment, 997 
Health care, 615, 5513 
Manufacturing jobs, 8821 
Mining industry, 6945-6946 
Northern economy, 79-80, 653-654 
Northern health services, 5036 
Northern Ontario heritage fund, 3440-3441 
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Pediatric forensic pathology inquiry, 4419 
Property taxation, 2294-2295 
Public health, 1819 
Road safety, 3377 
Workplace safety, 3831 
Youth correctional facilities, 5660-5661 

Organ donors 
compensation, 1196 
Payday loan industry 
regulation, 2447 
Payday Loans Act, 2008 (Bill 48) 
general discussion, 2447 
PC Party documents/plans 
health care funding, 2464 
Pension Benefits Amendment Act, 2010 (Bill 236) 
second reading, 9708 
Pension plans 
reform, 9708 
Petitions 
Employment insurance, 774 
Federal-provincial fiscal policies, 2901-2902, 3452, 4829 
Lord's Prayer, 2211, 2243-2244, 2494 
Mental health services, 8554, 8614, 8739, 8791, 8833, 
8953, 9085-9086 
Property taxation, 2034-2035 
University labour dispute, 4758 
Police officers 
hiring, 4125-4127 
Police services, 4125 
Poverty Reduction Act, 2009 (Bill 152) 
second reading, 5559-5560, 5562 
Private members' public business 
Ontario Energy Board Amendment Act, 2008 (Bill 131) 
second reading, 4674-4675 
Police officers 
presented, 4125-4127, 4132 
Provincial land tax (PLT) 
unorganized municipalities/areas 
public consultation, 2295 
Public education campaigns 
organ and tissue donation, 5369 
Prostate Cancer Awareness Week, 2904 
Public Sector Expenses Review Act, 2009 (Bill 201) 
second reading, 7588-7589, 7594-7598, 7602, 7614- 
7615 
time allocation motion 
responded to, 7661-7662 
Public transportation 
government funding, 7633 
Quebec 
forest industry, 3422 
Receivership 
Thunder Bay Fine Papers Inc., 3880 
Reports 
Northwestem Ontario: Preparing for Change (Robert 
Rosehart), 653-654, 6945-6946 
A Review of the Colleges Collective Bargaining Act 
(Kevin Whitaker), 2941 
Research and innovation 
Thunder Bay—Atikokan, 3031-3032 
Road safety 
wildlife collisions, 3377 


Road Safety Act, 2009 (Bill 126) 
second reading, 4552-4553 
public consultation, 4552-4553 
Savings and Restructuring Act, S.O. 1996, c.1, 8568 
School boards 
amalgamation in Northwest Catholic District School 
Board, 9697-9698 
Schools 
closure 
rural Ontario, 2464 
Sir Winston Churchill Collegiate and Vocational Institute 
Dreamweavers program, 4866 
Senior citizens 
government funding, 659 
Senior homeowners’ property tax grants, 823 
Sioux Lookout Meno Ya Win Health Centre, 615 
Skilled trades, 7136 
Small business, 3422 
Smart Systems for Health Agency (SSHA), 8622 
Smoke-Free Ontario Amendment Act, 2008 (Bill 69) 
second reading, 1868 
Smoking 
ban on smoking in cars with children present, 1868 
Spelling bees 
Turner, Logan (winner, regional spelling bee), 1460 
Sports teams 
Fort William Hurricanes, 5688-5689 
TBayTel Tamarack House, 5954 
Throne speech debate 
participation, 397-398 
Time allocation motions 
Good Govemment Act, 2009 (Bill 212) 
responded to, 8568-8570 
Public Sector Expenses Review Act, 2009 (Bill 201) 
responded to, 7661-7662 
Tobacco Damages and Health Care Costs Recovery Act, 
2009 (Bill 155) 
second reading, 5414 
Tobacco products manufacturers 
recovery of tobacco-related health care costs from 
manufacturers, 5414 
Toronto Transit Commission (TTC) 
purchase of streetcars from Bombardier, 6341, 6603- 


Transit systems 
government funding, 3423 
Thunder Bay~Atikokan, 4626-4627 
purchase of mass transit vehicles 
made in Canada, 369 
Tributes 
Morrisseau, Norval (recipient, 2008 Lifetime 
Achievement Award), 157 
Trillium Gift of Life Network 
program for reimbursing expenses of living organ 
donors (PRELOD), 5227, 5367-5368 
Workplace accidents/fatalities 
cost to business, 3831 
York University Labour Disputes Resolution Act, 2009 
(Bill 145) 
second reading, 4764 


McGuinty, Hon. D. (LIB, Ottawa South) 


AbitibiBowater 
government funding, 3270 
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McGuinty, Hon. D. (LIB, Ottawa South) (continued) 
shutdown, 2895 
Aboriginal protests 
development sites in Brantford, 2121 
An Act to amend the Bankruptcy and Insolvency Act, the 
Companies’ Creditors Arrangement Act, the Wage 
Eamer Protection Program Act and Chapter 47 of the 
Statutes of Canada, 2005 (Bill C-12), 129-130 
An Act to perpetuate an ancient parliamentary right (Bill 1) 
first reading, 8 
Agencies/boards/commissions/etc. 
disclosure of untendered contracts, 7333 
expenditures 
accountability, 7686 
review by Integrity Commissioner, 7331-7333, 7380, 
7383, 7472 
use of consultants 
reduction, 7868 
Annual reports 
Environmental Commissioner of Ontario Annual Report, 
2006-2007 (Reconciling Our Priorities), 49 
Office of the Auditor General of Ontario Annual Report 
(2007), 167 
Office of the Auditor General of Ontario Annual Report 
(2008), 4572 
Office of the Provincial Advocate for Children and 
Youth, 2007-2008 (90 Deaths, Ninety Voices 
Silenced), 4995 
Apprentices, 2086 
Apprenticeship training, 501, 519, 4243 
Dell Inc., 2955 
ratio of tradespeople to apprentices, 519 
electrical apprentice, 1709 
Apprenticeship training programs, 3268 
grants given to International Union of Operating 
Engineers, Local 793, 2484 
Automobile industry, 1710-1711, 2234, 2732, 2954-2955, 
3958-3959, 4017, 4054-4055, 4245, 4857, 4900- 
4901, 5313, 5419-5421, 5569-5570, 5682-5683, 6991 
auto investment plan, 4324 
auto sector investment fund, 18-20, 48, 167, 1880-1883, 
4244 
Big Three (automobile manufacturers) 
financial status, 4324 
federal government funding, 3957-3960, 4017 
federal-provincial partnership, 4244-4245 
Fiat Group, 1604, 1710 
financial assistance, 6076 
Ford Motor Company of Canada 
Flex crossover, 2290 
funding agreement with government, 2287-2289 
General Motors of Canada Ltd., 2234 
Beacon project, 2234-2236 
concession agreements with workers, 5313 
equity stake, 6330 
government funding, 2388, 4325, 6985 
job guarantee in return for government assistance, 
2289 
layoffs, 1819, 1821-1822, 1879, 1881-1882, 1918- 
1919 
participation of Canadian Auto Workers required to 
access government loans, 4748 
plant shutdown, 2233 
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government funding, 2484, 3194, 4054, 4209, 4857, 
4901, 6224-6225 
Honda Canada, 6331 
government funding, 3194 
industry shutdowns 
economic impact, 4330 
investment, 2288-2290, 2387 
layoffs, 2025-2026, 3958 
Ontario automotive strategy fund, 1468 
pension plans, 6188 
Retire Your Ride program, 5570 
transitional support, 5682 
Automobile insurance 
use of credit score in granting insurance, 6886 
Automobile insurance benefits 
reduction of maximum benefit for serious injuries to 
$50,000, 8408-8409 
Automobile insurance rates/premiums 
increase, 8025-8026, 8028-8029 
Automobiles, 4245 
Bankruptcy and Insolvency Act, R.S.C. 1985, c.B-3, 5572 
Bombardier Inc., 376 
Border crossings, 1603-1604 
Detroit River International Crossing Study (Windsor- 
Essex Parkway), 1604 
Breastfeeding, 2958-2959 
Budget, 331, 3177, 4207, 4855-4858, 4899, 5181, 5228, 
5422, 5504-5506, 5510, 5569-5570, 5576-5577, 
5610-5613, 5657-5659, 5663-5665, 5678-5682, 5727- 
5730, 5989, 6076, 6181, 6223-6224, 6329-6330, 
6382, 6484-6486, 6880-6881, 6984-6985, 6992, 
7220-7221 
balanced budget, 6550 
budget speech rehearsal, 5661 
savings, 3526 
support for senior citizens, 5660, 5663 
Budget deficit, 496, 3432, 3485, 3524, 5180-5181, 5311, 
5611, 5680, 7147, 8061-8062, 8205-8206, 8253, 
9721-9722)" 
Budget Measures Act, 2009 (Bill 162) 
general discussion 
public consultation, 6223 
Budget surplus 
transfer of funds to municipalities for infrastructure 
projects, 1570-1571 
Bullying, 5031 
Business education tax 
reduction, 474 
Buy Ontario policy, 8209 
C. difficile, 2775-2776, 2953 
C. difficile outbreaks, 2082 
investigation, 2776, 2956 
public inquiries, 2389 
Canadian Mass Transit Vehicles Act, 2008 (Bill 31) 
general discussion, 377 
Cancer Care Ontario 
expenditures 
internal audit, 7915-7916 
Capital tax 
elimination, 293, 474, 2731, 3268, 4243, 5505, 5778- 
5779 
reduction, 521, 767, 1469, 2955 
Capital works projects, 3193, 4210 
environmental assessment process, 4900 
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government funding, 376, 3959, 4207, 4321-4322, 4577- 
4579, 4616, 4902, 5311, 5506-5507, 5613, 5681, 
5944 
as part of economic stimulus package, 7635-7636 
Capping Executive Compensation Act, 2009 (Bill 180) 
general discussion, 6799 
Child care, 6746 
federal government funding, 6746 
government funding, 6746 
Child poverty, 687-688, 4418 
Children's aid societies (CASs) 
government funding, 8787 
Children's mental health care, 1657 
government funding, 1204, 1658 
Climatic changes, 171, 1246-1247 
Committees 
Standing Committee on Finance and Economic Affairs, 
3316 
Conflict of interest 
Grier, Jason (lobbyist), 8541, 8543 
Constitution Act, 2007 (Democratic representation) (Bill C- 
22), 179 
Construction workers 
occupational health and safety, 4053 
Consumer spending, 4323 
Coroner inquests 
Anzovino, Reilly (motor vehicle accident victim), 9689- 
9690 
Osidacz, Jared (murder victim), 4754-4755 
Corporate income tax, 27 
Corporate tax exemptions 
Ontario tax exemption for commercialization (OTEC), 
738 
Corporate tax reduction, 330, 332, 374, 474-475, 560- 
561, 737-738, 765, 1512, 2287, 2289, 2662, 2731, 
2955, 3194, 3268, 5505-5506, 5508, 5778-5779, 
6076, 6223, 6690, 8207, 8252-8255 
Corporate taxes, 561 
Corporations 
executive compensation caps for corporations receiving 
grant or loan from Ontario, 6800 
Correctional officers 
abuse of sick leave, 4572-4573 
Cosmetic Pesticides Ban Act, 2008 (Bill 64) 
general discussion, 1710 
Court of Appeal for Ontario rulings 
agricultural labourers' right to unionize, 4021 
Demonstrations 
aboriginal groups (Queen's Park), 2122 
Dental care, 3435 
Diabetes registry, 9687-9688 
Doctors, 4322 
Drug abuse treatment programs 
Ottawa, 1209 
Eastern Ontario development fund, 4322 
Economic conditions, 764, 1202, 1658, 2662, 2729, 2952, 
3133-3134, 3177-3178, 3192-3193, 3267-3268, 3432- 
3433, 3481-3482, 3524, 4018-4019, 5570-5571, 
6223-6224 
international, 3176-3178, 3193-3194, 3433-3434, 4208, 
4244, 4324, 4380, 4855, 5229, 5313, 5612, 6073- 
6075 
Economic decline, 3134, 4899 
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international, 5504-5505, 5571, 6548 
Japan, 3959 
Economic growth, 18-21, 330-332, 496-498, 565, 736, 
738, 767, 1508, 2287, 5076-5077, 5311 
five-point economic plan, 375, 474, 560, 767, 832, 1416- 
1417, 1468, 1565-1566, 1601-1602, 1658-1659, 
2662, 2665, 2731-2732, 3134, 3178-3179, 3192- 
3195, 3269, 3434, 3525-3526, 4019, 4243, 4855- 
4856, 4899, 4902, 5030, 5182, 5228-5230, 5312, 
6075 
Economic recovery, 5505 
Economic statement, 3177, 3432, 3481-3482 
British Columbia, 3524-3525 
22 October 2008, 3524 
Economic strength, 4323-4324, 5570-5572, 5610-5612, 
5657, 5659, 5666, 5678-5680, 6182, 6548, 6799 
Education funding 
government funding, 1815, 3482, 4210, 5729-5730, 
9718-9719 
eHealth Ontario 
consultants, 7871 
contracts, 7686, 7955-7957, 7960-7961, 8022-8023, 
8025, 8060, 8101, 8206-8207, 8253-8254, 8407 
Courtyard Group Ltd., 7636-7637 
public inquiry, 8347-8348 
expenditures, 7141-7144, 9034 
disclosure, 7958-7959 
investigation by Auditor General, 7036-7037 
Hudson, Alan (former Chairman) 
appearance before Standing Committee on Public 
Accounts, 8646 
Kramer, Sarah (former CEO) 
appearance before Standing Committee on Public 
Accounts, 8646 
appointment, 7266-7267 
review by Auditor General, 7141, 7143, 7189, 7220- 
7222, 8409 
review by PricewaterhouseCoopers, 7141, 7143, 7265- 
heO627270m 
review by Standing Committee on Government 
Agencies, 7268-7269 
Electoral representation, 179 
Electricity rates, 168, 4993-4994, 5077 
Germany, 4994 
industrial rates, 21, 766-767, 4019, 4055 
support for business, 6184 
Electricity rebates 
northern pulp and paper electricity transition program, 49 
Electronic health records, 7027, 7144, 7917, 8066 
Employment, 376-377, 5988 
Employment creation, 18-21, 292-293, 331-332, 374, 561, 
647-648, 738, 765, 1600-1601, 1813-1814, 2732, 
2895, 3526, 3961, 4855-4857, 4902, 5077, 5117, 
5183, 5659, 6799 
Employment insurance, 27, 292, 6486 
Employment insurance benefits, 1510-1511 
Ontario workers, 2894, 3083-3084, 5029-5030, 5620 
Employment-related benefits 
severance/termination payments, 5572 
Employment standards 
allegations of abuse 
Dhalla, Ruby case, 6744, 6801 
pregnancy leave, 6684 
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Employment Standards Amendment Act (Wage Security), 
2007 (Bill 6) 
general discussion, 130 
Energy 
nuclear energy, 77-78, 6185 
renewable energy, 2483, 4214-4215, 6183, 6487 
renewable energy projects, 5028 
domestic content requirements, 5231 
government funding, 5077 
wind farms, 1247 
Energy conservation, 4993-4994, 6184 
Environmental protection, 49, 200 
Everbrite Solar, 5657 
Faimess for Military Families Act (Employment Standards 
and Health Insurance), 2007 (Bill 2) 
first reading, 12-13 
second reading, 15 
third reading, 15 
Fatalities 
Coxon, Florence (nursing home resident), 1602-1603 
Federal government 
apology to aboriginal peoples, 2488-2489 
constructive engagement policy with China, 833-834, 
891, 990 
transfer payments 
equalization program, 478-479, 1467, 1509-1512, 
1567-1568, 1602, 2662, 2664, 2729-2730, 2791- 
2792, 2894-2895, 2899, 2953, 3083-3085, 3194- 
3195, 3269-3271, 4243, 4423 
online petition, 3269 
Ontario to receive equalization payment, 3958, 6181 
Federal members'/ministers' remarks 
Conservative (2006-2009) 
Del Mastro, Dean (Peterborough), 8990 
Flaherty, Jim (Whitby—-Oshawa) 
as Minister of Finance, 5181, 7636 
Wallace, Mike (Burlington), 8990 
Federal political parties 
platforms, 2893-2894 
Federal-provincial agreements/programs 
Canada-Ontario labour market development agreement, 
333 
Federal-provincial relations, 3271 
Food banks 
usage, 4380 
Foot-and-mouth disease, 1711 
Foreign caregivers, 6681-6683 
protection, 6683, 6744 
rights, 6683-6684 
Forest industry 
government funding, 49, 3179, 4019, 6228 
French-language debates 
Déclarations ministérielles et reponses 
Crise humanitaire au Sri Lanka, 6852 
Loi de 2007 sur I'équité pour les familles des militaires 
(normes d'emploi et assurance-santé), projet de loi 2 
premiére lecture, 13 
Ordre du jour 
Economie de |'Ontario, 3193-3194 
Représentation électorale fédérale, 179 
Questions orales 
Régimes de retraite, 6228 
Government accountability, 7268, 9030-9032, 9365 
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Government advertising 
budget, 7221 
Government assets 
sale, 9316 
Government-business partnerships, 6799 
Diamond Aircraft, 3194 
Government consultants 
expenditures, 8024-8025 
Government contracts 
McKinsey and Co., 8208, 8642 
Samsung C&T Corporation for wind turbines, 8537-8539 
Government expenditures, 5505 
restraint measures, 4242, 8062-8063, 8102 
Government finance, 5076 
Government funding, 332, 375, 764-765, 4857, 5000- 
5001, 5311-5312, 5508, 5658-5659 
Government investments, 128-129, 6547 
investment losses, 128, 169 
review by Auditor General, 129 
Government notice of motions 
Federal electoral representation 
presented, 178-179 
Government orders 
Federal-provincial fiscal policies 
presented, 2790-2792 
Ontario economy 
presented, 3192-3195 
Government policy, 3178 
Government record 
Liberal (2003-2010), 496-497, 2791, 9264-9266, 9315- 
9316, 9446, 9687, 9720 
employment creation, 330, 9443-9444, 9451 
freedom of information, 7686 
health care, 7473, 8024 
poverty, 992 
NDP (1990-1995) 
children's mental health care, 1204 
social assistance benefits, 4617 
PC (1995-2003), 497, 561, 765-766, 1509, 1601-1602, 
5508, 5776 
budget deficit, 3482, 3484, 3524 
hospital closures, 829 
minimum wage, 1814 
Ministry of the Environment, 292 
nurses' layoffs, 3529 
tax reduction, 330 
York University strike, 4746 
Government revenue, 1417 
reduction, 2729 
Government services, 829, 1202-1203, 2953, 3432, 3524, 
3526,/5077,,561 1756/8, S680 
government funding, 764-767 
reduction, 5001 
Graduation (statistics), 5312 
Green Energy and Green Economy Act, 2009 (Bill 150) 
general discussion, 4993-4994, 4999, 5027-5028, 5118, 
5186, 5189, 5229, 5231, 5943, 6183, 6185, 7220 
impact on electricity rates, 6487 
public consultation, 4999 
Greenhouse gas emissions 
reduction, 1246-1247 
cap and trade system (emissions trading), 171 
Hanwha group, 3960 
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Harmonized sales tax, 5422, 5611-5612, 5664, 5678- 
5682, 5684, 5727-5728, 5730, 5777-5779, 5988, 
6073-6074, 6330, 6484-6485, 6690, 6880, 6984, 
6992, 7188, 7380-7381, 7385-7386, 7475, 8596- 
8597, 8727-8729, 8779-8880, 9033 
exemptions, 5683 
federal Liberal party support, 7382 
impact on construction jobs, 6548 
impact on consumers, 9444-9445 
impact on electricity rates, 8863-8864, 9444-9445 
impact on employment, 7332, 8103, 8209, 8255, 8597, 
8642-8646 
impact on home heating costs, 7636-7637 
impact on homebuyers, 6075 
impact on housing industry, 5944, 6483-6485 
impact on low-income consumers, 7267, 8539-8541 
impact on rent rates, 7272-7273 
impact on senior citizens, 8781 
public consultation, 8725-8727, 8989-8992, 9032-9033 
transition benefit 
$1,000 for single parents or couples, 5728 
Hazardous waste management, 196, 292 
Health care, 4322, 5615-5616, 7222 
government funding, 6382, 6384 
out-of-country, 9573-9574 
transfer of patient from Mexico to Canada 
George-Pazzano, Victoria case, 6331 
Health care costs, 567 
Health care funding 
government funding, 693, 889, 2394, 2899, 3485, 4322, 
4381, 5512, 5660, 5729-5730, 6382, 6384, 7869- 
7870, 7957-7958, 8208, 9313-9314, 9361-9362 
increase, 4417 
Thunder Bay, 3179 
H1N1 influenza A (swine flu), 6329, 6382- 6384 
emergency preparedness, 6384 
health plan for influenza pandemic, 8405-8406 
hospital capacity, 6384 
information updates, 6329 
Holidays 
Family Day, 19, 4909-4910 
Home care, 5662 
competitive bidding, 566-567 
Home care workers 
transportation compensation, 5662 
Home energy audits, 5028, 5189-5190, 6183 
Home energy rating report, 3333-3334 
Home insurance 
use of credit score in granting insurance, 6886 
Hospital beds 
closure, 889 
Hospital construction, 4321-4322 
alternative financing and procurement (AFP), 4381, 
4417, 4574 
Brampton Civic Hospital, 73, 4573 
Hospital funding 
government funding, 889, 4381, 4417, 5512, 9312- 
9313, 9363 
Rouge Valley Health System, 2395 
Hospital housekeeping, 2960 


Hospital services 
emergency 
Port Colborne and Fort Erie, 6386, 7386-7387, 9689- 
9690 
Hospitals 
Brampton Civic Hospital, 168 
London Health Sciences Centre 
untendered contracts awarded, 7473 
reporting on C. difficile rates, 2735, 2776-2777, 2953- 
2954, 2956 
Royal Ottawa Hospital 
service and staff cuts, 9688-9689 
Housing 
affordable 
construction, 566, 691 
federal government funding, 691 
government funding, 5510, 5658-5659, 5779 
Immunization 
H1N1 influenza A (swine flu), 8344-8345 
private clinics, 8344-8345 
Imprisonment 
aboriginal protesters, 2084 
Income tax reduction, 5944, 6073-6075, 6984, 7188 
Infrastructure Canada 
Building Canada Fund (BCF), 4902 
International trade, 5506-5507, 6182 
Investing in Ontario Act, 2008 (Bill 35) 
general discussion, 1570-1571 
Investment in Ontario, 375 
Job protection commissioner, 294, 3270 
John Deere 
shutdown, 2664 
Kellogg Canada Inc. 
Belleville manufacturing plant, 331 
Layoffs, 2664, 4210 
Dell Inc., 1467 
Legislative process 
family friendly reforms, 1097-1100 
Legislative sessions, 7220 
Legislature schedule/agenda 
family friendly hours, 1097-1099 
Liberal Party 
fundraising, 4018 
Live-In Caregiver Program (federal program), 6743 
Local health integration networks (LHINs), 6386 
ban on sole-source contracts, 9263 
Toronto Central Local Health Integration Network 
contract with Courtyard Group Ltd., 9263-9264 
Long-term-care facilities 
comfort allowance for residents, 3486 
government funding, 497-498, 1603 
Manitoba 
manufacturing industry, 2731 
Manufacturing industry, 18-21, 25, 48-49, 2664-2665, 
3435, 4577 
employment, 2954 
government funding, 766 
Hamilton, 333 
Windsor, 333 
jobs plan, 4324 
layoffs, 168, 3193, 3270, 3317 
China, 3959 
government response, 1822 
unemployment, 473, 648, 1203 


[797] 


SPEAKER INDEX / INDEX DES INTERVENANTS 


McGuinty, Hon. D. (LIB, Ottawa South) (continued) 
Members'/ministers' constituencies/constituency events 
Ottawa—Orléans 
Family Day, 4909-4910 
Members'/ministers' expenditures 
Pupatello, Sandra (Minister of International Trade and 
Investment), 4908 
Members/ministers quoting authors 
Webster, David Kenyon, 13 
Members/ministers quoting books 
Public Power: The Fight for Publicly Owned Electricity 
(Howard Hampton), 4055 
Members/ministers quoting letters 
Caplan, David (Minister of Health and Long-Term Care), 
7189 
Grant Jr., Peter (president, Grant Forest Products Inc.), 
766 
Jamieson, Shelly (secretary, Ontario Cabinet), 7959 
Ontario Chamber of Commerce, 8103 
Members/ministers quoting newspaper articles 
Toronto Star, 6183 
Vancouver Sun, 5777 
Members/ministers quoting press releases 
Canadian Centre for Policy Alternatives, 9445 
Members/ministers quoting reports 
Building Prosperity in a Canada Strong & Free (Preston 
Manning and Mike Harris), 8990 
Navigating Through the Recovery: Task Force on 
Competitiveness, Productivity and Economic 
Progress Annual Report (Task Force on 
Competitiveness, Productivity and Economic 
Progress), 8727 
Office of the Auditor General of Ontario Annual Report 
(2007), 196 
Ontario Poised to Collect Equalization in 2010-11 (TD 
Economics Special Report), 2791 
Prevention and Control of Hospital-acquired Infections 
(Office of the Auditor General of Ontario), 2954 
RBC Economics Provincial Outlook, 737 
Rx for Ontario's Manufacturing Sector (Canadian 
Federation of Independent Business), 2955 
Special Report: Ontario's Electronic Health Records 
Initiative (Office of the Auditor General of Ontario), 
7866-7868, 7915, 8022, 8061, 8101, 8254, 8407 
TD Economics Special Report - Ontario Poised to 
Collect Equalization in 2010-11 (Don Drummond, 
Derek Burleton), 1510, 1568 
Members/ministers quoting statements 
Blackstock, Sarah (Income Security Advocacy Centre), 
5078 
Capponi, Pat (mental health advocate), 7382, 8102 
Cope, George (president and CEO, BCE), 5680 
Crispino, Len (president, Ontario Chamber of 
Commerce), 474, 2792 
Cunningham, lan (president, Council of Ontario 
Construction Associations), 4053 
Hargrove, Buzz (former president, Canadian Auto 
Workers), 2484-2485 
Kitts, Jack (ex-officio governor, Board of Governors, 
Ottawa Hospital), 7387 
Low, Donald (medical director of laboratories, Ontario 
Public Health Agency), 6329 
Lyons, Jim (executive director, Heavy Construction 
Association of Windsor), 1604 
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Mackenzie, Hugh (Canadian Centre for Policy 
Alternatives), 9033 
Martin, Roger (dean, Rotman School of Business, 
University of Toronto), 6484, 6881 
Massara, Paul (chair, Toronto Board of Trade), 5118 
McCarter, Jim (Auditor General of Ontario), 129 
Network for Poverty Reduction, 8540 
Nyberg, Gail (Daily Bread Food Bank), 7382-7383 
Provincial Building and Construction Trades Council of 
Ontario, 6485 
Schabas, Richard (medical officer of health, Hastings 
and Prince Edward counties), 2389, 2775 
Spence, Adam (executive director, Ontario Association 
of Food Banks), 5078, 6985 
Tory, John (former leader, PC Party), 8990 
Tory, John (leader, PC Party), 1916 
Warye, Kathy (chief executive, Association for 
Professionals in Infection Control and 
Epidemiology), 2776 
Weiss, Gordon (United Nations spokesman), 6851 
Members'/ministers' remarks 
NDP (2003-2010) 
Gélinas, France (Nickel Belt), 9689 
PC (1995-2003) 
Runciman, Robert W. (Leeds—Grenville), 2484 
as Minister of Economic Development and Trade, 
834, 3482 
PC (2003-2010) 
Sterling, Norman (Carleton—Mississippi Mills), 8989 
Arnott, Ted (Wellington—Halton Hills), 8989 
Chudleigh, Ted (Halton), 8989 
Dunlop, Garfield (Simcoe North), 4899 
Hudak, Tim (Niagara West-—Glanbrook), 8726, 8989 
Jones, Sylvia (Dufferin—Caledon), 8989 
Martiniuk, Gerry (Cambridge), 8989 
O'Toole, John (Durham), 5029 
Shurman, Peter (Thornhill), 8989 
withdrawn, 988 
Members'/ministers' resignations 
Bryant, Michael (Minister of Economic Development), 
6879-6880 
Caplan, David (Minister of Health and Long-Term Care), 
7866 
Members'/ministers' travel 
Pupatello, Sandra's travel to Middle East, 3135, 3183, 
3194 
Mental health care 
government funding, 2395 
Migrant workers 
screening, 6383 
Military reservists 
job-protected leave, 13 
Minimum wage, 3483-3484 
increase, 650, 991, 4019, 5681, 5779 
$10.25 an hour, 5681 
Mining Act, R.S.O. 1990, c.M.14, 2084 
Mining industry 
consultation with First Nations, 50, 744, 2084 
Neskantaga First Nation, 2026-2027 
northern table discussions between government and 
Nishnawbe-Aski Nation, 744 
provincial-aboriginal relations, 479 
uranium exploration and mining, 77 
Minister of International Trade and Investment, 2664 
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Ministerial responsibility, 7688 
Ministerial statements, presented 
Humanitarian crisis in Sri Lanka, 6851-6852 
Ministry expenditures, 2952 
Ministry of Agriculture, Food and Rural Affairs 
rural economic development (RED) program, 3194 
Ministry of Economic Development and Trade 
advanced manufacturing investment strategy (AMIS) 
program, 18-20, 48, 3194, 3318, 4322, 4324 
Next Generation of Jobs Fund, 19-20, 25, 167, 1816, 
3194, 4322, 4324, 6989-6990 
Ministry of Finance 
OntarioBuys, 5944 
Ministry of Health Promotion 
Quest for Gold 
Ontario athlete assistance program 
military families exempted from one-year waiting 
period, 13 
Ministry of Training, Colleges and Universities, 4207-4208 
Employment Ontario, 2388 
Ontario skills development program, 2731 
second career strategy, 2388, 3193-3194, 3270, 4746, 
7958, 9451 
skills to jobs action plan, 522, 738, 764-765, 767, 1417, 
1467-1468 
Multibrid GmbH, 3961 
Municipal infrastructure, 4210 
government funding, 2731, 4855-4856, 4858 
National housing strategy, 691 
NDP documents/plans 
provincial sales tax, 5612 
Niagara Health System 
government funding, 6386 
Niska North Inc., 6075 
Northern Ontario, 6486 
Nuclear generating stations 
construction, 2485 
cost overruns, 6185 
Nuclear industry, 6185 
Nurse practitioners, 830 
Nurses 
hiring, 830, 3529, 4322 
layoffs, 889 
Nursing students/graduates 
nursing job guarantee, 3529 
Office of the Premier 
expenditures, 4420 
Olympics 
Beijing 2008 Summer Olympics 
opening ceremonies, 2241 
Ontario child benefit (OCB), 991-992, 1516, 1661, 3435, 
3483-3484, 4617, 5613, 5658-5659 
increase, 5729, 5779 
Ontario disability support program (ODSP) benefits 
increase, 693 
Ontario drug benefit program (ODB) 
cuts to seniors' drug benefits, 8208 
Ontario Electronic Stewardship (OES) 
waste electrical and electronic equipment (WEEE) 
program, 3268 
Ontario Financing Authority, 128-129 
Ontario health insurance plan (OHIP) 
coverage for eligible military families, 13 


inclusion of PET scans as insured service, 1923-1924 
Ontario health premium, 896-897 
Ontario Lottery and Gaming Corp. (OLG) 
purchase of foreign-made cars as casino contest prizes, 
5418-5419 
termination of CEO and board of directors, 7268 
wrong date on tickets, 6184-6185, 6187 
Ontario Power Authority (OPA), 829 
Ontario Power Generation fossil-fuel generating stations 
closure, 1246, 2482-2483, 4214, 7195-7196 
Ontario Power Generation nuclear generating stations 
Darlington nuclear generating station 
building of new reactors, 4215 
Ontario Sheet Metal Workers Training Centre, 3961 
Ontario Superior Court of Justice rulings 
Justice Patrick Smith's rulings, 744 
Ontario Works program benefits 
temporary care assistance (TCA), 1518 
Oral questions, responded to 
Aboriginal affairs, 744 
Aboriginal land claims, 6189-6190 
Aboriginal rights, 479, 523, 1306, 2026-2027, 2084, 
2122, 2488-2489 
Access to health care, 1923-1924 
Affordable housing, 565-566, 691 
Agency spending, 7331-7333, 7383, 7685, 9034 
Agricultural labour policy, 4021 
Air quality, 2482-2483 
Apprenticeship training, 501, 519, 1709, 2086 
Assistance to farmers, 8109-8110 
Auditor General's report, 7918 
Automobile industry, 1467-1468, 1916-1919, 2025- 
2026, 2233-2236, 2287-2288, 2387-2388, 2484- 
2485, 3957-3959, 4017, 4054-4055, 4209, 4243- 
4245, 4330, 4748, 4900-4901, 5420-5421, 5569- 
5571, 5682-5683, 6330-6331 
Automobile insurance, 8025-8026, 8028-8029, 8408- 
8409 
Breastfeeding, 2958-2959 
C. difficile, 2389, 2735, 2775-2777, 2953-2954, 2956 
Cancer Care Ontario, 7914-7915 
Child care, 1518, 6746 
Child poverty, 687-688 
Child protection, 4995-4996 
Children's aid societies, 8787 
Children's mental health services, 1204, 1657-1658 
Climate change, 171, 1246-1247 
Construction industry, 832 
Consumer protection, 6886 
Corporate tax, 1512, 8207 
Correctional facility employees, 4572-4573 
Diabetes registry, 9687-9688 
Domestic violence, 892, 4754-4755 
Drive Clean, 7143 
Driver examination centres, 8410 
Drug treatment programs, 1209 
Economic development, 6989-6990 
Education funding, 9718-9719 
Education labour dispute, 4025 
Electronic health information, 7027, 7036-7037, 7141- 
7144, 7189, 7221-7222, 7265-7270, 7686-7688, 
7868-7869, 7871, 7916-7917, 7955-7961, 8022- 
8023, 8025, 8060-8061, 8066, 8101, 8206-8207, 
8253-8254, 8347, 8407-8408, 8595, 8642, 8646 
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Employee wage protection, 129-130 

Employment, 737-739, 765-766, 1202-1203 

Employment insurance, 5029-5030 

Employment supports, 4616, 7958 

Energy rates, 4993-4994, 6183-6184 

Environmental protection, 49-50 

Events in Tibet, 2241 

Executive compensation, 829, 6799-6800 

Family Day, 19-20 

Federal election, 3271 

Federal Liberal election promises, 2893-2895 

Federal-provincial fiscal policies, 3083-3085, 3269 

Flu immunization, 8344-8345, 8405-8406 

Forest industry, 4055 

Fundraising, 3961, 4018 

Gasoline prices, 6984-6985 

Government accountability, 7268, 9030-9031, 9365 

Government accounting practices, 1570-1571 

Government assets, 9316 

Government consultants, 8024-8025 

Government contracts, 8537-8539, 8541, 8543 

Government grants, 2483-2484 

Government investments, 128-129, 169 

Government record, 7220, 9031-9032, 9264-9266, 9315- 
9316, 9446, 9720-9722 

Government services, 4417-4420 

Government spending, 3316-3317, 7221, 7637-7638, 
8062-8063 

Green power generation, 1247, 6487 

Hazardous waste, 196-197, 199-200, 292 

Health care, 168, 5615-5616, 7473, 7869-7870, 8024, 
9688-9689 

Health care funding, 889, 2394-2395, 2899, 7957-7958, 
8207-8208, 9312-9314, 9361-9362 

Health premiums, 896-897 

Home care, 566-567, 5662 

Hospital funding, 73, 4381, 4573-4574, 5512, 9363, 
9689-9690 

Hospital services, 2960, 4322, 6386, 7386-7387 

Hospital spending, 7474-7475 

Human rights, 989-991 

Hydro rates, 2485 

Infectious disease control, 2082, 6329, 6382-6385 

International trade, 832-834, 891, 3135, 3183, 7148- 
7149 

Job creation, 561, 7635, 8209, 9443-9444, 9451 

Legislative reform, 1097-1100 

Local health integration networks, 9263-9264, 9311 

Long-term care, 1602-1603 

Manufacturing and forestry sector jobs, 3317-3318, 4857 

Manufacturing jobs, 20-21, 25, 167-168, 291-294, 331- 
332, 375-377, 521-522, 648, 766-767, 1510-1511, 
1604-1605, 1815-1817, 1819, 1821-1822, 1881- 
1883, 2663-2665, 2731-2732, 2954-2956, 3270, 
3434-3435, 3959-3961, 4577-4578, 4856-4857, 
5182-5183, 5228-5231, 5313-5314, 6075-6076, 
6991-6992 

Manufacturing sector, 48-49 

Medical evacuation, 6331 

Minimum wage, 650, 5681-5682 

Mining industry, 9268, 9451-9452 

Ministerial responsibility, 7688 

Minister's expenses, 4908 
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Minister's record, 7913-7914 

Minister's resignation, 6879-6880 

Municipal taxation, 3180 

Native land disputes, 2121 

Northern Ontario, 6486 

Nuclear energy, 4214-4215, 6185, 6882, 7195-7196 

Nurses, 830, 3529 

Ontario budget, 496-498, 560-561, 692-693, 4855, 
4858, 5510, 5576-5577, 5661, 5727-5728, 6076, 
6223-6224 

Ontario child benefit, 1516 

Ontario economy, 18-19, 21-22, 27, 331, 474-475, 478, 
736-737, 764-765, 1416-1417, 1467-1469, 1508- 
1509, 1565-1568, 1600-1602, 1658-1659, 1813- 
1814, 1879-1880, 2286-2290, 2662, 2729-2730, 
2952-2953, 3176-3179, 3316, 3432-3433, 3481- 
3482, 3484-3485, 3490, 3524-3526, 4018-4019, 
4207-4208, 4210, 4242, 4321-4325, 4855-4856, 
4899-4900, 4902, 5000-5001, 5077, 5117-5118, 
5180-5181, 5229, 5311-5312, 5504-5505, 6181- 
6182, 6547, 7636, 8061-8062 

Ontario Lottery and Gaming Corp., 6184-6185, 6187, 
7330-7331, 7380 

Ontario public service, 4423, 5775-5776, 9444 

Patient safety, 9689 

Pension plans, 6186, 6188-6189, 6222-6226, 6228, 
6881-6882, 6985, 7142 

Pension reform, 9317-9318 

Plant closures, 1251 

Post-secondary education, 501, 4745-4747 

Poverty, 991-992, 1661, 2390, 2666-2667, 2777, 3133- 
3134, 3319-3320, 3435-3436, 3483-3484, 4380- 
4381, 5078, 5183-5184, 5949 

Premier's comments, 1710-1711 

Premier's record, 7866-7868, 7912-7913 

Property rights, 135 

Protection for workers, 6681-6684, 6743-6744, 6801 

Provincial debt, 8205-8206 

Provincial deficit, 8253 

Provincia! purchasing policy, 746, 5418-5419, 5506- 
5507, 5943-5944, 6182-6183 

Public transit, 6549-6550 

Public transportation, 4385, 4580 

Renewable energy and conservation, 4999, 5027-5029, 
5076-5077, 5118, 5186, 5189-5190 

Rural Ontario, 4578-4579 

School pools, 1058 

School safety, 2486 

Severance payments, 5572 

Sex offender registry, 167 

Skills training, 2388 

Small business, 4053-4054 

Social assistance, 4617, 8731 

Student grants, 6491 

Student safety, 5031 

Taxation, 330, 373-375, 473-474, 3267-3269, 4243, 
5422, 5505-5506, 5508, 5571-5572, 5610-5613, 
5657-5660, 5663-5666, 5678-5681, 5683-5684, 
5728, 5776-5779, 5944, 5988-5989, 6073-6075, 
6182, 6329-6330, 6483-6486, 6548, 6690, 6880- 
6881, 7188, 7267-7268, 7272-7273, 7332, 7380- 
7385, 7474, 7636-7637, 8102-8103, 8254-8255, 
8539-8541, 8595-8597, 8642-8645, 8725-8729, 
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8777-8781, 8862-8864, 8989-8992, 9032-9033, 
9444-9446 

Thunder Bay economy, 3179 
Tire disposal, 646-647 
Tobacco control, 4572, 4803 
Tourism, 2391 
Transfer payments, 3486 
Trillium drug program, 5665 
TVOntario, 6982 
Unemployment, 5620 
University labour disputes, 4748, 4775-4779, 4799-4803 
Uranium mine, 77-78 
Windsor border crossing, 1603-1604 
Women's issues, 5729-5730 
Workers' compensation, 5783 
Patient safety 
surgical errors and pathology results, 9689 
PC Party documents/plans, 764, 829, 5028, 5660 
health care funding, 1657-1658, 5663, 5666 

Pension benefits guarantee fund, 6186, 6222, 6225, 6228 

Pension funds, 4619 

Pension plans, 6224, 6226, 6881-6882, 7142 

defined benefit pension plans, 6881 
reform, 9317-9318 
Political fundraising, 3961 
Post-secondary education, 4775, 4801-4803 
Reaching Higher: The McGuinty Government Plan for 
Postsecondary Education, 501, 3179, 3193, 3268, 
3317, 4324 
Poverty, 21-22, 693, 2666-2667, 2777, 3134, 3435-3436, 
3483-3484, 5949 
Poverty Reduction Act, 2009 (Bill 152) 
general discussion, 5078 
Poverty reduction strategy, 565-566, 650, 687, 2666, 
2777, 3319-3320, 3435, 3483-3484, 4380-4381, 
4617, 5078, 5183-5184, 5949 
public consultation, 1661, 2390, 2667, 2777 
Premier's travel, 3481-3482, 3490 
Property tax assessment 
granny flats, 3317 

Protectionism, 5943-5944 

Provincial-aboriginal relations, 1306, 2122 

Provincial Advocate for Children and Youth, 4995-4996 

Public service, 561, 3316-3317, 4423, 5001, 5730, 5776 

collective bargaining, 4418 

increase, 9444 

reduction, 7637 

salaries above $100,000, 5775-5776 
Quebec 

hydroelectric capacity, 49 

use of wind power, 3960 

Regulations, 4900 

Rent increases, 6183 

Reports 

Big Hit on GTA Middle-Class Homebuyers with the 
Ontario Budget's HST Proposals (Frank Clayton), 
6483 

Compulsory Certification Project (T.E. Armstrong), 2086 

A Fine Balance - Safe Pensions - Affordable Plans - 
Fair Rules (Report of the Expert Commission on 
Pensions), 6188-6189, 7142 
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Navigating Through the Recovery: Task Force on 
Competitiveness, Productivity and Economic 
Progress Annual Report (Task Force on 
Competitiveness, Productivity and Economic 
Progress), 8726 

Ontario Economic Accounts (Ministry of Finance), 3177 

The Road Ahead: Poverty Reduction in Ontario 
(Campaign 2000), 687-688 

Special Report: Ontario's Electronic Health Records 
Initiative (Office of the Auditor General of Ontario), 
7913-7914, 7918, 8347 

TD Economics Special Report - Time for a Vision of 
Ontario's Economy (Don Drummond, Derek 
Burleton), 2953 

Research and innovation 
government funding, 3193 
Rural Ontario, 134 
Safe Schools Act, S.O. 2000, c.12, 5031 
Saskatchewan, 2894 
School attendance 
raising compulsory school attendance to age 18, 1816 
School facilities 
retrofit, 6182 
School safety, 2486 
reporting of violent incidents, 2486, 5031 
Senior homeowners’ property tax credits, 5660, 5663 
Severe acute respiratory syndrome (SARS), 6329 
Sex offender registry 
misallocation of operational funds, 167 
6N Silicon Inc. 
government funding, 3194 
Smoking, 4803 
Social assistance benefits, 3435, 4617 
increase, 692, 4617 
Social assistance recipients 
increase, 8731 
Social housing, 5510 
government funding, 5658-5659 
retrofit, 6183 
Speaker 
election (28 November 2007) 
congratulatory remarks, 18 
Sports competitions 
Pan American Games bid (2015) 
awarded to Toronto, 8731 
Sri Lanka 
humanitarian crisis, 6851-6852 
Starz Animation Toronto, 6989 
Steel industry, 5228, 5314 
Strikes 
Amalgamated Transit Union Local 279, 4580 
DriveTest driving examiners, 8410 
Student assistance, 4776 
Ontario student assistance program (OSAP), 4776-4777 
Student dropouts, 3268, 4243 
Student grants, 501, 6491 
distance grant, 6491 
textbook and technology grant, 6491 
Tamil Canadians 
protests, 6851 
Tax credits 

food producer donation tax credit, 8109-8110 

manufacturing investment tax credit, 648, 739, 766, 
1247, 1469 
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Tax reduction, 331, 373-375, 474, 496-497, 737, 832, 
1202, 1601, 2287, 2662, 2953, 5505-5506, 5679- 
5681, 5727-5728, 5777 
Taxation 
tax reform package, 6181, 6690 
Taxes, 3267 
Tibet 
anti-Chinese protests, 988, 991 
Tobacco products 
sale to underage children, 4803 
Tobacco tax 
law enforcement, 4572 
Toronto city council, 3180 
Toronto District School Board 
government funding, 1058 
swimming pools 
closure, 1058 
Toronto Public Transit Service Resumption Act, 2008 (Bill 
66) 
first reading, 1401 
second reading, 1401-1402 
Toronto Transit Commission (TTC) 
purchase of streetcars from Bombardier 
government funding, 6549 
strike 
resumption of service, 1401-1402 
Tourism industry, 2391 
marketing campaign 
There's No Place Like This, 2391 
Trade missions 
China, 832-834, 891, 988, 3957 
Trade offices, 3194 
China, 891 
Training programs, 1203, 2287 
Transit systems 
82% Ontario content in manufacture of transit vehicles 
government funding, 5943 
government funding, 50, 333, 521, 746, 2483, 5182- 
5183, 5507, 6486, 6549 
Move Ontario 2020 plan, 746, 1247 
purchase of mass transit vehicles 
made in Ontario, 3270, 5506-5507 
Transportation master plan 
Ottawa, 4385 
Tributes 
Basrur, Sheela (former chief medical officer of health for 
Ontario), 2306 
Runciman, Robert (interim leader of the opposition), 
7217-7218 
Trillium drug program, 5665 
Unemployment, 5504, 6181 
Unemployment rate, 2732 
United States 
automobile industry, 3957-3958, 4017, 4209 
layoffs, 1917, 1919 
C. difficile, 2775-2776 
economic stimulus plan 
buy-America provision, 7148-7149 
financial market crisis, 2952 
mortgage industry, 4244 
Universities/colleges, 501 
collective bargaining, 4778, 4800 
government funding, 4324, 4745, 4802, 5729 


York University 
collective bargaining, 4746-4748, 4775, 4777-4778, 
4800 
University graduates 
employment recruitment, 737-738 
U.S. Steel Canada, 5314 
guarantee in return for government assistance, 5314 
layoffs, 5228, 5314 
shutdown, 5231 
Vehicle emission tests 
Drive Clean program 
audit, 7143 
Victims of domestic violence 
Mowatt, Noellee 
imprisonment, 892 
Waste 
nuclear/radioactive waste, 6882 
Waste management/programs 
nuclear/radioactive waste, 6882 
tire recycling program, 646-647 
Websites 
www.fairness.ca, 1567, 3083-3084 
www.growingstronger.ca, 2667 
Wind turbines, 3960-3961 
Women, 5729-5730 
Workers 
government support, 291-294 
job retraining, 292-293, 1815 
government funding, 1566 
Workers' compensation benefits 
coverage for construction workers, 4053-4054 
Working Families Coalition 
meeting with Minister of Finance, 2483-2484 
Workplace Safety and Insurance Board (WSIB) 
hiring of chief prevention officer, 5783 
Xstrata PLC 
shutdown of copper and zinc operations at Kidd Met 
site, 9451-9452 
Youth/student workers 
summer jobs, 6491 


McMeekin, T. (LIB, 
Ancaster—Dundas—Flamborough—Westdale) 
Appreciation 
staff, Ministry of Government and Consumer Services, 
2401 
Automobile industry, 3042-3043 
Awards 
Canada's Top 100 Employers 
Ontario Public Service, 3044, 3472 
Bullying 
prevention, 9388-9389 
Business 
doing business with Ontario government, 6043-6044 
government assistance, 6043 
Capital works projects 
government funding, 3473 
Cemeteries 
Mount Pleasant Group of Cemeteries 
accountability of board of directors, 7479-7480 
Consumer protection, 8355-8356 
energy contracts, 9208-9209 
identity theft, 1888-1889 
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security deposits for utilities and disconnections, 9208- 


sub-metering electricity in apartments/apartment 
buildings, 9211 
vacation clubs/time-shares, 1888 
Dominion Institute 
memory project, 3841 
Economic conditions, 3471-3472 
Economic growth 
five-point economic plan, 3472 
eHealth Ontario 
contracts 
IBM, 7872 
Election Statute Law Amendment Act, 2010 (Bill 231) 
second reading, 9292-9293 
Elections/by-elections 
third-party advertising, 9292-9293 
Electoral process reform, 9292-9293 
students vote in home riding or riding in which they 
attend school, 9293 
Employment creation, 3473 
Energy Consumer Protection Act, 2010 (Bill 235) 
second reading, 9207-9210 
Fruit wines 
sale at farmers' markets, 6684-6685 
Full Day Early Leaming Statute Law Amendment Act, 
2010 (Bill 242) 
second reading, 9610 
Government notice of motions 
Legislative reform 
responded to, 3122-3125 
Government orders 
Ontario economy 
responded to, 3471-3474 
Government vehicles 
vehicles purchased, leased or rented should be 
manufactured and assembled in Canada, 3043 
Green economy, 3473 
Green Energy and Green Economy Act, 2009 (Bill 150) 
third reading, 6581-6582 
Health care workers, 3963 
Kindergarten 
full-day, 9611 
Legislative procedure 
private members' public business, 3124 
Legislature schedule/agenda, 3122-3124, 8046 
Liquor licences 
by the glass service 
hours of sale and service, 3140 
Manitoba 
payday loan industry regulation, 2204, 2417 
Marijuana 
regulations, 4822-4823 
Kindos, Ted case, 4822, 6946 
Members'/ministers' constituencies/constituency events 
Ancaster-Dundas—Flamborough—Westdale, 3472 
Hamilton, 3473-3474 
Members/ministers quoting committee submissions 
Lantz, Edward (ACORN Canada), 2402 
Smith, Patti (National Money Mart), 2402 
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Vashti Persad, Judy (Toronto and York Region Labour 
Council), 2402 
Members/ministers quoting reports 
Report of the Propane Safety Review Panel (Michael 
Birk, Susana Katz), 8977 
Technical Standards and Safety Authority (TSSA) 
Annual Report 2008-2009, 8042 
Members/ministers quoting statements 
McLean, Seaton (chair, Prince Edward County 
Winegrowers Association), 8026 
Members’ statements 
Martin, Brad, 9551-9552 
Ministerial statements, presented 
Consumer protection, 602-603, 8355-8356 
Ministers redirecting oral questions, 480, 2208, 2564- 
2565, 2607 
Ministry of Government Services 
green office, 3642 
hotel/conference expenditures, 4418, 4524 
reverse trade show for Ontario businesses, 6043-6044 
Oral questions, presented 
High school students, 9645 
Social workers, 9724 
Oral questions, responded to 
Cemeteries, 7479-7480 
Consumer protection, 1888-1889, 2089, 2203-2204, 
2436-2437, 2439, 7579-7580 
Environmental protection, 3642 
Gasoline prices, 2564 
Government regulations, 4822-4823, 6946 
Government services, 2960-2961 
Grape and wine industry, 6336, 7478, 8026 
Health care workers, 3963 
Manufacturing jobs, 3042-3043 
Minister's record, 7872 
Ministry spending, 4418, 4524 
Ontario public service, 3044, 7191 
Polygamy, 2088, 2125-2126, 2240-2241 
Provincial purchasing policy, 4805, 6043-6044 
Small business, 3575-3576, 5828 
Wine industry, 3140, 6684-6685 
Payday loan agreements, 603 
limit the cost of borrowing, 602-603 
Payday loan industry 
consumer protection, 602-603, 2401-2402 
regulation, 602-603, 2089, 2405, 2417-2418 
Payday Loans Act, 2008 (Bill 48) 
general discussion, 2089, 2203-2204 
first reading, 602 
ministerial statement, 602-603 
third reading, 2401-2402, 2405, 2417-2418 
Pension Benefits Amendment Act, 2010 (Bill 236) 
second reading, 9472 
Pension plans 
reform, 9472 
Polygamy, 2125, 2240-2241 
law and legislation, 2088 
Post-secondary education 
Reaching Higher: The McGuinty Government Plan for 
Postsecondary Education, 3472 
Poverty, 5214 
Poverty Reduction Act, 2009 (Bill 152) 
second reading, 5214 
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Private members’ public business 
Anti-bullying initiatives 
responded to, 9388-9389 
British Home Child Day Act, 2010 (Bill 241) 
second reading, 9382-9383 
Propane explosions 
Sunrise Propane, 8044, 8977 
Propane facilities 
inspection, 8977 
Propane industry 
insurance as a condition of licensing, 8041 
Propane safety review panel, 8041 
Public education campaigns 
British Home Child Day, 9382-9383 
Bullying Awareness and Prevention Week, 9388-9389 
youth awareness campaign, 2089 
Public service, 3044, 3963 
collective agreements, 7191 
reduction, 7191 
Real estate fraud 
consumer protection, 2439 
Real estate industry 
phantom offers, 2439 
Regulated Health Professions Amendment Act, 2009 (Bill 
141) 
third reading, 5588 
Remembrance Day, 3840-3842 
Reports 
Report of the Propane Safety Review Panel (Michael 
Birk, Susana Katz), 8041 
Research and innovation 
government funding, 3473 
ServiceOntario, 2960-2961 
BizPal (business permits and licences), 3575-3576, 
5828 


online application 
15-day service guarantee, 2960 
Social workers, 9724 
Student dropout rate 
reduction, 9645 
Tarion Warranty Corporation 
compensation for warranty claims, 2436 
in-house consumer advocate, 2436-2437 
warranty coverage, 2437 
Technical safety standards, 8040 
Technical Standards and Safety Authority (TSSA) 
appointment of chief safety and risk officer, 8978 
governance model, 8041-8042, 8977-8978 
Technical Standards and Safety Statute Law Amendment 
Act, 2009 (Bill 187) 
second reading, 8040-8042, 8044, 8046 
third reading, 8976-8979 
Tributes 
Fox, Charley (veteran), 3841 
Martin, Brad (Olympian snow boarder, 2010 Winter 
Olympics), 9551-9552 
Veterans’ memorials 
Queen's Park, 3841 
Wine 
Ontario grapes in Ontario wine, 8026 
Vintners Quality Alliance (VQA) wine, 8026 


Wine industry, 3140, 6336 
Working Families Coalition, 9292 


McNeely, P. (LIB, Ottawa—Orléans) 
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Appraisal Institute of Canada 
Renova survey, 3335 
Awards 
June Callwood Outstanding Achievement Award for 
Voluntarism, 1409 
Leading Women, Building Communities Award, 5516 
Ontario Medal for Good Citizenship 
Kazmierski, Greg and Ellen Goodman (recipients), 
3492 
Orléans Chamber of Commerce People's Choice 
Business Awards, 8871-8872 
Books 
Keeping Our Cool (Andrew Weaver), 3334 
Bridges 
inter-provincial bridge 
Ottawa—Vanier, 1140 
Kettle Island, 2839 
Budget Measures and Interim Appropriation Act, 2008 
(No. 2) (Bill 114) 
second reading, 3615-3616 
Building codes, 3341 
energy efficiency, 6727 
revision, 6765 
Canadian Hydro Components (CHC), 7769 
Climate Change Awareness Act, 2009 (Bill 208) 
first reading, 7878 
Climatic changes, 566, 2171, 7031, 8216, 8324-8325 
Conferences/seminars/symposiums 
2009 OGRA/ROMA Annual Conference, 5034 
Congratulatory remarks 
Mayhew, Kyle (silver medalist, 2009 Special Olympics 
World Winter Games), 5581-5582 
Nash, Lori; Charlene Elgee, Karen Luttrell and Cathy 
MacDonald (recipients, June Callwood Outstanding 
Achievement Award for Voluntarism), 1409 
Consumer protection 
energy contracts, 9211 
Corporate tax exemptions 
Ontario tax exemption for commercialization (OTEC) — 
eligibility for refund, 3034 
Cosmetic Pesticides Ban Act, 2008 (Bill 64) 
second reading, 1850, 2009-2011 
Court security, 5034 
Doctors 
international medical graduates (IMGs), 2400-2401 
removing barriers, 2726-2727, 4005 
Earth Hour, 566 
Economic conditions, 3615-3616 
Economic growth, 5011 
Education 
parental involvement in education, 422-423 
Employment insurance benefits 
Ontario workers, 3096, 3687 
Endangered species 
polar bear, 7434-7435 
Energy 
renewable energy, 5011, 5157-5158, 5176 
feed-in tariff, 6726 
renewable energy projects, 5058, 5362 
buy-Ontario provision, 6765 


SPEAKER INDEX / INDEX DES INTERVENANTS 


McNeely, P. (LIB, Ottawa—Orléans) (continued) 
employment creation, 5448, 6572, 6726, 6777 
role of local distribution companies (LDCs), 6727 
wind farms, 5439-5440 

Energy conservation, 5012, 5162, 6727, 6765, 9306 
energy star program, 5011 
government funding, 5353 
Energy Conservation Leadership Act, S.O. 2006, c.3, 
Sched. A, 3335 
Energy Consumer Protection Act, 2010 (Bill 235) 
second reading, 9210-9211, 9306, 9484 
Energy efficiency, 3334 
Environmental education, 1461 
Environmental protection, 5129 
Environmental Protection Act (Greenhouse Gas 
Emissions Trading), 2009 (Bill 185) 
third reading, 9029 
Faimess for Military Families Act (Employment Standards 
and Health Insurance), 2007 (Bill 2) 
general discussion, 76 
impact on employers, 76 
Federal government 
transfer payments 
equalization program, 3096 
French-language debates 
Déclarations des députés 
Association frangaise des municipalités de I'Ontario, 
7483 
Centre de services a la famille, 5954 
Changement de climat, 2171 
Communauté d'Orléans, 5238 
Drapeau franco-ontarien, 2967, 7878 
Ordre de la Piéiade, 6233 
Prix décerné par la Fondation Trillium, 158-159 
Rendement scolaire, 5432 
Savoie, Gérald, 6995 
Loi de 2008 sur I'Office des télécommunications 
éducatives de langue frangaise de |'Ontario, projet 
de loi 55 
deuxiéme lecture, 1956 
Questions orales 
Affaires francophones, 5511 
Violence familiale, 9369 
Full Day Early Leaming Statute Law Amendment Act, 
2010 (Bill 242) 
second reading, 9534-9538 
Government service transfer to municipal jurisdiction 
return to provincial jurisdiction, 4327-4328 
Green economy, 5058, 5176 
Green Energy and Green Economy Act, 2009 (Bill 150) 
general discussion, 9211 
second reading, 5011-5012, 5058, 5157-5158, 5162, 
5176, 5332, 5353, 5356, 5362, 5439-5440, 5442, 
5448 
third reading, 6572, 6725-6729, 6765, 6774, 6777 
Greenhouse gas emissions 
reduction, 8325, 9029, 9077-9078 
cap and trade system (emissions trading), 7031 
Health care 
Orléans, 2249, 7437 
Health care funding 
Ottawa, 1930 
Highway improvement 
Highway 417 (Hunt Club interchange), 1140 
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Highway Traffic Amendment Act (Speea-limiting 
Systems), 2008 (Bill 41) 
second reading, 1085-1086 
Home energy audits, 5011, 5442, 6572, 6729, 6777 
Home Energy Rating Act, 2008 (Bill 107) 
general discussion, 3279 
first reading, 2840 
Hospital funding 
government funding 
Montfort Hospital, 2238 
Hospital services 
emergency 
wait times, 2238 
Housing 
affordable 
federal government funding, 4751 
Ottawa, 4752 
Ideas for the Future Act, 2008 (Bill 100) 
second reading, 3034 
Immigrants 
services, 7831 
Increasing Access to Qualified Health Professionals for 
Ontarians Act, 2008 (Bill 97) 
second reading, 2724-2727 
third reading, 4005 
Kindergarten 
full-day, 9534-9538 
Knights of Columbus (Divine Infant Council) 
refurbished computers for Orleans-Cumberland 
Community Resource Centre, 6340 
Local health integration networks (LHINs) 
government funding, 3579 
Medical procedures 
wait times, 3579 
Members'/ministers' constituencies/constituency events 
Ottawa—Orléans 
Climate Change Awareness Day, 886-887 
Members/ministers quoting documents 
For a Better Ontario: Leadership Matters (PC Party Plan 
for Ontario's Future), 3335 
Members/ministers quoting newspaper articles 
Globe and Mail (Toronto), 1140 
Ottawa Citizen, 7830 
Members/ministers quoting reports 
Chief Energy Conservation Officer Annual Report 2007 
(Taking Action), 3335 
Members/ministers quoting statements 
Chopik, Chris (car-free realtor), 3334-3335 
Hammond, Sam (president, Elementary Teachers' 
Federation of Ontario), 9535 
Mahon, Louis (president, council of the College of Early 
childhood Educators), 9534 
Ryan, James (president, Ontario English Catholic 
Teachers' Federation), 9535 
Members'/ministers' remarks 
Liberal (2003-2010) 
McGuinty, Dalton (Ottawa South) 
as Ontario Premier, 9534 
PC (2003-2010) 
Miller, Norm (Parry Sound—Muskoka), 5442 
O'Toole, John (Durham), 5442 
Members’ statements 
Access to health care, 3579 
Bridge crossing, 2839 
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McNeely, P. (LIB, Ottawa—Orléans) (continued) 
Climate change, 2171, 8216 
Climate Change Awareness Day, 886-887 
Employment insurance, 3687 
Energy conservation, 3279 
Environmental education, 1461 
Environmental protection, 5129 
Family Day, 4909-4910 
Federal-provincial fiscal policies, 3096 
Foreign-trained doctors, 2400-2401 
Health care, 1930-1931, 2249 
Kazmierski, Greg and Ellen Goodman, 3492 
Leading Women, Building Communities Award, 5516 
Mayhew, Kyle, 5581-5582 
Orléans Chamber of Commerce People's Choice 
Business Awards, 8871-8872 
Orléans-Cumberland Community Resource Centre, 6340 
Orléans Family Health Hub, 7437 
Orléans Y, 8033 
Public transit, 4699-4700 
Remembrance Day, 8547-8548 
Skills training, 3053 
St. Peter Knights, 4029 
St. Peter Players, 6193 
Steffi D, 5668-5669 
Volunteers, 1409 
Military reservists 
job-protected leave, 76 
Ministry of Economic Development and Trade 
advanced manufacturing investment strategy (AMIS) 
program, 3053 
Ministry of Education 
Parents Reaching Out grants, 423 
Ministry of Health and Long-Term Care 
aging-at-home strategy, 6886 
Ministry of Training, Colleges and Universities 
second career strategy, 3053 
Municipal government services 
government funding, 8307 
Natural Resources Canada 
energy star program 
EnerGuide scale, 3334 
Nurse practitioners, 2724 
OC Transpo 
strike, 4699-4700 
Occupational Health and Safety Act, R.S.O, 1990, c.O.1 
section 50, 3183 
Occupational health and safety inspectors, 3183 
Ontario French-language Educational Communications 
Authority Act, 2008 (Bill 55) 
second reading, 1956 
Ontario Labour Relations Board (OLRB) 
complaints, 3183 
Oral questions, presented 
Affordable housing, 4751-4752 
Anti-smoking legislation, 2028-2029 
Climate change, 566 
Eastern Ontario development, 7769 
Endangered species, 7434-7435 
Greenhouse gas emissions, 7031, 9077-9078 
Hospital funding, 2238 
Immigrant services, 7830-7831 
Military families, 76 
Municipal finances, 4327-4328 
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Municipal funding, 8307 
Municipalities, 5034 
Occupational health and safety, 3183 
Parental involvement in education, 422-423 
Poverty, 5423 
Senior citizens, 6885-6886 
Sewage spill, 2667 
Tourism, 2522 
Water quality, 2087 
Pesticides/herbicides 
ban on use and sale of cosmetic pesticides, 1850, 2009 
Ottawa, 2009-2010 
Petitions 
Climate change, 9329, 9331-9332, 9508, 9553-9554 
Community colleges collective bargaining, 2245 
Federal-provincial fiscal policies, 3093 
Hospital funding, 4396, 7782-7783 
Lord's Prayer, 2297 
Lung cancer, 2492 
Reconstructive surgery, 8695 
School facilities, 6566, 6759-6760, 6814-6815, 6952- 
6953 
School funding, 6199, 6400-6401, 6452 
University labour dispute, 4759-4760 
Poverty Reduction Act, 2009 (Bill 152) 
general discussion, 5423 
second reading, 5250 
Poverty reduction strategy, 5423 
Private members’ public business 
Climate Change Awareness Act, 2009 (Bill 208) 
second reading, 8324-8326, 8330-8331 
Home Energy Rating Act, 2008 (Bill 101) 
second reading, 3333-3335, 3341 
Kindness Week 
responded to, 7459 
Strandherd-Armstrong bridge 
responded to, 1139-1140 
Wind turbines 
responded to, 8336 
Zero Waste Day Act, 2010 (Bill 247) 
second reading, 9564-9565 
Provincial-aboriginal relations, 5176 
Provincial-municipal partnerships ' 
provincial-municipal fiscal and service delivery review, 


Public education campaigns 
Climate Change Awareness Day, 8330-8331 
Zero Waste Day, 9564-9565 
Quebec 
poverty reduction strategy, 5423 
Remembrance Day, 8547-8548 
Reports 
Report on Removing Barriers for International Medical 
Doctors (Laurel C. Broten), 2400-2401, 2724-2725 
Road safety 
safeguards against street racing, 4534-4535 
Road Safety Act, 2009 (Bill 126) 
second reading, 4534-4535 
Senior citizens 
home care, 6885 
Sewage spills 
Ottawa River, 2087, 2667 
Sports teams 
St. Peter Knights, 4029 
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McNeely, P. (LIB, Ottawa-Orléans) (continued) 
St. Peter Catholic High School 
St. Peter Players 
Beauty and the Beast, 6193 
Tobacco Damages and Health Care Costs Recovery Act, 
2009 (Bill 155) 
second reading, 5640-5641 
Tobacco products 
ban on retail display of cigarettes, 2028, 5641 
Tobacco products manufacturers 
recovery of tobacco-related health care costs from 
manufacturers, 5641 
Tourism industry, 2522 
government funding, 2522 
marketing campaign 
There's No Place Like This, 2522 
Transportation infrastructure 
Strandherd-Armstrong bridge, 1139-1140 
Tributes 
DiDomenicantonio, Steffi (Canadian Idol finalist), 5668- 
5669 
United Nations Climate Change Conference 2009 
(Copenhagen), 9078 
Waste management/programs 
waste reduction, 9564-9565 
Wind turbines 
health effects, 5356 
moratorium on new projects pending review of health 
effects, 8336 
Youth organizations 
YMCA/YWCA 
Orléans, 8033 


Meilleur, Hon. M. (LIB, Ottawa—Vanier) 
Access to Adoption Records Act (Vital Statistics Statute 
Law Amendment), 2008 (Bill 12) 
general discussion, 1250, 1304, 1307, 1363, 1423 
public consultation, 1312 
first reading, 159-160 
ministerial statement, 161-162 
second reading, 749-750 
third reading, 1430-1431 
Accessibility for Ontarians with Disabilities Act, S.O. 2005, 
c.11, 16, 2098, 3488 
Adoption 
protection of privacy, 161, 750 
Adoption disclosure, 161-162, 749-750, 1250, 1304-1305 
advertising campaign, 7076 
backlog of disclosure requests, 8498 
disclosure veto, 161-162, 1307, 6888, 7076 
no-contact notice, 1304, 1307, 1363-1364, 1423, 1430 
protection for victims of abuse, 1766 
Budget surplus 
transfer of funds to municipalities for infrastructure 
projects, 1038-1039 
Child poverty, 481 
Community Living 
Ontario, 5788-5789 
Developmental services institutions (DS!) 
closure, 2129, 2394, 2762, 5733-5734, 5788-5789 
Domestic violence, 4289 
government funding for programs to reduce domestic 
violence, 170 
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Employment Protection for Foreign Nationals Act (Live-in 
Caregivers and Others), 2009 (Bill 210) 
second reading, 8183-8184 
Families for a Secure Future 
government funding, 1166 
Family Responsibility Office (FRO), 2641-2642 
collection of arrears, 2642 
reform, 8379, 8387 
Family Service Ontario, 6598 
Foreign caregivers 
protection, 8183-8184 
Foster families, 3538-3539 
French-language debates 
Déclarations ministérielles et reponses 
Accessibilité pour les personnes handicapées, 2098- 
2099, 6892-6893, 7776-7777 
Adoption, 162 
Drapeau franco-ontarien, 2841-2842 
Journée internationale de la francophonie, 469, 5475- 
5476 
Journée internationale des personnes handicapées, 
4429 
Semaine du service a la clientéle, 3098 
Semaine nationale des familles d'accueil, 3538-3539 
TEOVS25 
Loi de 2009 sur la saine gestion publique, projet de loi 
212 
deuxiéme lecture, 8378-8379 
Loi de 2008 sur Il'accés aux dossiers d'adoption 
(modification de lois en ce qui conceme les 
statistiques de I'état civil), projet de loi 12 
deuxiéme lecture, 749-750 
Loi de 2008 sur les mesures budgétaires et I'affectation 
anticipée de crédits (no 2), projet de loi 114 
deuxiéme lecture, 3604 
Loi de 2008 sur les services et soutiens favorisant 
l'inclusion sociale des personnes ayant une 
déficience intellectuelle, projet de loi 77 
deuxiéme lecture, 2041-2043 
troisieme lecture, 2761-2762 
Loi de 2008 sur I'Office des télécommunications 
éducatives de langue frangaise de |'Ontario, projet 
de loi 55 
deuxieme lecture, 1618-1620, 1623-1624 
Ordre du jour 
Budget de l'Ontario de 2009, 5915-5917 
Questions orales 
Accés aux soins de santé, 3683 
Accessibilité pour les personnes handicapées, 8413 
Affaires francophones, 5511, 7832, 9691 
Drapeau franco-ontarien, 2896-2897 
Jeunesse francophone, 1924-192 
Office des affaires francophones, 5831 
Services en francais, 2641, 8108-8109, 8211 
Travailleurs sociaux, 9724 
Violence familiale, 9369 
Good Govemment Act, 2009 (Bill 212) 
second reading, 8378-8379, 8381, 8387 
Government record 
PC (1995-2003) 
family support arrears, 2642 
H1N1 influenza A (swine flu) 
emergency preparedness 
availability of Tamiflu, 8456 
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Meilleur, Hon. M. (LIB, Ottawa—Vanier) (continued) 
Income groups 
low, 771 
Interpreter and intervener services 
government funding, 6989 
Investing in Ontario Act, 2008 (Bill 35) 
second reading, 1038-1039 
Members'/ministers' correction of record, 9410 
Members/ministers quoting committee submissions 
Cavoukian, Ann (Information and Privacy 
Commissioner), 1430 
Coalition for Open Adoption Records, 1430 
Members/ministers quoting statements 
Blumberg, Bruce (geneticist), 2761-2762 
Frazee, Catherine (co-director, Ryerson/RBC institute 
for disability studies), 2043 
Onley, David (Lieutenant Governor of Ontario), 16, 2042 
Roosevelt, Franklin (82nd United States president), 2762 
Mental health care 
government funding, 6598 
Ministerial statements, presented 
Accessibility for the disabled, 2098-2099, 6892-6893, 
7776-7777 
Adoption, 161-162 
Customer Service Week, 3098 
International Day of Persons with Disabilities, 4428-4429 
National Foster Family Week, 3538-3539 
Ministers redirecting oral questions, 2294, 4289, 5784, 
6989, 8498 
Ministry of Community and Social Services 
developmental services, 5235 
passport program, 1166, 1972, 2029, 2834, 4473, 4579 
special services at home program, 7192 
National/independence/memorial days 
International Day of la Francophonie, 5476 
Ontario child benefit (OCB), 481, 1102, 3849, 8151 
Ontario disability support program (ODSP), 5383 
Ontario disability support program (ODSP) benefits, 5997 
increase, 7918 
overpayment, 9115, 9117 
special diet allowance, 422, 9577-9578, 9723-9724 
travel and transportation to and from medical 
appointments, 4753 
Ontario disability support program (ODSP) recipients, 
2239 
Ontario French-language Educational Communications 
Authority Act, 2008 (Bill 55) 
second reading, 1618, 1623 
Ontario March of Dimes 
home and vehicle modification program (HVMP), 9546- 
9547 
Ontario Works program benefits, 3639 
overpayment, 9115 
temporary care assistance (TCA), 2393, 2784, 3139, 
3233, 3321, 3373-3374, 3490, 3530, 3638-3639, 
3680, 3771, 3827, 3849-3850, 4022-4023, 4058- 
4059, 4105-4106, 4151, 4211, 4290, 4422 
government funding, 3849 
income tested, 3638 
Opposition day motions, responded to 
Child care, 3849-3850 
Oral questions, responded to 
Accessibility for the disabled, 3485-3486, 3488-3489, 
8413, 9036-9037 
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Adoption disclosure, 1250, 1304-1305, 1307, 1312, 
1363-1364, 1423, 1766, 6888, 7076, 8498 
Agency spending, 9117-9118 
Assistance to the disabled, 5784, 5997 
Child care, 2393, 2784, 3139, 3233, 3321, 3373-3374, 
3490, 3530, 3638-3639, 3680-3681, 3771, 3827, 
4022-4023, 4058-4059, 4105-4106, 4151, 4211, 
4290, 4422 
Diet supplements, 422 
Disability benefits, 4383, 9695-9696 
Family Responsibility Office, 2641-2642 
Flu pandemic preparedness, 8456 
Franco-Ontarian flag, 2897 
Low-income Ontarians, 770-771, 7918 
Mental health services, 6598, 6988-6989 
National child benefit supplement, 481 
Northern health travel grant, 4753 
Ontario child benefit, 8151 
Ontario disability support program, 2239 
Pension plans, 6230 
Poverty, 1101-1102, 8994-8995 
Registered disability savings plans, 4379-4380 
Services for disabled children, 5235, 7192 
Services for the developmentally disabled, 235, 1166, 
1972, 2029, 2031, 2129, 2393-2394, 2784, 2834, 
4473, 4579, 5733-5734, 6942, 8824-8825, 9406- 
9407 
Services for the disabled, 7874, 9546-9547 
Social assistance, 4288-4289, 5383, 8729, 9115-9116, 
9267, 9404, 9577-9578, 9723-9724 
Social workers, 9724 
Women's shelters, 170 
Pension plans, 6230 
Persons with disabilities, 2393, 4383, 4429, 5997 
barrier-free access, 16, 2098-2099, 3098, 6892, 8413, 
9036-9037 
accessibility standards, 16, 5997, 6892 
customer service, 7776-7777 
developmental disabilities 
deinstitutionalization, 2042 
government funding, 2031 
services, 2046, 8824-8825, 9407-9408 
waiting list for services, 2031 
government funding, 3485-3486, 5784 
service agencies/application centres 
inspections without warrant, 2784 
services, 1982, 2761-2762, 3488, 4579, 6942 
government funding, 7874 
Patterson, Teddy case, 1972 
social inclusion, 2761-2762 
Poverty, 481 
older women, 6230 
Poverty reduction strategy, 6230 
social assistance review, 5784 
Public education campaigns 
Customer Service Week, 3098, 7776-7777 
International Day of Disabled Persons, 16 
International Day of Persons with Disabilities, 4428 
National Access Awareness Week, 2098-2099, 6892 
National Foster Family Week, 3538-3539 
Registered disability savings plans, 4379, 4383, 9695- 
696 


exempting registered disability savings plans from 
eligibility for disability support, 4429 
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Meilleur, Hon. M. (LIB, Ottawa—Vanier) (continued) 
exempting registered disability savings plans from 
eligibility for social assistance, 4383 
regulations, 4379 


Services and Supports to Promote the Social Inclusion of 


Persons with Developmental Disabilities Act, 2008 
(Bill 77) 
general discussion, 2784, 2834, 5784, 6942, 8379 
regulations, 5789, 6942 
first reading, 1981 
ministerial statement, 1982-1983 
second reading, 2041-2043, 2046 
third reading, 2761-2762, 2765 
Sign language interpreters, 3489 
Social assistance, 5383 
reform, 9267 
Social assistance benefits 
grandparents, 9404 
increase, 4289, 8729 
Social Benefits Tribunal 
expenditures 
Miclash, Frank (acting chair), 9117 
Social workers, 9724 
Workers 
injured workers, 3815 
Workplace Safety and Insurance Amendment Act, 2008 
(Bill 119) 
second reading, 3806-3807, 3815 
Workplace Safety and Insurance Board (WSIB), 3807 


Miller, N. (PC, Parry Sound—Muskoka) 
Aboriginal communities 
water quality, 885 
Aboriginal land claims 
Caledonia, 7088 
Aboriginal peoples 
education, 6197 
Aboriginal policy framework (APF), 644 
Access to Adoption Records Act (Vital Statistics Statute 
Law Amendment), 2008 (Bill 12) 
third reading, 1439 
Adoption disclosure 
protection for victims of abuse, 1439 
Agencies/boards/commissions/etc. 
expenditures 
accountability, 7567-7568 
disclosure, 7568, 7589-7591, 8064 
review by Integrity Commissioner, 7587-7588 
subject to freedom of information requests, 9236-9237 
Agricultural industry 
regulation, 2021-2022 
Animal protection 
private zoos, 1803 
regulation and enforcement, 3158-3159 
Animal protection organizations 
use of term humane society restricted, 1803, 2013 
Anniversaries 
Bracebridge Public Library 100th anniversary, 3534 
Apprenticeship training 
ratio of tradespeople to apprentices, 2855, 3044, 6441, 
7099, 7130-7134, 7136, 7856 
small business, 7856 
Apprenticeship training programs 
completion rates, 7133 
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Automobile insurance 
uninsured drivers, 7542 
Automobile insurance rates/premiums 
increase, 8028-8029 
young drivers, 7542-7543 
Automobile safety devices 
seat belts 
enforcement, 6134 
Automobiles 
provincial sales tax exemption on new car sales, 5911 
Barrie-Innisfil Boundary Adjustment Act, 2009 (Bill 196) 
second reading, 7511 
Batteries 
deposit and return system, 229 
Battery Deposit and Retum Act, 2007 (Bill 22) 
first reading, 228-229 
Blue-green algae blooms 
Sturgeon Bay, 2685-2686, 2713 
Books 
Local Library, Global Passport: The Evolution of a 
Camegie Library (Patrick Boyer), 3534 
Boundary adjustment 
Barrie and Innisfil, 7511 
British Columbia 
regulatory reduction, 4135, 4140 
small business regulations, 3426 
Brochures 
A Guide to Understanding Retail Sales Tax for your 
Business in Ontario (Small Business Pointers 901), 
3425, 4134 
Budget, 599, 5664 
pre-budget consultations, 4296-4297 
Budget deficit, 3624-3625, 5910-5911, 5914, 7588, 8064, 
8146-8147, 9721-9722 
Budget Measures Act, 2009 (Bill 162) 
second reading, 6105, 6122 
Budget Measures and Interim Appropriation Act, 2008 
(Bill 44) 
second reading, 780 
third reading, 1902 
Budget Measures and Interim Appropriation Act, 2008 
(No. 2) (Bill 114) 
second reading, 3605, 3624-3625 
Budget surplus 
transfer of funds to municipalities for infrastructure 
projects, 799 
Burk's Falls and District Health Centre 
after-hours emergency services, 493 
government funding, 1902 
closure, 6387-6388 
government funding, 6388 
Cable/satellite providers 
requirement to broadcast legislative proceedings of the 
province or territory, 3254 
Cambodia 
opening of Muskoka School (Siem Reap district), 9698 
Carbon monoxide detectors, 7450 
Casinos 
Casino Niagara 
untendered renewal of lease, 8208, 8255-8256 
Child and Family Services Statute Law Amendment Act, 
2009 (Bill 103) 
third reading, 4842 
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Miller, N. (PC, Parry Sound—Muskoka) (continued) 
Colleges Collective Bargaining Act, 2008 (Bill 90) 
third reading, 2927 
Colleges of applied arts and technology (CAATs) 
Georgian College 
carpentry techniques program, 7134 
Community development trust fund, 6082, 6750-6751 
Congratulatory remarks 
George, Maynard Sam (recipient, Order of Ontario), 
4429 
Conservation officers 
government funding, 237 
Construction industry 
underground economy, 3719-3721 
Construction workers 
occupational health and safety, 3719-3722 
Consumer protection 
security deposits for utilities and disconnections, 9246- 
9247 
Coroner inquests 
power of Minister of Community Safety and Correctional 
Services to hold inquest repealed, 4371 
Coroners Amendment Act, 2009 (Bill 115) 
second reading, 4371 
Cosmetic Pesticides Ban Act, 2008 (Bill 64) 
second reading, 1851, 1858, 2021-2022, 2216-2217 
Countering Distracted Driving and Promoting Green 
Transportation Act, 2009 (Bill 118) 
second reading, 4201 
Credit unions, 7966-7967 
De Beers Canada 
diamond mine (Victor project), 5626-5627, 6789 
Debates re answers to oral questions 
Health care funding 
requested, 4450-4451 
participation, 4450-4451 
Small business 
requested, 4088-4089, 5405-5406 
participation, 4088-4089, 5405-5406 
Tobacco control 
requested, 1087-1088 
participation, 1087-1088 
Demonstrations 
aboriginal groups (Queen's Park), 2168 
Destination marketing and management organizations 
(DMMOs), 6890 
Diamond royalty 
De Beers Canada, 6447 
Doctor shortage, 2651 
Bracebridge, 2725 
Driver licences, 2339 
enhanced driver licences, 2426 
graduated licences 
daytime passenger restrictions for young drivers, 6134 
restriction from carrying more than one passenger 
aged 19 and under, 4219, 4294 
Drivers 
age discrimination, 4545-4548 
Driving 
ban on use of cellular telephones and electronic 
entertainment devices while driving 
global positioning system (GPS), 4201 
hands-free devices, 4201 
Economic conditions, 366, 4811-4812, 5201 
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Economic decline, 5910 
Economic growth, 366, 3424 
five-point economic plan, 3424 
Education 
Parry Sound—Muskoka, 6105 
Education funding reform, 213-214 
eHealth Ontario 
expenditures 
accountability, 7559 
Election Statute Law Amendment Act, 2010 (Bill 231) 
second reading, 9661, 9669, 9677-9678 
Electoral process reform, 9677-9678 
special ballots, 9661 
Electricity rates 
industrial rates, 9425 
Employment creation, 7638 
Employment Protection for Foreign Nationals Act (Live-in 
Caregivers and Others), 2009 (Bill 210) 
third reading, 9194-9196 
Employment-related benefits 
organ donor leave, 5218-5219, 5368 
Employment Standards Amendment Act (Organ Donor 
Leave), 2009 (Bill 154) 
second reading, 5218-5219, 5368 
Employment Standards Amendment Act (Temporary Help 
Agencies), 2009 (Bill 139) 
general discussion, 5283, 5406 
second reading, 5135 
third reading, 6353-6354, 6364, 6366 
Employment Standards Amendment Act (Wage Security), 
2007 (Bill 6) 
general discussion, 672 
Endangered species, 2640 
protection, 1969 
Endangered Species Act, 2007 (Bill 184) 
general discussion, 1969, 2640 
integration into forest management plans, 2290, 2352, 
3426 
Energy . 
renewable energy, 5014 
Copperhill Solar, 5441 
renewable energy projects 
cost increases for consumers, 5441, 5443, 6571, 6769 
employment creation, 5925-5926, 6769 
Energy Consumer Protection Act, 2010 (Bill 235) 
second reading, 9211 
Family law 
pension plans, 4973 
reform, 4973 
Family Statute Law Amendment Act, 2009 (Bill 133) 
second reading, 4973 
Far North Act, 2009 (Bill 191) 
ministerial statement 
public consultation, 7157 
Federal-provincial-territorial agreements/programs 
AgriRecovery program, 3735 
Fire sprinklers 
mandatory fire sprinkler systems in new residential 
construction, 7449-7450 
First Nations Technical Institute, 644 
Foreign caregivers 
protection, 9195-9197 
Forest industry 
layoffs, 1774 
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Miller, N. (PC, Parry Sound—Muskoka) (continued) 
Wood WORKS!, 7945 
Forest resources management 
Nipissing Forest 
safety in movement of logs, 3139 
France 
pension plan reform, 9340-9341 
Government accountability 
fiscal accountability, 7574 
Government-business partnerships, 3426-3427 
Government debt, 599 
Government expenditures, 780, 3577-3578, 4297 
increase, 5910-5911 
Government notice of motions 
Federal government policy 
responded to, 9424-9426 
Legislative reform 
time allocation motion 
responded to, 1530-1531 
Government orders 
Ontario economy 
responded to, 3424-3427 
Government record 
Liberal (2003-2010), 9424-9426, 9644 
mining industry, 6789 
PC (1995-2003) 
mining industry, 5627, 6789-6790 
Great Lakes 
protection, 3329 
Great Lakes Charter Annex Agreement, 3329 
Great Lakes-St. Lawrence River Basin Water Resources 
Compact, 3329 
Greater Toronto and Hamilton Area Transit 
Implementation Act, 2009 (Bill 163) 
second reading, 5726, 5898 
Green Energy and Green Economy Act, 2009 (Bill 150) 
general discussion 
public consultation, 5005 
second reading, 5014, 5173-5174, 5177, 5359, 5364, 
5440-5443 
authority of Ontario Energy Board, 5443 
third reading, 6571, 6769, 6777-6778 
Harmonized sales tax, 5664, 5689, 5911-5913, 6122, 
8735, 8795-8796, 8855, 8947, 9157-9159 
economic impact, 7759 
impact on investment industry, 8765 
impact on real estate industry, 8764-8766 
public consultation, 9158-9159 
hosted by Ontario Road Builders’ Association, 8866 
transition benefit 
$1,000 for single parents or couples, 5689 
Health care 
alternate level of care, 6388 
Parry Sound—Muskoka, 9269-9270 
rural and northern Ontario 
closure of Burk's Falls and District Health Centre, 
8103-8104 
Healthy Food for Healthy Schools Act, 2008 (Bill 8) 
second reading, 209, 213-215 
Highway Traffic Amendment Act (Child Passengers on 
Motorcycles), 2008 (Bill 117) 
second reading 
public consultation, 4488 
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Highway Traffic Amendment Act (Speed-limiting 
Systems), 2008 (Bill 41) 
second reading, 1078 
third reading, 2587-2588 
Holidays 
Family Day, 5388 
Home care workers 
employment protection, 6364 
Home energy audits, 5014, 5177, 5440-5441, 6777-6778 
Horse racing industry 
Barrie Raceway 
decline in race dates, 7511 
Hospital budget deficits 
Muskoka Algonquin Healthcare, 4289, 4450, 5842, 5847 
Hospital closure 
Toronto Grace Hospital, 9269-9270 
Hospitals 
West Parry Sound Health Centre 
occupancy rate, 5847 
responsibility for Rousseau, Whitestone and Britt 
nursing stations, 7437 
Housing 
affordable 
Parry Sound, 7534 
Ideas for the Future Act, 2008 (Bill 100) 
second reading, 3119 
Immunization 
H1N1 influenza A (swine flu), 8503 
human papilloma virus (HPV), 8653 
Increasing Access to Qualified Health Professionals for 
Ontarians Act, 2008 (Bill 97) 
second reading, 2651-2652, 2725 
Industry shutdowns, 25, 5210 
Cash Rolls of Canada, 3005, 3425 
Interprovincial Policing Act, 2009 (Bill 203) 
second reading, 7905-7909 
Part Il, 7906-7907 
Part III, 7907 
Part IV, 7907 
Investing in Ontario Act, 2008 (Bill 35) 
second reading, 799 
Jordan's Principle, 6196-6197 
Laboratory services 
community-based 
Muskoka Algonquin Healthcare, 2788 
Labour mobility, 8294, 8298, 8662 
Labour Relations Statute Law Amendment Act, S.O. 
2005, c.15, 7133-7134 
Lake Simcoe Protection Act, 2008 (Bill 99) 
second reading, 2685-2686, 2713 
third reading, 4342-4343 
Lake Superior, 4311 
Land transfer tax 
retroactive application to fractional ownership units, 
7273-7274 
Land use planning 
Far North, 7157 
Legal aid, 9222 
Legislative procedure 
members/ministers imputing motive, 1529 
ministerial statements, 4296 
Legislative proceedings 
televised, 3254-3255 
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Legislative process 
family friendly reforms, 1407, 1530-1531 
oral questions, 1407 
Local health integration networks (LHINs), 4289-4290, 
6411 
executive salaries, 9370 
Lofthouse Brass Manufacturing Ltd., 1605-1606 
Long-term-care facilities, 3436 
Mace, 5627 
Manufacturing industry 
layoffs, 25 
Medical transplants 
organ and tissue donation, 5368 
consent reflected on health card or driver's licence, 
5218, 5368 
Members'/ministers' constituents 
appreciation, 1195-1196 
Members'/ministers' personal narratives, 5440-5441 
Members/ministers quoting committee submissions 
Amsden, Barbara (director of research and strategy, 
Investment Funds Institute of Canada), 8765-8766 
Bazely, James (President, Ontario Home Builders' 
Association), 8765 
Members/ministers quoting documents 
Outgrowing Grow-ins (Fred Vettese), 9347 
Members/ministers quoting electronic mail messages 
Beynon, Patsy (parent, Gravenhurst), 4546 
Bill 126, re, 4547 
Cormier, Wayne (owner, Cormier Adjusting Limited), 
7132 
French, Gary (councillor, Township of the Archipelago), 
6353, 6366 
Goldsmith, Philip, 4488 
harmonized sales tax, re, 8689, 8735, 8767, 8871 
Hickey, Blair (Bracebridge), 4488 
McEachran, George and Sandra (constituents, 
Muskoka), 5913 
O'Hearn, Katie, 4546 
Rhiness, Kayla, 4546 
Stinson Electrical, 7857 
Tapley, Nancy (Tapley Bondi cottage resort, Muskoka), 
5912 
Members/ministers quoting letters 
agency expenditures, re, 7568 
Andrew, Judith (vice-president, Canadian Federation of 
Independent Business), 3720 
Bacon, Betty and Sue Watson (owners, Craft Room), 
5236 
Bracebridge-Muskoka Lakes school nutrition action 
committee, 215 
Bradbury, Daniel (owner, Daniel's Computer Services 
and Web Design), 7542-7543 
Dixon, Kim, Richard Adams and David Conn (mayors, 
McDougall, Parry Sound and Seguin), 7857 
harmonized sales tax, re, 8768, 8795-8796 
Home Instead Senior Care, 6364 
Hopkins, Jamie (Santa's Village), 5236 
Jamison, Mark (CEO, Magazines Ontario/Canada), 8768 
Kaye Brothers (builders, Parry Sound), 5912 
Knopf, Eva (immigration consultant and director, Select 
Nannies Inc.), 9194-9195 
Nodwell, David (president, Muskoka Builders' 
Association), 4056 


regulation of small business, re, 388 
Robinson, Dale (mayor, McDougall), Richard Adams 
(mayor, Parry Sound), David Conn (mayor, Seguin), 
7133 
security deposits for utilities, re, 9246-9247 
Smith, Kenneth (president, Bent Ply of Muskoka Ltd.), 
5613 
Members/ministers quoting newspaper articles 
Barrie Examiner, 1078 
Beacon Star, 214 
Globe and Mail (Toronto), 3119 
Huntsville Forester, 4289 
National Post (Toronto), 599 
North Bay Nugget, 1774 
Toronto Star, 799, 4488, 5917 
Members/ministers quoting press releases 
Ministry of Northern Development and Mines, 6789-6790 
Members/ministers quoting reports 
Examining the potential cost of the Ontario Green 
Energy Act (GEA), 2009 (London Economics 
International LLC), 6769 
Office of the Auditor General of Ontario Annual Report 
(2007), 237 
Members/ministers quoting statements 
Aunger, Pauline (president, Ontario Real Estate 
Association), 8766 
Bartleman, James (former Lieutenant Governor), 885 
Beardy, Stan (grand chief, Nishnawbe-Aski Nation), 
6791-6792 
Bryans, Dave (president, Ontario Convenience Stores 
Association), 1087-1088 
Cho, Sonny (Ontario Korean Businessmen's 
Association), 994 
Closson, Tom (president, Ontario Hospital Association), 
5841 
Coalition for Balanced Mining Act Reform, 6793-6794 
Coles, Chris (chief superintendent, Ontario Provincial 
Police), 7236 
Daynes, Steve (Staffing Connection), 5406 
harmonized sales tax, re, 8947, 9042 
Health Canada, 2217 
Ingram-Haigh, Mary (president, Ontario Electrical 
League), 7856 
Insurance Bureau of Canada, 2860 
Lawley, Michael (executive director, Muskoka Tourism), 
6890 
Lim, Jamie (president, Ontario Forest Industries 
Association), 1969, 7946 
Lockhart, Glenndon (Parry Sound), 2966 
London Chamber of Commerce, 9721-9722 
Mining Association of Canada, 6790 
Muskoka Builders’ Association, 4085 
Nodwell, Dave (president, Muskoka Builders' 
Association), 4088 
North Bay city council resolution 2009-765 re: 
harmonized sales tax, 9157 
Samuelson, Wayne (president, Ontario Federation of 
Labour), 7236 
Sanderson, Donald (CEO, West Parry Sound Health 
Centre), 5841 
Sandler, Steve (president, Sturgeon Bay Pointe au Baril 
Ratepayers Association), 2713 
Members'/ministers' remarks 
withdrawn, 7133 
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Members' statements 
Aboriginal rights, 2168 
Burk's Falls and District Health Centre, 493 
Bus transportation, 2966 
Credit unions and caisses populaires, 7966-7967 
Digby, John, 1195-1196 
Emergency dispatch services, 4222-4223 
Endangered species, 2352 
Flu immunization, 8503 
Forest industry, 1774 
Health care, 7437 
Human papilloma virus, 8653 
Laboratory services, 4222 
Legal aid, 9222 
Legislative reform, 1407 
Local health integration networks, 9370 
Muskoka Algonquin Healthcare, 2788 
Muskoka Ambulance Service, 3095 
Ontario budget, 599 
Ontario economy, 366, 3577-3578 
Ontario Winter Youth Games, 981 
Organ and tissue donation, 5127 
Provincial deficit, 9584 
Public libraries, 3534-3535 
Renewable energy, 5005 
Road safety, 4219, 4294 
School calendar, 5388 
School in Cambodia, 9698 
Service Ontario, 1091 
Taxation, 5689, 8689-8690, 8735, 8870-8871, 8947, 
9041-9042 
Tourism, 2399, 6890 
Water quality in aboriginal communities, 885 
Workers' compensation, 3380 
Mining Act, R.S.O. 1990, c.M.14, 2168, 5627 
reform consultation, 6788 
regulations, 6796 
Mining Amendment Act, 2009 (Bill 173) 
second reading, 6788-6796, 6930 
Mining industry, 5627, 6447, 6788, 6930 
consultation with First Nations 
mining legislation and regulations, 6792-6793 
environmental effects, 6793-6794 
ground staking, 6791 
surface rights vs. mineral rights, 6794 
Ministerial responsibility, 7566 
Ministerial statements, responded to 
Aboriginal children's services, 6196-6197 
First Nations Technical Institute, 644 
George, Maynard Sam, 4429 
Great Lakes-St. Lawrence River Basin Water 
Resources Compact, 3329 
Immigration information, 4296-4297 
Ipperwash Provincial Park, 7087-7088 
Land development, 7157 
Metis Nation, 827 
Mining industry, 5626-5627, 6446-6447 
Pension plans, 9180-9181 
Research and innovation, 5326 
Small business, 3005 
Ministry of Community and Social Services 
passport program, 2765, 2948 
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Ministry of Education 
pupil accommodation review guidelines, 4806 
Ministry of the Environment 
certificates of approval, 3426, 4134 
generation registration report, 419 
Ministry of Natural Resources 
government funding, 237 
Muskoka Ambulance Service, 3095 
Netherlands 
pension plan reform, 9341, 9460 
Nurse practitioners 
expansion of scope of practice, 6916 
Nurses 
northern Ontario, 6924 
shortage, 401, 2651-2652 
Occupational health and safety inspectors, 3721 
Ontario budget speech (25 March 2008) 
responded to, 672 
Ontario budget speech (26 March 2009) 
responded to, 5910-5914, 5917, 5925-5926 
Ontario College of Trades, 7131, 7134-7136, 7856 
membership fees, 7857 
Ontario College of Trades and Apprenticeship Act, 2009 
(Bill 183) 
second reading, 7099, 7130-7136 
public consultation, 7135-7136 
time allocation motion 
responded to, 7855-7857 
Ontario French-language Educational Communications 
Authority Act, 2008 (Bill 55) 
second reading, 1623 
Ontario Labour Mobility Act, 2009 (Bill 175) 
second reading, 8294, 8298, 8662 
Ontario Lottery and Gaming Corp. (OLG) 
expenditures 
disclosure, 7383 
lawsuit by Buttcon Energy Inc. over violation of 
agreement re Windsor Energy Centre, 7426 
Ontario Northland Transportation Commission 
bus service reduction, 2966 
Ontario Society for the Prevention of Cruelty to Animals 
(OSPCA) 
inspect and determine whether standards of care are - 
met, 3153 
training of inspectors or agents, 3153, 3159 
warrantless entry for inspectors, 3159 
Ontario Tax Plan for More Jobs and Growth Act, 2009 
(Bill 218) 
second reading, 8763-8769, 8795-8796, 8855 
third reading, 9157-9159 
Opposition day motions, responded to 
Hospital services, 6411-6412 
Workplace insurance, 4085 
Oral questions, presented 
Agency spending, 7335, 7383 
Apprenticeship training, 3044, 6441 
Automobile insurance, 8028-8029 
Disaster relief, 3735 
Education funding, 4806 
Endangered species, 1969, 2290 
Forest industry, 2640 
Government contracts, 8208, 8255-8256 
Government record, 9721-9722 
Health care, 8103-8104, 9269-9270 
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Health care funding, 4289 
Hospital funding, 6387-6388 
Job creation, 7638, 9644 
Land transfer tax, 7273-7274 
Manufacturing jobs, 25 
Mining industry, 1605-1606 
Minister's record, 7869 
Northern Ontario development, 6082, 6750-6751 
Ontario economy, 7574, 8064 
Ontario Lottery and Gaming Corp., 7426 
Provincial debt, 8146-8147 
Red tape reduction, 1820 
Resource management, 237 
Small business, 418-419, 2570, 3436, 3531, 3571, 
3920, 4056, 5187-5188, 5283, 5613 
Taxation, 5664-5665, 8679, 8866 
Tobacco control, 956, 994, 1253 
Tourism, 5236 
Transportation of goods, 3139 
Workers' compensation, 3373 
Workplace insurance, 4104-4105, 4146-4147 
Oral questions, responded to 
Tobacco control, 956 
Patients 
alternate level of care patients, 5841-5842 
Parry Sound—Muskoka, 6411-6412 
Payday loan agreements 
limit the cost of borrowing, 2404 
Payday Loans Act, 2008 (Bill 48) 
third reading, 2404 
PC Party 
economic summit, 3005 
Pension benefits, 9340 
Pension Benefits Amendment Act, 2010 (Bill 236) 
second reading, 9340-9349, 9354-9355, 9358, 9459- 
9460 
Pension plans 
defined benefit pension plans, 9341, 9459-9460 
reform, 9349, 9358 
asset transfers between plans, 9345-9346 
layoffs and partial windups, 9344 
plan members access to information, 9347 
regulatory oversight, 9346-9347 
Persons with disabilities 
developmental disabilities 
government funding, 2046, 2053 
individualized funding, 2765 
Pesticides/herbicides 
ban on use and sale of cosmetic pesticides, 1851, 2216- 
224, 
2,4-D, 2217 
Petitions 
Child care, 4956 
Electricity supply, 5133 
Emergency dispatch services, 3331, 3385, 3449, 3580, 
3650, 3694-3695, 3741, 3844, 4118, 4160-4161, 
4299-4300, 4398, 4531 
Health care, 9278, 9330, 9456 
Hospital funding, 775-776, 4828-4829, 4955, 5328, 
5390, 5520, 5694-5695, 5743, 5838, 5891-5892, 
5961-5962, 6005, 6090, 6149, 6344-6345, 6399, 
7286, 7439, 7783, 8117-8118, 8507, 9184-9185 
Laboratory services, 2647, 3386, 4335 
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Logging route, 3384, 3451-3452, 3581, 3692, 3739, 
3846, 4117, 4160, 4221, 4299, 4336, 4397, 4587 
Long-term care, 1521 
Lord's Prayer, 507, 616, 959, 1428-1429, 1719, 1975, 
2210, 2527 
Ontario budget, 6285, 6400, 6699, 6952 
Road safety, 4334, 4529 
Sale of domestic wines and beers, 7440 
Sales tax, 4955-4956, 5518, 5586-5587, 5629, 6346 
School transportation, 8508 
Taxation, 7092-7093, 7158-7159, 7236-7237, 7441, 
7529-7530, 7584, 7656, 7738-7739, 7929, 8614, 
8694-8695, 8876, 8955, 9047, 9049, 9182, 9331 
Workplace insurance, 4068-4069, 4117, 4158, 4221, 
4298, 5007 
Photo Card Act, 2008 (Bill 85) 
second reading, 2328-2329, 2333, 2339, 2426 
Photo identification cards, 2328, 2333, 2339, 2426 
privacy/security of information, 2328, 2426 
Police services 
cross-border policing, 7905-7908 
Poverty, 5210, 5213-5214 
Poverty Reduction Act, 2009 (Bill 152) 
second reading, 5201, 5210, 5213-5214, 5560-5561 
Private members’ public business 
Apprenticeship training 
responded to, 2855 
Automobile insurance 
responded to, 7542-7543 
Electricity Amendment Act (Protection Against Security 
Deposits), 2009 (Bill 228) 
second reading, 9246-9247 
Fire safety 
responded to, 7449-7450 
Forest industry 
responded to, 7945-7946 
Freedom of Information and Protection of Privacy 
Amendment Act (Institutions), 2009 (Bill 227) 
second reading, 9236-9237 
Health care 
presented, 5841-5842, 5847 
Highway Traffic Amendment Act (Child Passengers on 
Motorcycles), 2008 (Bill 117) 
second reading, 4488 
Lake Superior Day 
responded to, 4311 
Legislative channel 
responded to, 3254-3255 
Planning Amendment Act (Enabling Municipalities to 
Require Inclusionary Housing), 2009 (Bill 198) 
second reading, 7534-7535 
Red Tape and Regulatory Review Act, 2008 (Bill 57) 
second reading, 1152-1153 
Red Tape Reduction Policy Act, 2008 (Bill 121) 
second reading, 4133-4135, 4140 
Small business 
responded to, 7749 
Taxation 
responded to, 7758-7759 
Tobacco Tax Reduction Act, 2009 (Bill 199) 
second reading, 7551 
Towing Industry Act, 2008 (Bill 87) 
second reading, 2859-2860 
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Provincial-aboriginal agreements 
Metis Nation of Ontario, 827 
Provincial Animal Welfare Act, 2008 (Bill 50) 
second reading, 1802-1803, 2103-2104 
section 6, 1803, 2013-2104 
third reading, 3153, 3158-3159 
Provincial parks 
Ipperwash Provincial Park 
return to Chippewas of Kettle and Stony Point First 
Nation; 4429 
Public education campaigns 
Lake Superior Day, 4311 
Salute to Small Business Month, 3005 
Small Business Week, 3380 
Public Sector Expenses Review Act, 2009 (Bill 201) 
second reading, 7558-7559, 7566-7568, 7587-7590, 
7614 
Public transportation 
integrated, 5898 
Red Leaves Hotel, 7133-7134 
Red Tape Commission, 1153, 7749 
Red Tape Reduction Policy Act, 2008 (Bill 121) 
first reading, 3739 
Regulated Health Professions Amendment Act, 2009 (Bill 
141) 
second reading, 4811-4812 
Regulated Health Professions Statute Law Amendment 
Act, 2009 (Bill 179) 
second reading, 6916, 6924 
Regulations, 1152-1153 
business compliance, 1820 
reduction, 3739 
Reports 
Breaking the Cycle: Ontario's Poverty Reduction 
Strategy, 5201 
Cutting Through Pension Complexity: Easy Steps 
Forward for the 2010 Federal Budget (C.D. Howe 
Institute), 9343 
A Fine Balance - Safe Pensions - Affordable Plans - 
Fair Rules (Report of the Expert Commission on 
Pensions), 9343-9344 
Report of the Ipperwash Inquiry (Sidney Linden), 7087- 
7088 


Report on the Five Year Review of Automobile 
Insurance (Financial Services Commission of 
Ontario), 7543 

Special Report: Ontario's Electronic Health Records 
Initiative (Office of the Auditor General of Ontario), 
7869 

Retail sales tax 
elimination of retail sales tax from accommodations and 
attractions, 2329, 2333, 2399, 2426 
Road Safety Act, 2009 (Bill 126) 
general discussion, 4296 
public consultation, 4219 
second reading, 4545-4549, 4562 
public consultation, 4545-4549 
third reading, 6134 
School cafeterias 
ban on trans fat in food and beverages, 213-215 
School construction 
Parry Sound, 4806 
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School year 
start of classes before or after Labour Day, 5236, 5388 
Schools 
Almaguin Highlands Secondary School 
ground-source heat pump, 4806 
ServiceOntario, 1091 
Services and Supports to Promote the Social Inclusion of 
Persons with Developmental Disabilities Act, 2008 
(Bill 77) 
second reading, 2045-2046, 2053 
third reading, 2765, 2948 
amendments, 2948 
public consultation, 2948 
716056 Ontario Limited Act, 2008 (Bill Pr6) 
first reading, 368 
Signage 
tourism-oriented directional signs (TODS), 3426 
Skilled trades, 7134-7135 
Small business, 3005, 3380, 3424-3427, 3436, 3531, 
3571, 5187-5188 
access-to-credit program, 5613 
collection/remittance of provincial sales tax/goods and 
services tax, 3425, 4134 
government assistance in complying with regulations, 
2570 
regulation, 418-419, 3005, 3380, 3426-3427, 3436, 
3531, 5188, 5283, 5405-5406 
regulatory reduction, 4133-4135, 4140 
three-point plan, 3531 
Smoke-Free Ontario Amendment Act, 2008 (Bill 69) 
second reading, 1867 
Smoke shops 
Argyle Street (Caledonia), 7088 
Smoking 
ban on smoking in cars with children present, 1867 
Speed limiters, 1078 
Speed limits 
enforcement, 2588 
Sports and recreation 
hockey 
Huntsville, 359 
Sports competitions 
2010 Ontario Winter Youth Games, 981 
Stem cell research 
Nagy, Andras (Mount Sinai Hospital), 5326 
Temporary help agencies, 5406 
regulation, 6353-6354 
Temporary help agency employees 
protection 
exemption for community care access centres 
(CCACs), 6364 
TRO 
educational programming, 1623 
separation from TVOntario, 1623 
Throne speech debate 
participation, 358-359, 388, 401 
Time allocation motions 
Legislative reform 
responded to, 1530-1531 
Ontario College of Trades and Apprenticeship Act, 2009 
(Bill 183) 
responded to, 7855-7857 
Tobacco products 
ban on retail display of cigarettes, 956, 994, 1087-1088 
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extension of deadlines, 1253 
illegal sale, 7909 
Tobacco tax 
reduction, 7551 
Toronto District School Board 
government funding, 5917 
Tourism industry, 2328-2329, 2333, 2339, 2399, 2426, 
5236 
Ontario tourism competitiveness study and action plan, 
2426 
Tourism regions 
combining Muskoka with York—Simcoe and Grey-Bruce, 


Towing industry 

regulation, 2859-2860 
Toxic substances 

health risks, 6310 

reduction plan 

role of federal government, 6291 

Toxics Reduction Act, 2009 (Bill 167) 

second reading, 6291-6292, 6309-6310 
Training programs, 3605 
Transit systems 

integrated, 5726 
Tributes 

Gaunt, Murray (former member, Huron—Bruce), 7780- 


George, Maynard Sam (recipient, Order of Ontario), 
7236 


Trillium Gift of Life Network 
organ and tissue donation, 5127 
Trillium Lakeheads District School Board 
school closures, 6105 
Union certification 
card-based certification, 7133-7134 
United Kingdom 
pension plan reform, 9341-9342, 9355, 9460 
United States 
affordable housing, 7534-7535 
Workers 
out-migration of Ontario workers, 366 
skilled worker shortage, 2855 
skilled workers, 7130 
Workers' compensation benefits 
coverage for construction company owners, 3920, 4088 
coverage for construction workers, 3373, 3426, 3531, 
3571, 3719-3722, 3724 
Working Families Coalition, 7133, 9669, 9677-9678 
Workplace Safety and Insurance Amendment Act, 2008 
(Bill 119) 
general discussion, 4104-4105, 4147, 4296 
impact cost analysis, 4104-4105 
public consultation, 3920, 4056, 4085, 4088-4089 
second reading, 3719-3722, 3724 
Workplace Safety and Insurance Board (WSIB), 3719- 
3722 
named insured system, 4146-4147 
Youth justice centres, 4842 


Miller, P. (NDP, Hamilton East-Stoney Creek) 
Agencies/boards/commissions/etc. 
disclosure of untendered contracts, 7335 
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expenditures 
accountability, 7421, 7597 
disclosure, 7395 
review by Integrity Commissioner, 7553-7555, 7819, 
7821 
Agreement on Internal Trade, 8289, 8291 
Air pollution, 546-547 
Hamilton, 1311 
Air quality management 
Hamilton, 503 
Animal Health Act, 2009 (Bill 204) 
second reading, 8227, 8229-8231, 8233 
public consultation, 8227 
time allocation motion 
responded to, 8573-8575 
Anniversaries 
Battle of Stoney Creek 196th anniversary, 7197 
Apology, 5395 
Apology Act, 2009 (Bill 108) 
third reading, 5395, 5404-5405 
Apprenticeship training programs, 7125 
completion rates, 7124 
Aradco Management Ltd. 
severance payments, 5514 
Athletes 
government funding, 2843 
Automobile industry, 669, 2291, 5682 
auto sector investment fund, 673 
Ford Motor Company of Canada 
Essex engine plant, 645 
General Motors of Canada Ltd. 
government funding, 2565 
job guarantee in return for government assistance, 
2566 
layoffs, 2565 
government funding, 5945-5946, 6010 
layoffs, 2291 
made-for-Ontario auto strategy, 5682 
Automobile insurance, 4461-4462 
Automobile parts industry 
government funding, 5945 
Awards 
Women of Distinction Award 
LaFleshe, Barbara (nominee), 6047 
Barrie-Innisfil Boundary Adjustment Act, 2009 (Bill 196) 
second reading, 7511-7515 
Bauer Industries 
layoffs, 4946 
Books 
Strange Fatality: The Battle of Stoney Creek, 1813 
(James Elliott), 7197 
Boundary adjustment 
Barrie and Innisfil, 7512-7515 
Boys and Girls Clubs of Canada 
national conference, 1979 
Budget 
job stimulus plan, 4818 
Budget Measures Act, 2009 (Bill 162) 
general discussion, 6188, 6551 
Budget Measures and Interim Appropriation Act, 2008 
(Bill 44) 
second reading, 854-857, 859 
third reading, 1644, 1655 


SPEAKER INDEX / INDEX DES INTERVENANTS 


Miller, P. (NDP, Hamilton East-Stoney Creek) (continued) 


Budget Measures and Interim Appropriation Act, 2008 
(No. 2) (Bill 114) 
second reading, 3589-3590 
Budget surplus 
transfer of funds to municipalities for infrastructure 
projects, 1284 
Building codes 
revision, 6764-6765 
Bullying, 5605 
Buy Ontario policy, 5080, 6009-6010 
Canadian Broadcasting Corp. (CBC) 
government funding, 6669-6670 
Carpools, 4279-4280 
Child and Family Services Statute Law Amendment Act, 
2009 (Bill 103) 
third reading, 4871-4875, 4879 
Child care centres 
for-profit sector, 540 
Australia, 540 
Child poverty, 5272 
Children 
physical activity, 1133-1134 
Children's nutrition programs 
government funding, 856 
City of Toronto Act, 2006, S.O. 2006, c. 11, Sched. A 
amended by Bill 212, 8566 
Climatic changes, 7625 
Collective agreements, 3234-3235 
United Steelworkers and ArcelorMittal Dofasco Inc., 466 
Committee process 
Bill 173, 7799 
Bill 201, 7819 
Community Access to Child Health (CATCH), 6602-6603 
Community safety, 4871, 4873-4874 
Concurrence in supply debate (December 2009) 
participation, 9137-9139 
Congratulatory remarks 
athletes, 2843 
Conservation areas 
Eramosa karst, 568-569, 655, 1117 
protection of feeder lands, 2347-2348, 2578 
public consultation, 2571 
transfer to Hamilton Conservation Authority, 655, 
2347, 2571 
Construction workers 
occupational health and safety, 3889 
Consumer protection 
building contractors, 8356-8357 
energy contracts, 9210 
Corporate tax exemptions 
Ontario tax exemption for commercialization (OTEC), 
4403 
Corporate tax reduction, 6041, 9137-9138 
Corporations 
executive compensation caps for corporations receiving 
grant or loan from Ontario, 6011 
Cosmetic Pesticides Ban Act, 2008 (Bill 64) 
second reading, 1960-1961 
Countering Distracted Driving and Promoting Green 
Transportation Act, 2009 (Bill 118) 
second reading, 4277, 4279-4281 
public consultation, 4277, 4279-4280 
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Crime against seniors 
elder abuse, 6552 
Day Nurseries Amendment Act (Not for Profit 
Corporations), 2008 (Bill 26) 
general discussion, 857 
Debates re answers to oral questions 
Green power generation 
requested, 1278 
participation, 1278 
Demonstrations 
Protect Our Pensions rally (23 April 2009, Queen's 
Park), 6707 
Development Charges Act, S.O. 1997, c.27, 1285 
Discipline, 5609 
Doctors 
international medical graduates (IMGs) 
removing barriers, 2887-2888 
Driver distractions, 4279-4280 
Driver education/training, 4460-4461 
Driver licences 
graduated licences 
extending length of G1 and G2 periods, 4460 
restriction from carrying more than one passenger 
aged 19 and under, 4459-4460 
zero blood alcohol concentration level for drivers 21 
years of age or younger, 4459-4460 
Drivers 
irresponsible drivers 
penalties/fees, 4279 
Driving 
ban on use of cellular telephones and electronic 
entertainment devices while driving, 4279-4280 
Economic conditions, 4281, 4859, 5121, 5214 
Hamilton, 1644 
Economic decline 
government response, 6011 
Hamilton, 307-308, 6774 
Economic growth 
five-point economic plan, 3217 
Economic policy, 2781 
Education Amendment Act (Keeping Our Kids Safe at 
School), 2009 (Bill 157) 
second reading, 5599-5603, 5605, 5608-5609 
Education funding 
government funding, 7408 
Education funding reform 
Hamilton, 1116 
eHealth Ontario 
consultants, 7820 
contracts 
Accenture Inc., 7557 
Anzen Consulting Inc., 7557 
Courtyard Group Ltd., 7557 
expenditures, 7424, 7555-7556 
Kramer, Sarah (former CEQ) 
compensation/severance payments, 5556 
Election Statute Law Amendment Act, 2010 (Bill 231) 
second reading, 9684-9685 
Elections/by-elections 
campaign contributions, 2504 
campaign ethics, 2504-2505 
Electric vehicles 
rebates, 7626 
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Electricity rates 

increase, 6782 

industrial rates, 5071 
Employment creation, 645, 1205 
Employment insurance 

eligibility, 2781 

reform, 2807 
Employment insurance benefits 

Ontario workers, 2806-2807, 5029-5030 
Employment-related benefits 


employee wage security program, 41-42, 106, 740-741 


program administrator, 106 
severance/termination payments, 5515, 5663, 6654- 
6655 
Progressive Moulded Products, 8214 
Employment security, 7877 
Employment Standards Amendment Act, 2008 (Bill 71) 
general discussion, 2344 


Employment Standards Amendment Act (Lay-offs), 2009 


(Bill 239) 
first reading, 9225 


Employment Standards Amendment Act (Protection for 


Artists), 2009 (Bill 165) 
general discussion, 6670 


Employment Standards Amendment Act (Wage Security), 


2007 (Bill 6) 
general discussion, 300, 668-669, 740, 1117, 2486, 
3217, 5514-5515, 5614, 5663-5664 
public consultation, 741, 4946-4947, 6231 
first reading, 41-42 
Energy 
nuclear energy, 5069-5072 
renewable energy, 5069-5072 
feed-in tariff, 5070-5072 
solar, 5070-5071 
support for small business, 5437 
wind, 5070-5071 
renewable energy projects, 4943, 6770 
employment creation, 6769 
wind farms, 1247 
Energy Consumer Protection Act, 2010 (Bill 235) 
second reading, 9210 
Energy efficiency © 
home retrofit program, 7626 
Environmental protection, 482 
affordability of measures, 7626-7627 
government funding, 857 
Environmental Protection Act, R.S.O. 1990, c.E.19 
amended by Bill 212, 8567 
Environmental Protection Act (Greenhouse Gas 
Emissions Trading), 2009 (Bill 185) 
second reading, 7625-7630, 7632-7633 
Essar Steel Algoma Inc. 
pipe plant, 3575 
Europe 
livestock protection, 8230 
Family breakup 
counselling, 5020 
Family Statute Law Amendment Act, 2009 (Bill 133) 
second reading, 5020 
Farmers, 3059-3060 
Federal Accountability Act, S.C. 2006, c.9, 6007-6008 
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Federal government 
fiscal accountability, 6007-6008 
transfer payments 
equalization program, 3089 
Federal members'/ministers' remarks 
NDP (2006-2009) 
Angus, Charlie (Timmins James Bay), 6670 
Fire escapes 
non-combustible fire escapes, 269 
Fire sprinklers 
mandatory fire sprinkler systems in retirement homes, 
7430-7431, 9067-9068 
Firefighters 
presumptive legislation, 7391 
workers' compensation claims 
Morand, Gene case, 4524, 5386 
Forest industry 
layoffs, 105 
Full Day Early Leaming Statute Law Amendment Act, 
2010 (Bill 242) 
second reading, 9637-9638 
Fundraising 
earthquake victims in Abruzzo, Italy, 5998 
Good Government Act, 2009 (Bill 212) 
second reading, 8384 
public consultation, 8384 
time allocation motion 
public consultation, 8565 
responded to, 8565-8568 
schedule 8, 8565-8566 
Government consultants 
expenditures, 8024-8025 
Government notice of motions 
Select Committee on Elections 
responded to, 2504-2505 
Government orders 
Federal-provincial fiscal policies 
responded to, 2806-2808 
Ontario economy 
responded to, 3216-3219 
Government procurement policy 
vehicles for use by ministers, 5422 
made in Ontario, 5422 
Government record 
Liberal (2003-2010) 
environmental protection, 7625-7627 
senior citizens, 8106 
Government service transfer to municipal jurisdiction, 
1284 
Greater Toronto and Hamilton Area Transit 
Implementation Act, 2009 (Bill 163) 
second reading, 5818-5819 
time allocation motion 
responded to, 5973-5975 
Green economy, 5069-5072 
Green Energy and Green Economy Act, 2009 (Bill 150) 
general discussion, 4943 
second reading, 5051, 5069-5073, 5437 
third reading, 6764-6765, 6769-6774, 6778, 6782 
amendments, 6771 
Greenhouse gas emissions 
reduction, 7626, 7629, 7632-7633 
Hamilton East Kiwanis Boys' and Girls' Club, 1979 
Send a Kid to Camp campaign, 1155 
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Hamilton Niagara Haldimand Brant Community Care 
Access Centre 
restructuring, 1716 
Harmonized sales tax, 6008-6009, 9073 
impact on condominium owners, 8310 
impact on employment, 9137 
impact on senior citizens, 7335-7336, 8822 
Health care funding 
accountability and oversight, 8431-8432 
government funding, 5001 
Healthy Food for Healthy Schools Act, 2008 (Bill 8) 
second reading, 250, 257, 264, 306-310, 317-318 
third reading, 1132-1134 
Highway construction 
moratorium on new 400-series highway construction, 
5975 
Highway Traffic Amendment Act (Speed-limiting 
Systems), 2008 (Bill 41) 
third reading, 2597-2598 
Home energy audits, 6778 
Hospital funding 
government funding, 5001 
Hamilton hospitals, 4949 
Hospital redevelopment 
Cornwall Community Hospital 
hiring local workers, 3966, 8290 
Hospital services 
emergency 
McMaster University Medical Centre, 2899-2900, 
2995, 3046 
Ideas for the Future Act, 2008 (Bill 100) 
third reading, 4403-4405 
Increasing Access to Qualified Health Professionals for 
Ontarians Act, 2008 (Bill 97) 
second reading, 2723, 2887-2888 
Industry 
foreign-owned/controlled, 428-429 
Industry shutdowns, 5214 
Ancam Technologies Ltd., 669 
Closetmaid Corp., 1166 
Lake Erie Steel, 5206 
Investing in Ontario Act, 2008 (Bill 35) 
time allocation motion 
responded to, 1283-1285 
Kindergarten 
full-day 
impact on teacher-student ratios, 9637 
implementation, 9637 
Labour mobility, 8284, 8291-8292, 8807 
public accountants, 7226-7227 
skilled trades, 8250 
regulation, 8289-8290 
Labour-sponsored investment funds, 4404 
Lake Simcoe 
environmental protection, 7512-7513 
Lake Simcoe protection plan, 7511 
Layoffs, 3216-3218, 4693, 4997-4998, 5515 
Hallmark Canada, 2344 
Russel Metals Inc., 4997 
Sterling Truck, 3921 
TeleSpectrum Inc., 1607-1608 
3M Canada, 4577 
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Legislative procedure 
order and decorum and conduct of members in the 
House, 1286 
private members’ public business, 4280 
Legislative process 
Bill 145, re, 4738 
Legislature schedule/agenda, 2074 
Livestock 
disease prevention and control 
regulation and enforcement, 8229-8230 
protection, 8230-8231 
Local health integration networks (LHINs) 
Hamilton Niagara Haldimand Brant Local Health 
Integration Network, 2995 
public consultation, 3046, 3052 
Long-term-care facilities 
standard of care, 855 
Manitoba 
driver education/training, 4461 
renewable energy projects 
geothermal energy generation, 6771 
Manufactured products 
sales decline, 4818 
Manufacturing industry, 46 
decline, 3067, 8838 
Hamilton, 6991 
jobs plan, 2344, 4693, 5030, 5121 
layoffs, 105-106, 854-855, 1655, 2781, 3087, 3216- 
3217, 3921, 4577 
Hamilton, 52, 3089 
unemployment, 645, 1167, 1205 
MaRS Centre, 4404 
Members'/ministers' apologies to other members, 7411 
Members'/ministers' expenditures 
Pupatello, Sandra (Minister of International Trade and 
Investment), 4906 
Members'/ministers' inaugural speeches, 306-308 
Members'/ministers' personal narratives, 306-307, 4461, 
4772, 5231, 5239, 5272, 5608-5609 
Members/ministers quoting committee submissions 
Kelly, Marie (assistant director, United Steelworkers), 


Lewenza, Ken (president, Canadian Auto Workers), 
6707 
Registered Nurses' Association of Ontario, 6377 
Members/ministers quoting documents 
Deeming Adds Insult to Injury (Injured Workers' 
Consultants), 430-431 
Ontario Federation of Labour, 1939-1940 
The Perils of Experience Rating (Ontario Federation of 
Labour), 430 
Members/ministers quoting electronic mail messages 
Briere, Shayna (Kitchener), 4460 
Clare, Peter (Forest, Ontario), 2606 
Gold, Dale (York University), 4460 
Kempton, Allen (Anderson Collegiate and Vocational 
Institute), 4460 
Members/ministers quoting letters 
harmonized sales tax, re, 8822, 9073 
Members/ministers quoting newspaper articles 
Globe and Mail (Toronto), 4404 
Hamilton Spectator, 7048 
Toronto Star, 4460, 7513 
Toronto Sun, 3771, 3852 
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Miller, P. (NDP, Hamilton East-Stoney Creek) (continued) Boys and Girls Clubs of Canada, 1979 
Members/ministers quoting press releases Child care, 3578, 4028, 5191-5192 
Ministry of Agriculture, Food and Rural Affairs, 8230 Cochrane, Brian, 8606 
National Farmers Union, 8573-8575 Community Access to Child Health, 6602-6603 
Members/ministers quoting reports Day of mourning, 1408 
Declining Enrolment in Ontario Schools: an excerpt from Earthquake in Italy, 5998 
the 2008 Annual Report on Ontario's Public Eramosa karst, 2578 
Schools (People for Education), 2260 Firefighters, 7391 
A Fine Balance - Safe Pensions - Affordable Plans - Hamilton East Kiwanis Boys’ and Girls' Club, 1155 
Fair Rules (Report of the Expert Commission on Hospital funding, 4949 
Pensions), 9350-9351 Job security, 7877 
Impacts of Workplace Injury: Ils This What Justice Labour dispute, 2247 
Meredith Envisioned? A Study of the Economic and LaFleshe, Barbara, 6047 
Social Impacts of Workplace Injury and Illness, 7090 Local health integration networks, 3052 
Office of the Auditor General of Ontario Annual Report Pension plans, 6232-6233, 9002 
(2007), 4460-4461 Professional hockey franchise, 6849 
Office of the Auditor General of Ontario Annual Report Severance payments, 5515 
(2008), 7124-7125 Social assistance, 982, 9453 
The Road to Health: A Final Report on School Safety Steel industry, 5239 
(School Community Safety Advisory Panel), 5600- Taxation, 8310 
5601 Taxi drivers, 1614 
Members/ministers quoting statements Union representation, 466 
Campaign Lake Simcoe, 7514 Winona Public School, 2134 
David Suzuki Foundation, 5070 Workplace safety, 4525 
Elman, Irwin (Provincial Advocate for Children and Metrolinx 
Youth), 4872-4873 board of directors, 5974 
Greenpeace, 5070 Minimum wage 
Miller, Gord (Environmental Commissioner of Ontario), increase, 856 
7626 Mining Amendment Act, 2009 (Bill 173) 
Pembina Institute, 5070 time allocation motion 
Provincial Building and Construction Trades Council of responded to, 7799 
Ontario, 3650 Ministerial statements, responded to 
Rankin, Tammy (expert on elder abuse in nursing Agency spending, 7395 
homes), 6552 Consumer protection, 8356-8357 
Toxics Reduction Scientific Expert Panel, 6379 Government investments, 645 
World Wildlife Fund, 5070 International Volunteer Day, 4478 
Members/ministers quoting websites Manufacturing industry, 46 
Children's Aid Society of Toronto, 4028 Olympic and Paralympic athletes, 2843 
Members'/ministers' record Pension plans, 9181-9182 
Liberal (2003-2010) Seniors' Month, 7203 
Fonseca, Peter (Mississauga East-Cooksville) Workers’ compensation, 3649-3650 
as Minister of Labour, 6688-6689 Ministry of Agriculture, Food and Rural Affairs 
Members'/ministers' remarks Ontario cattle, hog and horticulture program, 5085 
Liberal (1990-1995) Municipal Act, S.O. 2001, c. 25 
McGuinty, Dalton (Ottawa South), 3218 amended by Bill 212, 8566-8567 
Liberal (1995-2003) Municipal infrastructure 
Duncan, Dwight (Windsor—Walkerville), 9138 government funding, 857, 1283, 4749 
Liberal (2003-2010) Hamilton, 1115, 1117 
Duncan, Dwight (Windsor—Tecumseh) National Hockey League (NHL) 
as Minister of Finance/Chair of Management Board NHL franchise for Hamilton, 6849 
of Cabinet, 4403, 8304, 9138 National Steel Car 
Gerretsen, John (Kingston and the Islands) layoffs, 1607-1608 
as Minister of Municipal Affairs and Housing, 7512 strike, 5947 
McGuinty, Dalton (Ottawa South) Natural disasters 
as Ontario Premier, 2807-2808, 4404, 5029 earthquakes 
Meilleur, Madeleine (Ottawa—Vanier) Abruzzo, Italy, 5998 
as Minister of Community and Social Services, 3851- floods 
3852 Red Hill Creek (Hamilton), 7688-7689 
NDP (2003-2010) Navistar International Corp. 
Tabuns, Peter (Toronto—Danforth), 6771 layoffs, 3921 
withdrawn, 2900, 3047, 3530, 3771, 3853, 4422, 5378, NDP 
6045 Buy Ontario strategy, 429 
Members’ statements health care, 855-856 
Battle of Stoney Creek, 7197 response to economic decline, 2808, 6655 
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NDP documents/plans, 105 
grow-Ontario plan, 5086 
three-point plan, 3184 
Niagara Parks Commission 
appointment of commissioners, 9171-9172 
Nortel 
pension plans, 8147, 8304, 8599-8600, 8993, 9350 
Nowruz, 936 
Nurse practitioners, 6906 
expansion of scope of practice 
prescribing drugs, 6913 
Obesity 
adolescence, 250 
Occupational health and safety 
regulation and enforcement, 1937-1938 
worker education, 4078-4080 
Occupational Health and Safety Amendment Act 
(Harassment and Violence), 2007 (Bill 29) 
general discussion, 7813 
Occupational Health and Safety Amendment Act 
(Violence and Harassment in the Workplace), 2009 
(Bill 168) 
second reading, 7808-7809, 7813, 8012, 8016-8021 
Ontario budget speech (25 March 2008) 
responded to, 666-669, 673 
Ontario child benefit (OCB), 3851-3852 
Ontario College of Trades, 7099 
Ontario College of Trades and Apprenticeship Act, 2009 
(Bill 183) 
second reading, 7099-7100, 7105, 7122-7125, 7127 
Ontario disability support program (ODSP) benefits 
early release of cheques for holiday season, 9039-9040 
Ontario health insurance plan (OHIP) 
chiropractic/physiotherapy services 
delisting, 174-175, 6913, 6924 
Ontario Labour Mobility Act, 2009 (Bill 175) 
second reading, 8250, 8289-8292, 8294, 8298, 8807, 
8810 
section 8, 8289 
Ontario Lottery and Gaming Corp. (OLG) 
expenditures 
accountability, 7555 
disclosure, 7395 
meals by senior staff, 7469 
Ontario Power Authority (OPA), 5069-5070 
Ontario Tax Plan for More Jobs and Growth Act, 2009 
(Bill 218) 
second reading, 8838 
Ontario Works program benefits 
temporary care assistance (TCA), 982, 1518, 2393, 
2784, 3139, 3233, 3321, 3373, 3490, 3529-3530, 
3578, 3680, 3771, 3827, 3851-3852, 4022-4023, 
4028, 4058-4059, 4105, 4151, 4211, 4290, 4422, 
5191-5192, 7203 
appointment of independent expert to review program, 
4211 
Opposition day motions, responded to 
Child care, 3851-3853 
Government accountability, 6007-6011 
Health care oversight, 8431-8432 
Ontario economy, 1115-1118 
Pension plans, 6706-6708 
Rural schools, 2260-2261 


Workplace insurance, 4078-4080 
Workplace Safety and Insurance Board, 1937-1940 
Oral questions, presented 
Agency spending, 1885, 7767 
Air quality, 503, 1311 
Assistance to farmers, 5085-5086 
Automobile industry, 2291, 2565-2566, 5682, 5945-5946 
Child care, 1518, 2393, 2784, 3139, 3233, 3321, 3373, 
3490, 3529-3530, 3680-3681, 3771, 3827, 4022- 
4023, 4058-4059, 4105, 4151, 4211, 4290, 4422 
Chiropractic and physiotherapy services, 174-175 
Collective agreements, 3234-3235 
Community care access centres, 1716 
Composting, 5126-5127 
Conservation, 568-569, 655, 2347-2348 
Cornwall Community Hospital, 3966 
Disaster relief, 7688-7689 
Employment insurance, 5029-5030 
Employment standards, 300, 740-741 
Employment supports, 2781, 4693, 4997-4998, 5121 
Environmental protection, 482 
Eramosa karst, 2571 
Fire safety, 7430-7431 
Firefighters, 4524, 5386 
Government appointments, 9171 
Government consultants, 8024-8025 
Green power generation, 1247, 4943 
Health care, 9271-9272 
Health care funding, 5001 
Infrastructure program funding, 4749 
Injured workers, 200, 2606, 7146, 9039-9040 
Labour mobility, 7226-7227 
Local health integration networks, 2899-2900, 2995, 
3046 
Manufacturing jobs, 1166-1167, 2344, 3087, 3089, 
3575, 3921, 4577, 4818, 4946-4947, 5231, 6991- 
6992 
Manufacturing sector, 52 
Minister's expenses, 4906 
Ontario economy, 1205, 3184, 4859, 5080 
Pension plans, 2127-2128, 6188, 6226, 6439-6440, 
6550-6551, 6841-6842, 7521, 8147, 8304-8305, 
8599-8600, 8993, 9576 
Protection for workers, 5663-5664, 6231 
Provincial purchasing policy, 5422 
Public transit, 5190 
Senior citizens, 6552, 8106 
Severance payments, 2486-2487, 5514, 5614 
Social assistance, 9404 
Steel industry, 5947 
Stelco, 5464 
Taxation, 7335-7336, 8822, 9073 
Termination and severance payments, 8214 
Tourism, 4823 
Unemployment, 1607-1608, 6041 
Workers’ compensation, 2205, 5467, 5783 
Workplace safety, 771, 893-894, 954-955, 1161-1162, 
2834-2835, 6687-6689, 8258 
Workplace Safety and Insurance Board, 1921 
Oral questions, responded to 
Pension plans, 8993 
PC Party documents/plans 
economy, 4859 
Pension benefits, 2127 
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Pension Benefits Amendment Act, 2007 (Bill 17) 
general discussion, 2128, 2597-2598, 6233 
first reading, 186 
Pension Benefits Amendment Act, 2010 (Bill 236) 
second reading, 9338-9339, 9349-9356, 9358, 9464 
Pension benefits guarantee fund, 2127, 6550-6551, 6841- 
6842, 7203, 7521, 8304, 9358 
raising the amount guaranteed by the fund to $2,700 
per month, 186 
Pension plans, 6188, 6232-6233, 6439-6440, 6456-6458 
coverage, 6226 
defined benefit pension plans, 6457-6458, 9464 
province-wide pension plan, 6707-6708 
reform, 3068, 8993, 9002, 9138-9139, 9338-9339, 9349- 
9356, 9359, 9576 
asset transfers between plans, 9352 
full windups, 9352 
Pesticides/herbicides 
ban on use and sale of cosmetic pesticides 
impact on municipalities, 1960-1961 
Petitions 
Baby's Best Start, 3049-3050 
Child care, 3844, 3884, 3931, 3970, 4034, 4070, 4479, 
4528 
Child protection, 6759 
Eramosa karst, 8952 
Home care, 425, 484, 570, 616, 774, 1065, 1256 
Hospital funding, 4480 
Hospital services, 300-301 
Multiple myeloma, 4757-4758 
Pension plans, 6049-6050 
Personal support workers, 7209 
Road safety, 6814 
School facilities, 2350 
Taxation, 7396, 7881, 8077-8078, 9184 
University labour dispute, 4702, 4759 
Upper Canada Village, 7161 
Workplace harassment, 6451-6452 
Pharmacists 
dispensing fees, 6900 
Photo Card Act, 2008 (Bill 85) 
second reading, 2432 
Planning Act, R.S.O. 1990, c. P.13 
amended by Bill 212, 8566-8567 
Police officers 
presence in schools, 4879 
Pollution, 2597-2598 
Hamilton, 429-430, 1116 
Poverty, 856, 3087, 5272 
Poverty Reduction Act, 2009 (Bill 152) 
second reading, 5201-5202, 5206-5207, 5214, 5272 
third reading, 6590 
Poverty reduction strategy, 5201-5202, 6590 
Premier Wire Ltd. 
layoffs, 2486-2487 
severance payments, 2486 
Private members’ public business 
Canadian Mass Transit Vehicles Act, 2008 (Bill 31) 
second reading, 460-461 


Day Nurseries Amendment Act (Not for Profit 
Corporations), 2008 (Bill 26) 
second reading, 540 
Employment Standards Amendment Act (Wage 
Security), 2007 (Bill 6) 
second reading, 105-106, 112-113 
Employment supports 
responded to, 3067-3068 


Fire Protection and Prevention Amendment Act (Fire 


Sprinkler Retrofitting), 2009 (Bill 214) 
second reading, 9067-9068 


Fire Protection Statute Law Amendment Act, 2009 (Bill 


14) 
second reading, 269 
Labour Relations Amendment Act (Replacement 
Workers), 2009 (Bill 86) 
second reading, 7934 
News media 
responded to, 6669-6670 
Nowruz 
responded to, 936 
Pension plans 
responded to, 6456-6458 
Protection for workers 
responded to, 6654-6656 


Signage to Promote Ontario Grown Agricultural Food 


Products Act, 2008 (Bill 98) 
second reading, 3058-3059 
Smoke-Free Ontario Amendment Act, 2008 (Bill 42) 
second reading, 546-547 
Property tax assessment reform, 856 
Property tax increases, 1284 
Provincial Advocate for Children and Youth, 4875 
access to information, 4872-4873 
Public education campaigns 
Injured Workers’ Day, 7146 
National Day of Mourning, 1408 
Seniors’ Month, 7203 
Public Sector Expenses Review Act, 2009 (Bill 201) 


second reading, 7421, 7424, 7469, 7553-7560, 7597 


third reading, 7819-7821 
Quebec 
use of wind power, 6771-6772 


Regulated Health Professions Amendment Act, 2009 (Bill 


141) 
third reading, 5591, 5595-5597 


Regulated Health Professions Statute Law Amendment 


Act, 2009 (Bill 179) 
second reading, 6900, 6906, 6912-6913, 6924-6925 
Reports 


Discovering Ontario: A Report on the Future of Tourism 


(Ontario Tourism Competitiveness Study), 4823 


A Fine Balance - Safe Pensions - Affordable Plans - 
Fair Rules (Report of the Expert Commission on 


Pensions), 7521, 8147, 8304, 8599-8600, 9139, 
9338 


Fundamentally Unsound: Manufacturing Job Losses 
and Labour Market Conditions in Hamilton (Ontario 


Federation of Labour), 3089 
Impacts of Workplace Injury: Is This What Justice 


Meredith Envisioned? A Study of the Economic and 
Social Impacts of Workplace Injury and Illness, 7090 
Ontario Economic Accounts (Ministry of Finance), 3216 


Capping Executive Compensation Act, 2009 (Bill 180) 
second reading, 7048-7049 
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The Road to Health: A Final Report on School Safety 
(School Community Safety Advisory Panel), 5599- 
5601 
Residential Tenancies Act, S.O. 2006, c.17 
amended by Bill 212, 8567 
Road Safety Act, 2009 (Bill 126) 
second reading, 4459-4462 
public consultation, 4460-4461 
regulations, 4459 
Safe Schools Act, S.O. 2000, c.12, 5601 
School board trustees 
accountability, 7406-7408 
School boards 
governance 
reform, 7407 
School bus safety, 2598 
School cafeterias 
ban on trans fat in food and beverages, 250, 1132 
School construction 
Winona Public School, 2134 
School safety 
alternative programming, 5601 
creation of provincial safety and equity officer, 5600 
designation of community hub schools, 5600 
establishment of school-based teams, 5600 
gender-based violence, 5601 
hiring of child and youth counsellors, 5601 
hiring of full-time social workers, 5601 
increasing benchmark costs in funding formula, 5600 
increasing funding of demographic component of 
learning opportunities grant, 5600-5601 
reconstituting local priorities amount, 5601 
reporting of violent incidents, 5599-5602 
restoration of community outreach worker position, 5600 
School vending machines 
ban on unhealthy food and beverages, 1132 
Schools 
closure 
northern Ontario, 2260 
enrolment decline, 2260 
Securities industry 
regulation, 3218 
Senior citizens, 7203 
Skilled trades 
certification, 7100, 7105 
impact on non-certified tradespeople, 7122-7123, 7127 
Smoke-Free Ontario Amendment Act, 2008 (Bill 69) 
second reading, 2073-2074 
Smoking 
ban on smoking controlled substances in public places 
enforcement, 546-547 
second-hand smoke, 546 
Social assistance benefits 
grandparents, 9404, 9453 
Speaker 
election (28 November 2007) 
congratulatory remarks, 41 
Special education 
wait lists, 7408 
Speed limits, 2597 
Sports and recreation facilities 
Hamilton 
government funding, 1117 
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Sports competitions 
Paralympic Games, 2843 
Stock exchanges, 3218 
Strikes 
GGS Plastic Engineering Inc., 2247 
Student Achievement and School Board Govemance Act, 
2009 (Bill 177) 
second reading, 7406-7409, 7411 
Tax credits 
manufacturing investment tax credit, 645, 855, 1167, 
1247 
Taxicab drivers 
protective shields, 1614 
safety, 1614 
Technical Standards and Safety Authority (TSSA), 8084 
Technical Standards and Safety Statute Law Amendment 
Act, 2009 (Bill 187) 
second reading, 8084 
Television stations 
CHCH TV (Hamilton), 6669 
Throne speech debate 
participation, 428-433, 436-437, 440-441, 444 
Time allocation motions 
Animal Health Act, 2009 (Bill 204) 
responded to, 8573-8575 
Good Government Act, 2009 (Bill 212) 
responded to, 8565-8568 
Greater Toronto and Hamilton Area Transit 
Implementation Act, 2009 (Bill 163) 
responded to, 5973-5975 
Investing in Ontario Act, 2008 (Bill 35) 
responded to, 1283-1285 
Mining Amendment Act, 2009 (Bill 173) 
responded to, 7799 
Workplace Safety and Insurance Amendment Act, 2008 
(Bill 119) 
responded to, 3888-3890 
Toronto Transit Commission (TTC) 
subway system, 5975 
Tourism industry 
Haliburton, 4823 
Hamilton, 1116 
Toxic substances 
health risks, 6377-6378 
reduction plan, 6378-6381 
definition of toxic substance, 6379 
regulation and enforcement, 6373 
Toxics Reduction Act, 2009 (Bill 167) 
second reading, 6373, 6376-6381 
Trade missions 
China, 1205 
Trans fatty acids, 264 
regulation, 317-318 
Transit systems 
air-rail link between Union Station and Pearson airport 
public consultation, 5190 
Hamilton, 5818-5819, 5973 
purchase of mass transit vehicles 
made in Ontario, 460-461, 4818 
Tributes 
Cochrane, Brian (late president, CUPE Local 416), 8606 
Unemployment, 4818, 4859, 6041 
Hamilton, 429, 1115-1116 
Hamilton East-Stoney Creek, 854 
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Windsor, 4906 
Unemployment rate, 6041 
United States 
American Clean Energy and Security Act, 2009, 7627- 
7628 
livestock protection, 8230-8231 
Universities/colleges 
York University 
collective bargaining, 4705-4706, 4731-4732 
strike, 4725-4726, 4730-4733 
U.S. Steel Canada, 113, 4404-4405, 6991-6992 
cogeneration facilities, 5437 
pension benefits, 52 
pension plans, 2127-2128, 6706-6707 
shutdown, 5206, 5231, 5239, 7048-7049 
Venture capital, 4403-4404 
Veterans, 7203 
Volunteers, 4478 
Voters/voting 
voter identification, 2504 
Waste management/programs 
composting, 5126-5127 
Workers 
injured workers, 200, 430-431, 2606, 4525, 6687, 7090, 
7146 


protection, 6688-6689 
replacement workers 
ban on use during strike or lockout, 7934 
skilled worker shortage, 666-667, 8293 
Workers’ compensation benefits, 200, 7090-7091 
coverage for construction workers, 3649, 3710-3714, 
4078-4080 
coverage for independent construction operators, 4079 
deeming, 2205 
excluded workers, 1937 
indexation, 431 
injured workers, 7146 
Workers’ rights, 4772 
right to strike, 4714, 4730 
Workplace harassment/violence, 7808-7809, 8012, 8016- 
8021 
Workplace injuries 
Heffern, Gordie case, 893-894, 954-955 
Workplace Safety and Insurance Amendment Act, 2008 
(Bill 119) 
general discussion 
public consultation, 4078-4080 
second reading, 3710-3714 
time allocation motion 
responded to, 3888-3890 
third reading, 4237-4239 
Workplace Safety and Insurance Board (WSIB), 3712- 
3714, 4078-4080 
expenditures 
accountability, 1885, 7553 
Mahoney, Steve (chair), 7767, 7819 
experience rating system, 771, 893-894, 954-955, 1161- 
1162, 1885, 1921, 1938-1939, 2205, 2835, 3650, 
6687, 8258 
hiring of chief prevention officer, 5783 
rates/premiums, 3713 
Road to Zero (strategic plan 2008-2012), 430 


York University Labour Disputes Resolution Act, 2009 
(Bill 145) 
second reading, 4705-4706, 4713-4714, 4725-4726, 
4730-4733, 4738, 4760, 4772 
Youth crime, 4873-4874 
prevention, 4879 
Youth justice system 
reform, 4871-4874 
open detention, 4872 
secure detention, 4872 
Youth/student workers 
occupational health and safety, 1408 
Youth violence, 5600 


Milloy, Hon. J. (LIB, Kitchener Centre) 
Aboriginal students 
post-secondary education, 5233-5234 
Access to Adoption Records Act (Vital Statistics Statute 
Law Amendment), 2008 (Bill 12) 
time allocation motion 
presented, 1747 
Agreement on Internal Trade, 6560-6561 
Algoma University Act, 2008 (Bill 80) 
first reading, 2039 
ministerial statement, 2039 
second reading, 2107-2109 
third reading, 2147 
Apprentices, 6811 
Apprenticeship training, 2236, 3235, 6437 
Dell Inc., 1473, 2236-2237 
ratio of tradespeople to apprentices, 1369-1370, 1709- 
1710, 2666, 2829, 3044, 6441 
electrical apprentice, 2829, 3087 
reform, 2831 
Apprenticeship training programs, 238, 2385-2386, 4614, 
7095, 7845, 7875 
completion rates, 4614-4615 
compulsory certification, 8195 
government funding, 2340-2341 
grants given to International Union of Operating 
Engineers, Local 793, 2386 
registration in call centre trades, 4615 
Apprenticeship training tax credit, 7095 
Biotechnology industry, 7485 
government funding, 7485-7486 
Colleges Collective Bargaining Act, 2008 (Bill 90) 
first reading, 2448 
ministerial statement, 2448 
second reading, 2469-2471, 2473 
Colleges of applied arts and technology (CAATs) 
Algoma University College, 2039-2040, 2107-2109 
history, 2107-2108 
independent university status, 2147 
programs for aboriginal students, 2108, 2147 
collective bargaining, 235-236, 2449 
inclusion of part-time and sessional employees, 955- 
956, 1248-1249, 2448-2449, 2469-2471, 2473 
Mohawk College 
government funding, 2832 
Northern College 
Nor Tech Centre for Trades and Technology, 3878 
Community literacy agencies 
government funding, 4519 
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COSTI Immigrant Services 
open doors project, 4649 
Doctors 
training, 5513 
Earth Innovations Inc. 
EcoTraction (natural, high-traction mineral), 4649 
Economic growth 
five-point economic plan, 1516 
First Nations Technical Institute 
government funding, 642 
French-language debates 
Déclarations ministérielles et reponses 
Métiers spécialisés, 6810 
Mobilité de la main-d'oeuvre, 6560 
Semaine nationale des biotechnologies, 7485 
Government record 
Liberal (2003-2010) 
apprenticeship training, 2666, 2829, 3044, 3087 
NDP (1990-1995) 
post-secondary education, 3485, 3874, 4057, 4382- 
4383, 4903, 5079, 5125 
tuition fees, 101 
PC (1995-2003) 
apprenticeship training, 2829, 3045, 3087, 4614 
post-secondary education, 3874, 4689 
universities/colleges, 895 
York University strike, 4690 
Green industry 
government funding, 7832 
High technology industries 
Coral CEA, 8067 
Ottawa, 8067-8068 
Higher Education Quality Council of Ontario 
expenditures 
disclosure, 9271 
Human Resources and Skills Development Canada 
red seal program, 6561 
Industry 
high-growth 
government funding, 7692-7693 
Labour mobility, 6560-6561, 6687, 8592, 8663, 8904-8910 
exceptions, 6688, 7227 
Layoffs, 2435-2436, 3041 
Campbell Soup Company, 1515 
Liberal Party 
fundraising, 4018 
Literacy 
government funding, 7730 
Manufacturing industry 
layoffs, 238 
McMaster-Mohawk bachelor of technology partnership, 
1718 
Medical schools, 5948 
Northern Ontario School of Medicine, 5513 
student admission, 6943 
Members'/ministers' correction of record, 2677 
Members/ministers quoting newspaper articles 
Sault Star, 2109 
Toronto Sun, 2236 
Members/ministers quoting press releases 
College Student Alliance, 611 
Runciman, Robert (former Minister of Economic 
Development and Trade), 4616 
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Members/ministers quoting statements 
Machan, Andrew (former employee, Sterling Truck), 
3637 
Marsh, Sherry (student, Georgian College), 3569 
Ministerial statements, presented 
Algoma University College, 2039-2040 
Community colleges collective bargaining, 2448-2449 
First Nations Technical Institute, 642 
Labour mobility, 6560-6561 
National Biotechnology Week, 7485 
Skilled trades, 6810-681 1 
Student assistance, 943 
University funding, 986-987 
Ministers redirecting oral questions, 4212, 4944, 6944, 
8068 
Ministry of Research and Innovation 
Ontario venture capital fund, 9575, 9577 
Ministry of Training, Colleges and Universities, 5618-5619 
Employment Ontario, 2388, 2435-2436, 2487, 2898- 
2899, 3041, 3236, 4754, 5033, 5318 
job creation partnerships, 4754 
literacy and basic skills programs 
government funding, 5081-5082 
Ontario self-employment benefit, 4649, 7958 
Ontario skills development program, 2487, 4754 
First Generation program, 5382 
job action centres, 2435, 3041, 3236, 3878 
Ontario summer jobs strategy, 6844 
Pathways to Education program, 2959, 5382 
second career strategy, 1515, 2388-2389, 2435-2436, 
2470, 3041, 3236, 3441-3442, 3569-3570, 3572- 
3573, 4519, 4698-4699, 4754, 5033, 5082, 7475, 
7728, 7958, 8027, 8865, 9175, 9217-9218, 9582 
advertising, 3637 
Waterloo region, 7577 
skills to jobs action plan, 1516, 2899, 3235, 4519, 5731 
skills training infrastructure program (STIP), 3731, 4018 
Northern Ontario 
skilled labour, 3878 
Nurses 
training, 5513 
Occupational training, 3235 
Ontario College of Trades, 2666, 2829, 2831, 3044, 3087, 
3235, 4614-4615, 6437, 6441, 6810-6811, 7094- 
7097, 7845, 8196 
governance structure, 7097 
Ontario College of Trades and Apprenticeship Act, 2009 
(Bill 183) 
first reading, 6810 
ministerial statement, 6810-681 1 
second reading, 7094-7098 
time allocation motion 
responded to, 7844-7845 
third reading, 8195-8197 
Ontario Labour Mobility Act, 2009 (Bill 175) 
general discussion, 6687, 7226 
first reading, 6559-6560 
ministerial statement, 6560-6561 
second reading, 8592, 8659-8661, 8663 
time allocation motion 
presented, 8904-8910 
Ontario Sheet Metal Workers Training Centre, 4018 
Oral questions, responded to 
Aboriginal education, 5233-5234 
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Adult literacy, 7730 

Agency spending, 9271 

Apprenticeship training, 1369-1370, 1473, 1709-1710, 
2340-2341, 2665-2666, 2829, 2831, 3044-3045, 
3087, 4614-4615, 6441 

Community colleges collective bargaining, 235-236, 955- 
956, 1248-1249 

Economic development, 8067 

Employment supports, 4648-4649, 5232, 5318, 7958, 
7964 


Executive compensation, 4056-4057 
Fundraising, 3731, 4018 
Health care, 5513, 6943 
Labour mobility, 6687-6688, 7226-7227 
Layoffs, 238 
Literacy and basic skills, 4519, 5081-5082 
Manufacturing jobs, 2898-2899 
Northern Ontario, 3878 
Ontario economy, 1515-1516 
Post-secondary education, 895, 1472, 1718, 2573, 
2959, 3485, 3873-3874, 4903, 5382, 5948, 8105- 
8106, 8108 
Post-secondary education infrastructure, 7081-7082 
Private career colleges, 8257, 9545 
Research and innovation, 7692-7693, 7832, 9575, 9577 
Skilled trades, 6437, 7875 
Skilled trades development, 4615-4616 
Skills training, 2236-2237, 2385-2386, 2388-2389, 2435- 
2436, 2487, 3041-3042, 3235-3236, 3441-3442, 
3569-3570, 3572-3573, 3636-3637, 4698-4699, 
4754, 5033, 5465, 5618-5619, 5731-5732, 7475, 
7577, 7728, 8027, 8865, 9175, 9217-9218, 9582 
Student assistance, 2490, 3772, 4818-4819 
Student summer jobs, 6844 
Tuition, 611, 2345, 5079, 5950-5951, 6390, 8558 
University and college funding, 2670, 2832, 5122, 5125, 
5512-5513, 6190-6191, 8868-8869 
University labour disputes, 4211-4212, 4383, 4471- 
4472, 4520-4521, 4621, 4651-4652, 4689-4690, 
4800-4801 
University of Windsor, 8598-8599 
Political fundraising, 3731 
Post-secondary education, 101, 2107, 2959, 3874, 5512, 
5948 
enrolment, 1718 
Reaching Higher: The McGuinty Govemment Plan for 
Postsecondary Education, 895, 2670, 2959, 3485, 
3772, 3873, 4382, 4903, 5512, 5731 
access to opportunities strategy, 3772, 5233-5234 
Private career colleges 
Niagara-on-the-Lake Culinary School 
closure, 9545 
oversight, 8257 
Public education campaigns 
National Biotechnology Week, 7485-7486 
Reports 
Compulsory Certification Project (T.E. Armstrong), 2829, 
7096, 8195-8196 
Ontario in the Creative Age (Martin Prosperity Institute), 
5079 
A Review of the Colleges Collective Bargaining Act 
(Kevin Whitaker), 1248, 2449, 2469-2471 
Skilled trades, 6810-6811, 7094-7095 
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Skills Canada-Ontario competition, 1709 
Social assistance recipients 
post-secondary students, 2490 
Student assistance, 611, 2959, 3485, 3772, 3874, 4056- 
4057, 5079, 5885, 6390 
Ontario student assistance program (OSAP), 3772, 
4690, 4800-4801, 4819 
Ontario access grant, 2959 
Student debt, 3485 
Student enrolment 
increase, 2832 
Student grants, 2345, 5885, 6390 
distance grant, 943, 1472 
Ontario student opportunity grant (OSOG), 4801, 4819 
Students 
northern Ontario, 2108 
Throne speech debate 
participation, 101 
Time allocation motions 
Access to Adoption Records Act (Vital Statistics Statute 
Law Amendment), 2008 (Bill 12) 
presented, 1747 
Ontario College of Trades and Apprenticeship Act, 2009 
(Bill 183) 
responded to, 7844-7845 
Ontario Labour Mobility Act, 2009 (Bill 175) 
presented, 8904-8910 
Training centres 
government funding, 4615-4616 
Training programs, 2389, 4698-4699 
Tuition fees, 3873-3874, 5885 
flat fees 
University of Toronto, 5950-5951, 6390 
increase, 2345, 8108 
rate freeze, 2345 
regulated tuition fee framework, 5950-5951 
Universities/colleges, 5512-5513, 5948 
government funding, 895, 986, 1472, 1718, 2573, 2670, 
2832, 4057, 4382, 4652, 4903, 5079, 5125, 5512, 
5948, 6191, 8105-8106, 8108, 8868-8869 
University of Windsor, 8598-8599 
York University, 4652 
graduate work, 5122 
infrastructure projects, 6190, 7081-7082 
University of Toronto 
government funding, 4651-4652 
School of International Studies, 2573 
strike, 4651-4652 
York University 
bursary fund, 4819 
collective agreements, 4382 
collective bargaining, 4212, 4471-4472, 4520-4521, 
4621, 4689-4690 
strike, 4211, 4382, 4621, 4651-4652 
U.S. Steel Canada 
layoffs, 5232 
Workers 
job retraining 
government funding, 7475 
skilled worker shortage, 7875 
skilled workers 
certification, 6687 
training, 5732 
training, 7964 
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Working Families Coalition 
government funding for training centres, 4615 
York University Labour Disputes Resolution Act, 2009 
(Bill 145) 
second reading, 4740 
Youth/student workers 
summer jobs, 5732, 6844 


Mitchell, Hon. C. (LIB, Huron—Bruce) 
Aboriginal blockades 
Highway 6 overpass, 1887 
Aboriginal communities 
economic development, 7339-7340 
Addiction treatment programs 
youth 
government funding, 993-994 
Agricultural fairs 
International Plowing Match and Rural Expo, 2677 
Agricultural industry 
government funding, 637 
supply management, 132-133 
Animal Health Act, 2009 (Bill 204) 
general discussion, 9647 
second reading, 8444 
Animal protection, 3158 
rural Ontario, 1809 
Apology, 3514 
Apology Act, 2009 (Bill 108) 
second reading, 3514 
Automobile industry 
General Motors of Canada Ltd. 
hiring, 8853 
Awards 
Duke of Edinburgh's Award, 4843 
Ontario Junior Citizen of the Year Award, 5323 
Premier's Awards for Teaching Excellence, 3579-3580 
Barne-Innisfil Boundary Adjustment Act, 2009 (Bill 196) 
second reading, 7501 
Bone marrow 
donation, 277-278 
transplantation, 277 
Boundary adjustment 
Barrie and Innisfil, 7501 
Bruce Power 
retooling of reactors, 3294 
Budget 
pre-budget consultations, 4264-4265 
presentation of 2003 budget at Magna International, 
4265 
Budget Measures Act, 2009 (Bill 162) 
time allocation motion 
public consultation, 6157 
responded to, 6156-6158 
Budget Measures and Interim Appropriation Act, 2008 
(Bill 44) 
third reading, 1742 
Bullying 
lesbian, gay, bisexual, transsexual, transgendered, 
intersexed, queer (LGBTTIQ) teens 
mandatory reporting of incidents, 5555 
Child and Family Services Statute Law Amendment Act, 
2009 (Bill 103) 
third reading, 4843-4844 
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Child pornography 
investigation, 2779 
Co-operative education programs, 9081 
Colleges Collective Bargaining Act, 2008 (Bill 90) 
third reading, 2928-2930 
Colleges of applied arts and technology (CAATs), 2928- 
2929 


collective bargaining 
inclusion of part-time and sessional employees, 2929 
Conferences/seminars/symposiums 
Is the Coast Clear (Fifth Conference on Lake Huron's 
Coastal Environment), 722 
Congratulatory remarks 
Kloeze, Victor; Jacob McGavin and Allison Underwood 
(Canada-Wide Science Fair), 7151 
Underwood, Ben; Jacob McGavin, Danielle Appavoo 
and Kaitlin Fisher (Canada-Wide Science Fair), 
2446 
Corporate tax reduction, 3295 
Correctional centres, 4843 
Cosmetic Pesticides Ban Act, 2008 (Bill 64) 
second reading, 2014 
Crime against seniors 
elder abuse, 2392 
De Beers Canada 
diamond mine (Victor project), 3184-3185 
Dead animal disposal, 6732-6733 
Debates re answers to oral questions 
Electronic health information 
participation, 8802-8803 
Diamond industry, 3185 
Discrimination 
racial, 444 
Doctor fees/salaries, 295-296 
Driver licences 
graduated licences, 4533 
extending length of G1 and G2 periods, 4520 
restriction from carrying more than one passenger 
aged 19 and under, 4520 
Economic growth 
five-point economic plan, 3086, 3294 
Education, 887 
Education Amendment Act (Keeping Our Kids Safe at _ 
School), 2009 (Bill 157) 
second reading, 5555, 5609 
Education funding 
government funding, 887 
eHealth Ontario 
evidence of inappropriate practices 
disclosure, 8802-8803 
Employment creation, 1828-1829 
Employment-related benefits 
severance/termination payments, 6653-6654, 6658 
Employment Standards Amendment Act (Organ Donor 
Leave), 2009 (Bill 154) 
second reading, 5219, 5451-5452 
Energy 
biogas, 5161 
nuclear energy, 5160-5161 
renewable energy, 3530 
renewable energy projects, 5159-5161 
EPCOR Utilities Inc., 3530 
public consultation, 6725-6726 
wind farms, 5062 
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Environmental Defence 
blue flag program, 721, 728 
Family law 
restraining orders, 4248 
Family Statute Law Amendment Act, 2009 (Bill 133) 
general discussion, 4248 
Farmers 
federal government funding, 1513 
government funding, 9719-9720 
occupational health and safety, 5317-5318 
Farming programs 
risk management program, 1513 
Federal gas tax, 1546 
Federal-provincial-territorial agreements/programs 
Annual Conference of Federal-Provincial-Territorial 
Ministers and Deputy Ministers of Agriculture, 9366 
Festivals, 1609-1610 
Food safety, 9547-9548 
Government notice of motions 
Legislative reform 
responded to, 1224-1227, 3125-3126 
Government orders 
Committee sittings 
time allocation motion 
responded to, 4264-4265 
Ontario economy 
responded to, 3294-3295 
Government record 
Liberal (1985-1990) 
time allocation motions, 3895 
Liberal (2003-2010) 
freedom of information, 7717-7718 
rural Ontario, 3105 
time allocation motions, 4265 
NDP (1990-1995) 
time allocation motions, 3894 
PC (1995-2003) 
accountability, 7716 
education funding reform, 2261 
health care, 8437 
rural Ontario, 2014 
time allocation motions, 3894-3895, 4265 
Government service transfer to municipal jurisdiction 
roads/bridges, 1547 
Greater Toronto and Hamilton Area Transit 
Implementation Act, 2009 (Bill 163) 
second reading, 5819 
Green Energy and Green Economy Act, 2009 (Bill 150) 
general discussion 
amendments, 6272 
public consultation, 6272 
second reading, 5062, 5159-5161, 5163 
third reading, 6725, 6732-6733, 6770 
Hanover Veneer 
government funding, 8111-8112 
Harmonized sales tax, 7775, 8549, 8737, 8785, 8853- 
8854 
impact on agricultural industry, 6157 
impact on industry in northern Ontario, 7429-7430 
impact on investment industry, 7429-7430 
impact on senior citizens, 8685-8686 
Health care 
Huron—Bruce, 883 
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Health care funding 
accountability and oversight, 8438 
Highway Traffic Amendment Act (Speed-limiting 
Systems), 2008 (Bill 41) 
general discussion, 5617-5618 
second reading, 1015-1016 
Hockey Night in Canada 
theme song, 2400 
Home energy audits, 5161, 6272 
Ideas for the Future Act, 2008 (Bill 100) 
second reading, 3105 
Income tax reduction, 7392 
Increasing Access to Qualified Health Professionals for 
Ontarians Act, 2008 (Bill 97) 
second reading, 2888 
Infrastructure Ontario 
municipal infrastructure investment initiative (MIII), 1547 
Katelyn Bedard Bone Marrow Association, 277 
Labour mobility, 8806 
Lake Huron Centre for Coastal Conservation, 722 
green ribbon beach program, 721-722, 728 
Lake Simcoe Protection Act, 2008 (Bill 99) 
second reading, 2754, 2757-2758 
Legislative procedure 
deferred votes, 3125 
introduction of visitors, 3126 
motions 
time allocation motions, 3894, 7854 
oral questions, 3125 
preceded by five-minute bell, 3125 
petitions 
online petitions (e-petitions), 3126 
private members’ public business, 1226 
can be sponsored by more than one member and by 
members of different parties, 3126 
three private members' bills or resolutions debated 
each day, 3126 
routine proceedings, 3126 
Legislative process 
family friendly reforms, 1224-1227 
evening sittings, 1226-1227 
Legislature schedule/agenda, 3125-3126 
Livestock 
disease prevention and control, 8444 
Long-term-care facilities 
government funding, 2904 
Medical transplants 
organ and tissue donation, 277-278, 5219, 5451-5452 
Members'/ministers' constituencies/constituency events 
Huron—Bruce 
opening of Regional Equine and Agricultural Centre of 
Huron, 7583 
Members'/ministers' constituents 
congratulatory remarks, 5323 
Members'/ministers' personal narratives, 1150, 3158 
Members/ministers quoting newspaper articles 
Belleville Intelligencer, 8737, 8784 
Globe and Mail (Toronto), 1828 
National Post (Toronto), 8785 
Ontario Farmer, 6157 
Members/ministers quoting statements 
Arnold, Ken (president, Ontario Medical Association), 
8802 
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Fantino, Julian (commissioner, Ontario Provincial 
Police), 2779 
Ontario Federation of Agriculture, 5160 
Strasberg, Suzanne (Ontario Medical Association), 6903 
Wiseman, Nelson (professor, University of Toronto), 
3125 
Members'/ministers' remarks 
withdrawn, 8685, 8785 
Members' statements 
Education, 887 
Energy conservation, 6949 
Gaunt, Murray, 5787 
Hanover Veneer, 8111-8112 
Hockey Night in Canada, 2400 
International Plowing Match, 2677 
Long-term care, 2904 
McGavin, Jacob, 5323 
Ontario budget, 517 
Ontario child benefit, 2039 
Ontario economy, 1828-1829 
Ontario market investment fund, 8072-8073 
Ontario Trillium Foundation, 38, 3881 
Premier's Awards for Teaching Excellence, 3579-3580 
Regional Equine and Agricultural Centre of Huron, 7583 
Rural summer jobs program, 5999-6000 
Science fair, 2446, 7151-7152 
Student achievement, 9081 
Taxation, 7392, 7775, 8549, 8737 
Walkerton Clean Water Centre, 3445 
World Water Day, 5952 
Metrolinx 
board of directors, 5819 
closed meetings, 5819 
Mine workers 
occupational health and safety, 1059 
Mining Act, R.S.O. 1990, c.M.14, 2208, 6490 
reform consultation, 4059 
section 35, 2207 
Mining Amendment Act, 2009 (Bill 173) 
general discussion, 6490 
Mining industry, 1252-1253 
consultation with First Nations, 2208 
resource benefits sharing, 6490 
Ministry inspectors, 2757-2758 
Ministry of Agriculture, Food and Rural Affairs 
food safety and traceability initiative (FSTI), 9547-9548 
Ontario market investment fund (OMIF), 8072-8073 
Pick Ontario Freshness strategy, 9401-9410 
Rural Connections broadband program, 8149-8150 
rural economic development (RED) program, 3086, 3295 
rural summer jobs service program, 5999-6000 
Ministry of Citizenship and Immigration 
strategic partnership initiative, 5664 
Ministry of Economic Development and Trade 
Next Generation of Jobs Fund, 1828 
Ministry of Tourism 
Celebrate Ontario, 1610 
fun pass, 7078 
Municipal elections/by-elections 
reform, 8260-8261 
Municipal infrastructure 
government funding 
rural Ontario, 637 
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municipal roads and bridges fund, 1546-1547 
Municipal Property Assessment Corp. (MPAC), 6514-6515 
Natural disasters 

tornados (20 August 2009) 

government funding for affected communities, 7523- 
7524 
Obituaries 

Gaunt, Murray (former member, Huron—Bruce), 5787 
Ontario child benefit (OCB), 2039 
Ontario College of Trades and Apprenticeship Act, 2009 

(Bill 183) 
time allocation motion 
responded to, 7854-7855 
Ontario health premium, 882-883 
Ontario Labour Mobility Act, 2009 (Bill 175) 

second reading, 8806 

Ontario Tax Plan for More Jobs and Growth Act, 2009 
(Bill 218) 

second reading, 8853-8856 
Ontario Trillium Foundation 

grants, 3881 

Huron—Bruce, 38 
Opposition day motions, responded to 

Electronic health information, 7716-7718 

Health care oversight, 8437-8438 

Pension plans, 6708-6709 

Rural schools, 2261-2262 

Taxation, 6514-6515 

Workplace Safety and Insurance Board, 1946 
Oral questions, presented 

Aboriginal economic development, 7339-7340 

Aboriginal rights, 2207-2208 

Access to health care, 295-296 

Addiction services, 993-994 

Assistance to farmers, 1513 

Child pornography, 2779-2780 

Diamond mining, 3184-3185 

Disaster relief, 7523-7524 

Domestic violence, 4248 

Elder abuse, 2392 

Food safety, 4386 

Green power generation, 6272 

Health care, 4859-4860 

Mining industry, 1058-1059, 1252-1253, 4059, 6490 

Municipal elections, 8260-8261 

Municipal government, 7961-7962 

Native land disputes, 1887 

Occupational health and safety, 5317-5318 

Ontario public service, 7190-7191 

Poverty, 8993-8994 

Public libraries, 199 

Renewable energy and conservation, 3530 

Research and innovation, 3879 

Road safety, 4519-4520 

Rural infrastructure, 8149-8150 

Rural Ontario, 3086 

Supply management, 132-133 

Taxation, 7429-7430, 8685-8686, 8784-8785 

Tire disposal, 8410-8411 

Tourism, 1609-1610, 7078 

Trucking safety, 5617-5618 

Veterans, 1821 

Volunteers, 5664 

Walkerton tragedy, 420 
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Water quality, 6230 
Wildlife protection, 9220 
Oral questions, responded to 
Agri-food industry, 9410 
Agriculture programs, 9366 
Animal health, 9647 
Assistance to farmers, 9719-9720 
Food safety, 9547-9548 
Pension plans 
reform, 6708 
Petitions 
Cemeteries, 6895, 8740 
Photo Card Act, 2008 (Bill 85) 
second reading, 2338-2340 
Photo identification cards, 2338-2340 
Poverty Reduction Act, 2009 (Bill 152) 
second reading, 5254-5257 
Poverty reduction strategy, 8993-8994 
Private members’ public business 
Breast Cancer Screening Act, 2009 (Bill 200) 
second reading, 7446 
Highway improvement 
responded to, 6663-6664 
Katelyn Bedard Bone Marrow Awareness Month Act, 
2007 (Bill 5) 
second reading, 277-278 
Municipalities 
responded to, 5297 
Protection for workers 
presented, 6653-6654, 6657-6658 
Public Transportation and Highway Improvement 
Amendment Act (Assistance to Municipalities), 2008 
(Bill 38) 
second reading, 1546-1547 
Red Tape and Regulatory Review Act, 2008 (Bill 57) 
second reading, 1150 
Water quality 
presented, 720-722, 728 
Property tax, 6514-6515 
Provincial-aboriginal relations, 2207 
Provincial Animal Welfare Act, 2008 (Bill 50) 
second reading, 1809-1810 
third reading, 3158 
Provincial-municipal! partnerships 
provincial-municipal fiscal and service delivery review, 
5297 
Public education campaigns 
Canadian Agricultural Safety Week, 5317 
Count Me In Community Challenge, 6949 
Energy Conservation Week, 6949 
Local Government Week, 7961-7962 
World Water Day, 5952 
Public service 
collective agreements, 7190-7191 
reduction, 7191 
Raw milk, 4386 
Regulations 
reduction, 1150 
Reports 
Physicians in Canada: Average Gross Fee-For-Service 
Payments, 2005-2006 (Canadian Institute for 
Health Information), 296 
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A Review of the Colleges Collective Bargaining Act 
(Kevin Whitaker), 2930 
Research and innovation, 3295, 3879 
Road safety, 4519-4520 
Road Safety Act, 2009 (Bill 126) 
second reading, 4533, 4548 
public consultation, 4548 
Rural libraries, 199 
government funding, 199 
Rural Ontario 
economic development, 3086 
employment creation, 3086 
government funding, 517 
School boards 
Huron—Bruce, 2261 
School safety 
reporting of violent incidents, 5609 
Sex offenders, 2780 
Skilled trades 
rural Ontario, 7854-7855 
Speed limiters, 1015-1016 
driver/operator to set maximum speed at 105 kilometres 
per hour, 5617-5618 
Supply Act, 2008 (Bill 45) 
second reading, 636-637 
Tax rebates 
gasoline tax rebate 
highway construction, maintenance or operation, 6663- 
6664 
Taxation 
tax reform package, 6708 
Throne speech debate 
participation, 444 
Time allocation motions 
Budget Measures Act, 2009 (Bill 162) 
responded to, 6156-6158 
Committee sittings 
responded to, 4264-4265 
Ontario College of Trades and Apprenticeship Act, 2009 
(Bill 183) 
responded to, 7854-7855 
Workplace Safety and Insurance Amendment Act, 2008 
(Bill 119) 
responded to, 3894-3895 
Tourism industry, 1610, 2338 
Toxics Reduction Act, 2009 (Bill 167) 
second reading, 6376 
public consultation, 6376 
Transit systems 
gasoline tax funding, 5819 
Tributes 
Gaunt, Murray (former member, Huron—Bruce), 7779- 


Truck safety, 5617 
United States 
terrorist attacks on World Trade Center, Pentagon and 
Pennsylvania (11 September 2001), 2338 
Veterans, 1821 
Violence against women, 4248 
Volunteers, 5664 
Volvo Motor Graders Ltd. 
shutdown, 3295 
Wage Eamer Protection Program Act, S.C. 2005, c.47, 
s.1, 6653-6654 
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Walkerton Clean Water Centre, 3445, 5952 
Waste management/programs 

tire recycling program 
fee exemptions for farmers, 8410-8411 
Water supply 
contamination 
Walkerton, 1150, 5952 
compensation for claimants, 420 
source protection 
impact on farmers, 6230 
Wildlife protection 
deer, 9220-9221 
Women's services 
abused women 
government funding, 4248 
Workplace Safety and Insurance Amendment Act, 2008 
(Bill 119) 
time allocation motion 
responded to, 3894-3895 
Workplace Safety and Insurance Board (WSIB) 
experience rating system, 1946 


Moridi, R. (LIB, Richmond Hill) 
Algoma University Act, 2008 (Bill 80) 
second reading, 2109-2110 
Anniversaries 
Ahmadiyya Movement in Islam 100th anniversary, 2170 
Lions Club of Richmond Hill 70th anniversary, 2037 
Apprenticeship and Certification Act, S.O. 1998, c.22, 
7135 
Apprenticeship training 
ratio of tradespeople to apprentices, 2856, 7135 
Apprenticeship training programs, 3260 
completion rates, 7131 
Awards 
Gairdner award, 4389 
Budget 
pre-budget consultations 
Richmond Hill, 4824 
Budget deficit, 3605 
Budget Measures and Interim Appropriation Act, 2008 
(No. 2) (Bill 114) 
second reading, 3605 
Capital works projects, 5280-5281 
Charitable fundraising 
World Partnership Walk, 1827 
Colleges Collective Bargaining Act, 2008 (Bill 90) 
second reading, 2471-2472, 2476, 2528-2509 
third reading, 2910-2916, 2918, 2926-2927, 2937 
Colleges of applied arts and technology (CAATs), 2471, 
2911-2912, 2918 
Algoma University College 
independent university status, 2109 
programs for aboriginal students, 2109-2110 
collective bargaining, 2471-2472 
inclusion of part-time and sessional employees, 2471- 
2472, 2476, 2508-2509, 2913-2915 
government funding, 2912 
programs, 2471, 2476 
Congratulatory remarks 
Rajan, Bilaal (author, fundraiser, children's rights 
activist, UNICEF Canada ambassador and former 
legislative page), 6193-6194 
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Corporate tax exemptions 
Ontario tax exemption for commercialization (OTEC) 
eligibility for refund, 3113 
Corporate taxes 
federal-provincial harmonization, 1572 
Cosmetic Pesticides Ban Act, 2008 (Bill 64) 
second reading, 1855 
Cultural industry 
government funding, 9315 
Dialysis 
Vaughan and York region, 4905 
Drivers 
impaired drivers 
driver licence suspension, 6495 
Driving 
ban on use of cellular telephones and electronic 
entertainment devices while driving, 6495 
Economic development, 2911 
Economic growth 
five-point economic plan, 3260 
Employers 
requirement to contribute 1% of payroll amount to 
workforce training, 3260 
Energy 
nuclear energy, 5338 
renewable energy, 5338 
renewable energy projects, 5159 
Environmental protection, 11, 3642 
Full Day Early Leaming Statute Law Amendment Act, 
2010 (Bill 242) 
second reading, 9627 
Government record 
Liberal (2003-2010) 
apprenticeship training, 2855-2856, 7113 
NDP (1990-1995) 
post-secondary education, 2926 
Green Energy and Green Economy Act, 2009 (Bill 150) 
second reading, 5159, 5338 
Greenhouse gas emissions, 8329 
Harmonized sales tax, 5913, 5926 
Health care, 4905 
Hospital redevelopment 
York Central Hospital, 5280 
Hospitals 
York Central Hospital 
dialysis satellite unit, 4905 
Housing 
affordable 
government funding, 7920-7921 
Ideas for the Future Act, 2008 (Bill 100) 
second reading, 3113 
Immunization 
influenza, 4109 
Kidney diseases, 4905 
Kindergarten 
full-day, 9627 
Kurdish community, 8736 
Kyoto Protocol on the United Nations Framework 
Convention on Climate Change, 8329 
Language instruction 
English as a second language (ESL), 9172 
Members'/ministers' constituencies/constituency events 
Richmond Hill, 9371 
Members'/ministers' inaugural speeches, 628-629 
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Members'/ministers' personal narratives, 628-629 
Members/ministers quoting statements 

Dillon, Patrick (Provincial Building and Construction 
Trades Council), 7117 
Goethe, Johann Wolfgang von (German philosopher), 
7059 
Lazaridis, Mike (founder, Research In Motion), 7146- 
7147 
Matsuura, Kolchiro (director-general, UNESCO), 7059 
Ontario Home Builders’ Association, 7117 
Swift, Jonathan (satirist and author), 629 
Yeats, William Butler (poet and dramatist), 629 
Members’ statements 
Bannister, David, 8414 
David Dunlap Observatory, 227 
Eid al-Adha, 4527 
Eid-UI-Fitr, 3003 
Environmental protection, 11 
Full-day kindergarten, 8691 
Gairdner awards, 4389 
Hakimi, Karim, 3737-3738 
International Mother Language Day, 324, 4910-4911 
International Women's Day, 5323-5324 
Kurdish community, 8736 
L'Arche Daybreak, 7340 
Lions Club of Richmond Hill, 2037 
Muslim community, 2170 
Nowruz, 467-468, 5517 
Ontario budget, 4824 
PCI Geomatics, 6275 
Rajan, Bilaal, 6193-6194 
Richmond Hill Centre for the Performing Arts, 5284 
Road safety, 6495 
Services for the developmentally disabled, 2676 
Stardust Ball, 4154 
Take Our Kids to Work Day, 8463 
Town of Richmond Hill, 9371 
World Partnership Walk, 1827 
Youth employment, 7696 
Ministry of Education 
literacy and numeracy strategy, 4290 
Ministry of Government Services 
green office, 3642 
Ministry of Health and Long-Term Care 
influenza immunization program, 4109 
Ministry of Training, Colleges and Universities 
skills to jobs action plan, 2914, 3260 
NowruZ, 467-468, 933-934, 939, 5517 
Oak Ridges moraine 
greenbelt plan, 957 
Observatories 
David Dunlap Observatory 
closure, 227 
Occupational Health and Safety Amendment Act 
(Violence and Harassment in the Workplace), 2009 
(Bill 168) 
second reading, 7808 
Ontario budget speech (26 March 2009) 
responded to, 5913, 5926 
Ontario Chamber of Commerce 


export market access (global expansion program), 3045 


Ontario College of Trades, 7098-7099, 7131 
board of governors, 7104, 7212 


Ontario College of Trades and Apprenticeship Act, 2009 
(Bill 183) 
second reading, 7098-7101, 7104, 7113-7114, 7117, 
121, 1426, 7131, (135, (212 
Oral questions, presented 
Affordable housing, 7920-7921 
Corporate tax, 1571-1572 
Cultural funding, 9315 
Dialysis, 4905 
Education funding, 4290 
Environmental protection, 3642 
Flu immunization, 4109 
Greenbelt, 957 
Infrastructure program funding, 5280-5281 
Language training, 9172 
Public transit, 5830 
Research and innovation, 7146-7147 
Small business, 3045 
Technology in schools, 9448-9449 
Payday loan industry 
regulation, 1394 
Payday Loans Act, 2008 (Bill 48) 
second reading, 1394-1395 
PCI Geomatics, 6275 
Persons with disabilities 
developmental disabilities 
government funding, 2062 
L'Arche Daybreak (Richmond Hill), 7340 
Pesticides/herbicides 
ban on use and sale of cosmetic pesticides, 1855 
Petitions 
Anti-smoking legislation, 839 
David Dunlap Observatory, 201, 340, 383, 485, 570, 
619, 657, 776, 1575, 1719-1720 
Firearms control, 2092 
Human rights, 7285 
Ontario Society for the Prevention of Cruelty to Animals, 
2527, 2645 
University labour dispute, 4701, 4759 
Post-secondary education 
Reaching Higher: The McGuinty Government Plan for 
Postsecondary Education, 2471 ; 
Private members' public business 
Apprenticeship training 
responded to, 2855-2856 
Climate Change Awareness Act, 2009 (Bill 208) 
second reading, 8329 
Cultural diversity 
presented, 7058-7059, 7064 
Human rights 
responded to, 9243 
Nowruz 
presented, 933-934, 939 
Provincial Parks and Major Provincial Tourist Attractions 
Sign Act, 2008 (Bill 21) 
second reading, 1779 
Skills training 
responded to, 3260 
Provincial parks and tourist attractions 
bilingual signs, 1779 
Public education campaigns 
International Mother Language Day, 324, 4910-4911, 
7058-7059, 7064 
International Women's Day, 5323-5324 
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Ontario Human Rights Day, 9243 
Take Our Kids to Work Day, 8463 
Religious holiday observance 
Eid al-Adha, 4527 
Eid UI-Fitr, 3003 
Reports 
A Review of the Colleges Collective Bargaining Act 
(Kevin Whitaker), 2472, 2508-2509, 2912-2913 
Richmond Hill Centre for the Performing Arts, 5284 
Road safety, 6495 
Sault Ste. Marie 
history, 2109 
Schools 
use of environmentally friendly technologies, 9448-9449 
Services and Supports to Promote the Social Inclusion of 
Persons with Developmental Disabilities Act, 2008 
(Bill 77) 
second reading, 2062 
Skilled trades, 7100-7102 
Small business, 3045 
Smoking 
health risks, 6208 
Social housing 
government funding, 5913 
Social service agencies 
Reena, 2676 
Supply Act, 2008 (Bill 45) 
second reading, 628-629 
Tobacco Damages and Health Care Costs Recovery Act, 
2009 (Bill 155) 
second reading, 6208 
Tobacco products manufacturers 
recovery of tobacco-related health care costs from 
manufacturers, 6208 
Toxic substances 
reduction plan, 6314 
Toxics Reduction Act, 2009 (Bill 167) 
second reading, 6314 
Trades Qualification and Apprenticeship Act, R.S.O. 
1990, c.T.17, 7135 
Tributes 
Bannister, David (former chair, York Central Hospital 
board of trustees), 8414 
Hakimi, Karim (founder, Hakim Optical), 3737-3738 
Universities/colleges 
government funding, 2927 
University of Ontario Institute of Technology, 2937 
Workers 
training, 3260 
Workplace harassment/violence, 7808 
Workplace Safety and Insurance Amendment Act, 2008 
(Bill 119) 
second reading, 3814 
York Central Hospital Foundation 
Stardust Ball, 4154 
York University Labour Disputes Resolution Act, 2009 
(Bill 145) 
second reading, 4733, 4767 
Youth/students 
employment 
Heritage Skills Development Centre, 7696 
participation in science fairs, 7146 


Munro, J. (PC, York—Simcoe) 
Access to Adoption Records Act (Vital Statistics Statute 
Law Amendment), 2008 (Bill 12) 
second reading, 750-752 
An Act to amend the Criminal Code (Age of Protection) 
and to make consequential amendments to the 
Criminal Records Act, 2007 (Bill C-22), 555 
Adoption, 3839 
protection of privacy, 162, 751-752 
Animal Health Act, 2009 (Bill 204) 
second reading, 8444-8445 
Animal protection, 734-735 
hobby farms, 735 
regulation and enforcement, 735 
warrantless entry, 735 
Annual reports 
Office of the Provincial Advocate for Children and 
Youth, 2007-2008 (90 Deaths, Ninety Voices 
Silenced), 4947 
Apprenticeship training 
ratio of tradespeople to apprentices, 7114 
Arts and culture, 6147 
Auditor General 
report expenses for programs or services in annual 
report, 3244, 3749, 3755-3756 
Auditor General Amendment Act, 2008 (Bill 110) 
first reading, 3244 
Autism services, 481-482 
government funding, 1773-1774 
Barrie-Innisfil Boundary Adjustment Act, 2009 (Bill 196) 
second reading, 7495, 7502-7507 
time allocation motion 
responded to, 8984-8986 
public consultation, 7233 
Bone marrow 
transplantation, 277 
Boundary adjustment 
Barrie and Innisfil, 6942, 7233, 7503-7506, 8984-8986 
Budget, 5237-5238 
pre-budget consultations, 4265-4266 
Budget Measures and Interim Appropriation Act, 2008 
(Bill 44) 
second reading, 916 
Budget surplus, 4266 
transfer of funds to municipalities for infrastructure 
projects, 817. 
Bullying, 6393-6394, 6835-6836 
C. difficile outbreaks 
public inquiries, 2464 
Canadian Museum for Human Rights 
government funding, 5781 
Capital works projects 
government funding, 3302-3303 
Child and Family Services Statute Law Amendment Act, 
2009 (Bill 103) 
second reading, 3166-3171 
third reading, 4835-4838 
Child and Family Services Statute Law Amendment Act, 
S.O. 2006, c.5, 3856-3857 
Child care, 539-540 
Child care centres 
for-profit sector, 539 
Child Development Institute 
Earlscourt Girls Connection, 2491 
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government funding, 2491 
Child poverty 
reduction, 5637 
Child protection, 4212, 6466-6467 
Children in care 
death, 5002 
Children with disabilities 
government funding, 3750 
Children's mental health care, 1613-1614, 4863-4864, 
5387, 6272 
government funding, 1657-1658, 4581, 6273, 6494 
Cities and towns 
growth, 3749-3750 
Citizenship, 3281 
Cogeneration of electric power and heat, 5438 
Conferences/seminars/symposiums 
central Ontario automotive sector economic symposium, 
599 
Men of Courage: the First Provincial Conference on 
Male Sexual Victimization, 555 
Corporate tax reduction, 4266 
Cosmetic Pesticides Ban Act, 2008 (Bill 64) 
general discussion, 2165 
Court cases/actions 
Baldwin, Jeffrey (victim of child abuse), 4157 
Sampson, Katelynn (murder victim), 4156-4157 
Courthouses 
accessibility, 4157 
Early years centres, 540 
closure 
Stroud, 3046 
Economic conditions, 3301-3302 
Economic growth, 3302 
five-point economic plan, 3301-3303 
Education Amendment Act (Keeping Our Kids Safe at 
School), 2009 (Bill 157) 
second reading, 5609 
third reading, 6835-6837, 7011 
public consultation, 6835 
eHealth Ontario 
contracts 
IBM, 7872 
referral to Standing Committee on Public Accounts, 7716 
Employment creation 
by government, 3302 
Employment Standards Amendment Act (Organ Donor 
Leave), 2009 (Bill 154) 
second reading, 5225-5226 
Energy, 5063 
renewable energy projects 
generation costs, 5436 
Environmental protection 
regulation and enforcement, 2712 
Expert Panel on Infertility and Adoption, 6695 
Family health teams, 3750 
Family law 
financial disclosure, 4157 
Fatalities 
' Baldwin, Jeffrey (victim of child abuse), 4212 
Sampson, Katelynn (murder victim), 4156-4157, 4212 
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Federal government 
transfer payments 
equalization program 
Ontario to receive equalization payment, 3302 
Federal members'/ministers' remarks 
Conservative (2006-2009) 
Brown, Patrick (Barrie), 7505 
Fires 
Red Barn Theatre, 6084 
Government accountability, 6017 
Government debt, 817 
Government expenditures 
increase, 5805 
Government investments, 3301-3302 
Government notice of motions — 
Legislative reform 
time allocation motion 
responded to, 1536-1537 
Government orders 
Committee sittings 
time allocation motion 
responded to, 4265-4266 
Federal-provincial fiscal policies 
responded to, 2810-2811 
Ontario economy 
responded to, 3301-3303 
Government record 
Liberal (2003-2010) 
fossil-fuel generating stations, 5435-5436 
PC (1995-2003) 
economic growth, 5805 
health care funding, 1658 
poverty reduction, 6590 
Government revenue, 4266 
Government service transfer to municipal jurisdiction 
education, 916 
Greater Toronto and Hamilton Area Transit 
Implementation Act, 2009 (Bill 163) 
second reading, 5774 
Green Energy and Green Economy Act, 2009 (Bill 150) 
second reading, 5063, 5435-5438, 5440 
authority of Minister of Energy and Infrastructure, 5436 
Handguns 
ban, 3016 
Harmonized sales tax, 5615, 6147 
impact on business, 7519-7520 
impact on consumers, 8356 
impact on real estate industry, 5689-5690 
impact on small business, 8072 
Health care funding 
York—Simcoe, 3241 
Healthy Food for Healthy Schools Act, 2008 (Bill 8) 
second reading, 254 
third reading, 1135 
Heritage conservation 
Alma College, 1507, 1929-1930 
Holland Marsh 
construction of peaker plant, 7228-7229 
Hospital funding 
government funding, 5431 
International marketing centres, 3302 
International trade, 3302 
Interprovincial Policing Act, 2009 (Bill 203) 
second reading, 7892 
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Investing in Ontario Act, 2008 (Bill 35) 
second reading, 817, 819 
third reading, 1699 
Katelyn Bedard Bone Marrow Association, 277 
Lake Simcoe 
cleanup, 6048 
environmental protection, 7233 
protection 
federal government funding, 2747-2748 
government funding, 2747, 2751 
Lake Simcoe Protection Act, 2008 (Bill 99) 
second reading, 2712, 2747-2749, 2751 
third reading, 4357-4359 
Lake Simcoe Region Conservation Authority, 2748-2749 
Lake Simcoe watershed 
environmental protection, 558, 2619 
Land use planning 
Barrie, 7495 
Law enforcement, 4157 
Layoffs, 3301 
Learning Through the Arts, 6147 
Legislative procedure 
motions 
time allocation motions, 8639 
Legislative process 
family friendly reforms, 1536-1537 
oral questions, 1408 
scheduling for committee meetings, 1562-1563 
Livestock 
disease prevention and control, 8444-8445 
Magna International Inc. 
layoffs, 4266 
Manufacturing industry 
layoffs, 4266 
Medical transplants 
organ and tissue donation, 5225-5226 
Members'/ministers' constituencies/constituency events 
York—Simcoe 
Bowl for Kids Sake, 9454 
Members/ministers quoting committee submissions 
Alliance for Equality of Blind Canadians, 6588 
Association of Ontario Health Centres, 6587 
Canadian Mental Health Association, 6589 
Canadian Union of Public Employees, 6588 
Elman, Irwin (Provincial Advocate for Children and 
Youth), 4835 
Family Service Toronto-Ontario Campaign 2000, 6587 
Geigen-Miller, Matthew (Defence for Children 
International), 4835 
Hamilton Roundtable for Poverty Reduction, 6587-6588 
Houselink Community Homes, 6588 
Howcroft, lan (vice-president, Canadian Manufacturers 
and Exporters, Ontario division), 1945 
Income Security Advocacy Centre for the 25 in 5: 
Network for Poverty Reduction, 6588 
Lally, Pauline (Sister of Providence of St. Vincent de 
Paul), 6588 
Liversidge, Les, 1945 
March of Dimes, 6588 
Phillips, Randall (Chiefs of Ontario), 6587 
Registered Nurses' Association of Ontario, 6589 
Voices for the Street, 6588 


Members/ministers quoting electronic mail messages 
Bill 196, re, 7505 
Members/ministers quoting letters 
Canadian Federation of Independent Business, 8089- 
8090 
disclosure of adoption information, re, 751-752 
McElrea, Karen (Pefferilaw), 4266 
Members/ministers quoting newspaper articles 
The Innisfil Examiner, 7503 
Innisfil Scope, 7504 
National Post (Toronto), 5436 
St. Catharines Standard, 3166-3167, 3302 
Toronto Star, 4266 
Toronto Sun, 4836-4837 
York Region News, 6835-6836 
Members/ministers quoting reports 
Crossover Kids: Care to Custody (Judy Finlay), 4836 
Enhancing Public Trust and Confidence: 
Recommendations for Revisions to Policies and 
Procedures Governing Trustee Expenses at 
Toronto Catholic District School Board (Norbert J. 
Hartmann), 7404 
Office of the Auditor General of Ontario Annual Report 
(2008), 6210 
Prosperity, Inequality and Poverty (Institute for 
Competitiveness and Prosperity), 6589 
Members/ministers quoting statements 
Belobaba, Edward (judge, Superior Court of Justice), 
162 
Canadian Federation of Independent Business, 7519 
Foley, Mike (Foley Restoration), 4084-4085 
Martin, Roger (dean, Rotman School of Business, 
University of Toronto), 3303 
Riddell, Sarah (sergeant, York Regional Police), 6835 
Rymell, Rob, 4084-4085 
TD Bank Financial Group, 3302 
Members/ministers quoting websites 
www. fairgrowth.ca, 7503 
Members'/ministers' remarks 
Liberal (2003-2010) 
McGuinty, Dalton (Ottawa South) 
as Ontario Premier, 3303 
PC (2003-2010) 
Barrett, Toby (Haldimand—Norfolk), 6210-6211 
Members' statements 
Alma College, 1929-1930 
Anti-bullying initiatives, 6393-6394 
Autism treatment, 1773-1774 
Bowl for Kids Sake, 9454 
Canadian Youth Business Foundation, 8606-8607 
Children's mental health services, 1613-1614, 4581, 
5387, 6494 
Clothing allowances, 2299-2300 
Health care and social services funding, 3241 
Heritage Week, 4908-4909 
Holland Marsh, 7228-7229 
Hospital funding, 5431 
Lake Simcoe, 6048 
Legislative reform, 1408 
Ontario budget, 5237-5238 
Ontario economy, 599 
Ontario Public Library Week, 3380 
Poverty, 3491-3492 
Red Barn Theatre, 6084 
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Munro, J. (PC, York—Simcoe) (continued) 
Sexual abuse, 555 
Small business, 8072 
Stroud Early Years Centre, 3968 
Taxation, 5689-5690 
University labour dispute, 4756 
World AIDS Day, 8948-8949 
Minimum wage 
increase, 3491 
Ministerial statements, responded to 
Adoption, 162 
Adoption Awareness Month, 3839 
Animal protection, 734-735 
Arts and cultural funding, 1506-1507, 6147 
Canadian Infertility Awareness Week, 6695 
Citizenship Week, 3281 
Consumer protection, 8356 
Environmental protection, 2619 
Family law, 4156-4157 
Lake Simcoe watershed, 558 
Municipal planning, 7233-7234 
Persons Day, 3382-3383 
Poverty, 5042-5043 
Sexual Harassment Awareness Week, 7157 
Small business, 7838 
Young offenders, 2908 
Ministry of Energy and Infrastructure 
Places to Grow program, 3302-3303 
Municipal government restructuring 
Barrie's plan to annex parts of Innisfil, 7034-7035 
Municipal infrastructure 
government funding, 599 
York—Simcoe, 1127 
York region, 3749-3750 
Municipalities 
government funding, 819 
National/independence/memorial days 
Heritage Week, 4908-4909 
Natural gas generating stations 
northern York region, 1717, 2848, 3925 
Ontario Arts Council 
government funding, 1506 
Ontario child benefit (OCB), 2299-2300, 3857 
Ontario College of Trades and Apprenticeship Act, 2009 
(Bill 183) 
second reading, 7114 
Ontario Early Years Centres 
Stroud, 3968 
Ontario Labour Mobility Act, 2009 (Bill 175) 
second reading, 8810-8811 
Ontario Power Authority (OPA) 
integrated power system plan (IPSP), 1717 
Ontario Trillium Foundation, 7199 
Ontario Works program benefits 
back-to-school allowance, 2299 
temporary care assistance (TCA), 3857 
winter clothing allowance, 2299-2300 
Opposition day motions, responded to 
Child care, 3856-3857 
Electronic health information, 7716 
Government accountability, 6017-6018 
Government spending, 5805 
Infectious disease control, 2464 
Ontario economy, 1127 
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Workplace insurance, 4084-4085 
Workplace Safety and Insurance Board, 1944-1945 
Young offenders, 3016-3017 
Oral questions, presented 
Access to information, 4326-4327 
Autism services, 481-482 
Child protection, 4212, 4947, 5002 
Children with special needs, 2491 
Children's mental health services, 1657-1658, 4863- 
4864, 6272-6273 
Children's services, 3046 
Cultural funding, 5781 
Electricity supply, 1717, 3925 
Minister's record, 7872 
Municipal planning, 6942, 7034-7035 
Pesticides, 2165 
Poverty, 5615 
Services for the developmentally disabled, 235 
Sewage treatment, 8070 
Taxation, 7519, 7725-7726 
Tobacco control, 7695 
Persons with disabilities 
community accommodation program, 235 
Pesticides/herbicides 
ban on use and sale of cosmetic pesticides 
exemptions 
pest control, 2165 
Petitions 
Alma College, 1722, 1890-1891, 2166 
Diabetes treatment, 5246 
Electricity supply, 4529, 4633 
Hospital services, 2836-2837 
Innisfil Early Years Centre, 3385, 3740, 4159, 4257 
Lord's Prayer, 425-426, 508, 530, 617-618, 658, 696, 
776, 1108-1109, 1427, 1520, 1577, 1612, 1977- 
1978, 2211-2212, 2443 
Municipal government, 7210 
Power plant, 2613 
Sales tax, 5046 
Taxation, 6816, 7001, 7161, 7398, 7880, 8078, 8268, 
8657-8658, 8833, 8953-8954, 9183, 9329-9330 
Photo Card Act, 2008 (Bill 85) 
second reading, 2285 
Photo identification cards 
privacy/security of information, 2285 
Police services 
cross-border policing, 7892 
Post-secondary education, 3303 
Poverty Reduction Act, 2009 (Bill 152) 
second reading, 5247-5250, 5633, 5637 
third reading, 6586-6591 
Poverty reduction strategy, 3491, 5042, 5615, 5633, 6586- 
6589 
Private members’ public business 
Auditor General Amendment Act, 2008 (Bill 110) 
second reading, 3749-3750, 3755-3756 
Children's Safety and Protection Rights Act, 2009 (Bill 
130) 
second reading, 6466-6467 
Day Nurseries Amendment Act (Not for Profit 
Corporations), 2008 (Bill 26) 
second reading, 539-540 
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Munro, J. (PC, York—Simcoe) (continued) 
Katelyn Bedard Bone Marrow Awareness Month Act, 
2007 (Bill 5) 
second reading, 276-277 
Northem York Region Power Conservation Act, 2008 
(Bill 79) 
second reading, 2848 
Red Tape and Regulatory Review Act, 2008 (Bill 57) 
second reading, 1153 
Small business 
presented, 7746-7747, 7753 
Propane explosions 
Sunrise Propane, 8087-8088 
Protests 
Marinoiu, Stefan (hunger striker), 1773-1774 
Provincial Advocate for Children and Youth 
access to information, 4326-4327, 4947 
Provincial Animal Welfare Act, 2008 (Bill 50) 
ministerial statement 
public consultation, 735 
Public education campaigns, 276-277 
Adoption Awareness Month, 3839 
Bullying Awareness Week, 6835 
Canadian Infertility Awareness Week, 6695 
Citizenship Week, 3281 
Ontario Public Library Week, 3380 
organ and tissue donation, 276 
Persons Day, 3382-3383 
Sexual Harassment Awareness Week, 7157 
World AIDS Day, 8948-8949 
Regulations, 1153 
reduction, 6017 
Reports 
Review of the Roots of Youth Violence (Roy McMurtry, 
Alvin Curling), 4836, 5387, 6494 
Task Force on Competitiveness, Productivity and 
Economic Progress Seventh Annual Report 
(Leaning Into the Wind), 4266 
Time for Action: A Report on Violence Affecting Youth 
(John Tory), 3168 
Road Safety Act, 2009 (Bill 126) 
third reading, 5983 
School board trustees 
autonomy, 7403-7404 
School boards 
appointment of supervisors by government, 7405 
governance 
reform, 7406 
School cafeterias 
ban on trans fat in food and beverages, 1135 
Severe acute respiratory syndrome (SARS) 
public inquiries, 2464 
Sewage spills 
Sibbald Provincial Park sewage lagoon, 8070 
Sexual harassment, 7157 
Sharon Temple 
government funding, 5781 
Small business, 8072 
government assistance in complying with regulations, 
7753 
regulation, 7746-7747 
regulatory reduction, 7838 
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Student Achievement and School Board Govemance Act, 
2009 (Bill 177) 
second reading, 7403-7406 
section 28, 7403 
Summit meetings 
Canadian Youth Business Foundation Youth 
Entrepreneurship Summit, 8606-8607 
Teacher professional development days, 7403 
Technical Standards and Safety Authority (TSSA) 
appointment of chief safety and risk officer, 8088 
appointment of directors, 8088 
governance model, 8088-8089, 8091, 8640 
Technical Standards and Safety Statute Law Amendment 
Act, 2009 (Bill 187) 
second reading, 8086-8092 
time allocation motion 
responded to, 8639-8640 
Throne speech debate 
participation, 444 
Time allocation motions 
Barrie-Innisfil Boundary Adjustment Act, 2009 (Bill 196) 
responded to, 8984-8986 
Committee sittings 
responded to, 4265-4266 
Legislative reform 
responded to, 1536-1537 
Technical Standards and Safety Statute Law 
Amendment Act, 2009 (Bill 187) 
responded to, 8639-8640 
Tobacco Damages and Health Care Costs Recovery Act, 
2009 (Bill 155) 
second reading, 6209-6212 
third reading, 6829 
Tobacco products 
illegal sale, 6210-6212, 6829, 7696, 8356 
Tobacco products manufacturers 
recovery of tobacco-related health care costs from 
manufacturers, 6209-6210 
Toxic substances 
reduction plan 
role of federal government, 6381 
Toxics Reduction Act, 2009 (Bill 167) 
second reading, 6381 
Trade, Investment and Labour Mobility Agreement 
(TILMA), 7747 
Trans fatty acids, 254. 
Transit systems, 5774 
smart cards, 5774 
TVOntario, 6996 
Unemployment rate, 3302 
Universities/colleges 
York University 
strike, 4756 
Victims of crime 
youth crime, 3168 
Workers 
skilled worker shortage, 3303 
Workplace Safety and Insurance Amendment Act, 2008 
(Bill 119) 
general discussion, 4266 
public consultation, 4084 
third reading, 4239-4240 
Workplace Safety and Insurance Board (WSIB) 
experience rating system, 1944-1945 
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Munro, J. (PC, York—Simcoe) (continued) 
unfunded liability, 7725-7726 
Young offenders, 2908 
Youth crime, 3166-3167 
prevention, 3168-3169 
Youth justice system 
reform, 4835-4837 
Youth programs 
Focus on Fathers, 3169 
Youth violence, 4836 


Murdoch, B. (PC, Bruce—Grey-Owen Sound) 
Agricultural fairs 
International Plowing Match and Rural Expo, 3145 
Agricultural industry 
government funding, 858 
Artists 
McLaughlin, Gary, 4526 
Awards 
Premier's Farm Innovation Award, 2446 
Saugeen Territory Awards of Recognition and Success, 
4063 
Tommy Cooper Award, 1047 
Bottled water 
prohibition on sale, 3944 
impact on employment, 3944 
Budget Measures Act, 2009 (Bill 162) 
time allocation motion 
responded to, 6151-6152 
Budget Measures and Interim Appropriation Act, 2008 
(Bill 44) 
second reading, 858 
Budget surplus 
transfer of funds to municipalities for infrastructure 
projects, 1030 
Cemeteries 
prohibition on relocation of inactive cemeteries, 6754 
Child poverty, 5952 
Community Living 
Owen Sound and District 
pay increase for non-unionized development workers, 
1670-1671 
Congratulatory remarks 
Pringle, Bob (recipient, Tommy Cooper Award), 1047 
Cosmetic Pesticides Ban Act, 2008 (Bill 64) 
second reading, 1862 
Court security 
costs, 53-54 
Elections/by-elections 
10 October 2007, 9 
Elections Ontario 
performance audit, 9 
Epilepsy, 1459 
Fundraising 
Nail and Snail, 6392-6393 
Relay for Life, 6947 
Government debt 
increase, 1044 
Government record 
Liberal (2003-2010), 363 
PC (1995-2003) 
election promises, 1043 
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Greater Toronto and Hamilton Area Transit 
Implementation Act, 2009 (Bill 163) 
time allocation motion 
responded to, 5969-5970 
Harmonized sales tax, 8917, 8923 
Highway construction 
Highway 410 to Highway 10 (Brampton), 8789 
Highway improvement 
Highway 6 (Mar to Tobermory), 2670-2671 
Hospital construction 
Markdale hospital, 3684, 8413 
Inactive Cemeteries Protection Act, 2009 (Bill 149) 
general discussion, 6754 
Infrastructure Ontario 
municipal infrastructure investment initiative (MIII), 600- 
601 
list of successful applicants, 615-616 
Investing in Ontario Act, 2008 (Bill 35) 
second reading, 1030-1031, 1043-1045 
Legislative procedure 
motions 
time allocation motions, 5969-5970 
speech should be related to topic being discussed, 1017 
Legislative process 
family friendly reforms, 2431 
independent members included, 6152 
Livestock 
protection, 1679-1680 
Members'/ministers' appreciation 
Gerretsen, John (Kingston and the Islands) 
as Minister of the Environment, 8606 
Members'/ministers' constituencies/constituency events 
Bruce—Grey—Owen Sound 
beef producers, 1239-1240 
Bruce—Grey—Owen Sound award winners, 2615 
Members'/ministers' constituents 
congratulatory remarks, 4063 
Members/ministers quoting letters 
David, Michael (director, Canadian Hard of Hearing 
Association), 3948 
Gold, Michelle (senior director, Canadian Mental Health 
Association), 3949 
Members/ministers quoting lyrics 
Blowin’ in the Wind (Bob Dylan), 6582 
Members/ministers quoting statements 
Pringle, Bob (recipient, Tommy Cooper Award), 1047 
Members’ statements 
Access to information, 601 
Beef producers, 1239-1240 
Bruce—Grey—Owen Sound award winners, 2615 
Cemeteries, 6754 
Child poverty, 5952-5953 
Community Living workers, 1670-1671 
Elections, 9 
Epilepsy, 1459 
Highway construction, 8789 
Hockey, 4526 
International Plowing Match, 3145 
Markdale Hospital, 8413 
Municipal finances, 600-601 
Nail and Snail, 6392-6393 
Neustadt sewage lagoon, 8606 
Premier's Farm Innovation Award, 2445-2446 
Pringle, Bob, 1047-1048 
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Murdoch, B. (PC, Bruce—Grey—Owen Sound) (continued) 
Relay for Life, 6947 
Saugeen Territory Awards of Recognition and Success, 
4063 
Tartan Day, 757 
Taxation, 8923 
Municipal government services 
northern and rural Ontario 
government funding, 8068 
National/independence/memorial days 
Tartan Day, 757 
Ontario budget speech (26 March 2009) 
responded to, 5760 
Oral questions, presented 
Court security, 53-54 
Highway improvement, 2670-2671 
Hospital services, 3684 
Municipal government, 8068 
Municipal infrastructure, 615-616 
Taxation, 8917 
Tobacco control, 5734 
Paintings 
Blue Sky-White Snow, 4526 
Pesticides/herbicides 
ban on use and sale of cosmetic pesticides, 1862 
Petitions 
All-terrain vehicles, 1669 
Anti-smoking legislation, 1426, 1890, 2674, 2963-2964 
Beer retailing and distribution, 3187, 4035 
Child protection, 3541, 3651, 3932, 4034, 6346 
Gasoline prices, 2672-2673, 3000, 6567, 6698 
Green power generation, 6757, 6897, 8315 
Hospital funding, 27, 240, 1002, 1668, 2093, 2613, 
5962-5963 
Lord's Prayer, 341, 384, 505-506, 529, 655, 774, 839- 
840, 999, 1064, 1255, 1257-1258, 1476, 1669, 
2094, 2442, 2444, 2612 
Motorcycle safety, 4688, 5586, 5743, 6345 
Ontario Society for the Prevention of Cruelty to Animals, 
1211, 2999 
Road safety, 6565 
Services for the developmentally disabled, 2445 
Taxation, 6150, 6344, 6566, 6697, 6759, 6954, 7208, 
7344, 7346, 7653-7654, 8037, 8039, 8419-8420, 
8613, 8791 
Water metering, 2963 
Youth Action Alliance, 8422-8423, 8613-8614, 8793 
Photo Card Act, 2008 (Bill 85) 
second reading, 2431 
Photo identification cards, 2431 
Poverty reduction strategy 
25 in 5 plan, 5953 
Private members' public business 
Single-Use Bottled Water Ban Act, 2008 (Bill 112) 
second reading, 3944-3945 
Taxation Amendment Act (Equipment Purchased for 
Persons with Disabilities), 2008 (Bill 109) 
second reading, 3948-3949, 3954-3955 
Wind turbines 
presented, 8331-8332, 8338 
Provincial Animal Welfare Act, 2008 (Bill 50) 
second reading, 1679-1680 


Public Sector Expenses Review Act, 2009 (Bill 207) 
time allocation motion 
responded to, 7657 
Right to Play (humanitarian organization), 6392-6393 
Road Safety Act, 2009 (Bill 126) 
second reading, 4538-4539 
public consultation, 4538-4539 
Speaker 
election (28 November 2007) 
congratulatory remarks, 9 
Supply Act, 2008 (Bill 45) 
second reading, 634-635 
Tartans, 757 
Tax credits 
purchase of equipment or devices for persons with 
disabilities, 3948-3949 
Taxation Amendment Act (Equipment Purchased for 
Persons with Disabilities), 2008 (Bill 109) 
first reading, 3146 
Throne speech debate 
participation, 363 
Time allocation motions 
Budget Measures Act, 2009 (Bill 162) 
responded to, 6151-6152 
Greater Toronto and Hamilton Area Transit 
Implementation Act, 2009 (Bill 163) 
responded to, 5969-5970 
Public Sector Expenses Review Act, 2009 (Bill 201) 
responded to, 7657 
Tobacco Control Statute Law Amendment Act, S.O. 2005, 
c.18 
enforcement, 5734 
Transportation infrastructure 
Bruce—Grey—Owen Sound 
government funding, 634 
Waste management/programs 
recycling 
water bottles, 3944 
Water and sewer infrastructure 
Neustadt sewage lagoon, 8606 
Welechenko Transport Ltd. Act, 2009 (Bill Pr23) 
first reading, 5955 
Wind turbines 
health effects 
moratorium on new projects pending review of health 
effects, 8331-8333 


Murray, G.R. (LIB, Toronto Centre) 
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Biodiversity, 9643-9644 
Early childhood education 
importance in rural areas, 9617-9618 
Environmental protection, 9643-9644 
Full Day Early Leaming Statute Law Amendment Act, 
2010 (Bill 242) 
second reading, 9616-9620 
Government record 
Liberal (2003-2010) 
health care, 9584 
Harmonized sales tax, 9618 
Housing 
affordable, 9273 
Kindergarten 
full-day, 9620 
Members'/ministers' inaugural speeches, 9616-9618 
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Murray, G.R. (LIB, Toronto Centre) (continued) 
Members/ministers quoting statements 
Mandela, Nelson (antiapartheid activist and former 
President of South Africa), 9616 
Members' statements 
Affordable housing, 9273 
Health care, 9584 
Occupational health and safety 
regulation and enforcement, 9498 
Oral questions, presented 
Biodiversity, 9643-9644 
Social assistance, 9267 
Workplace safety, 9498 
Pension Benefits Amendment Act, 2010 (Bill 236) 
second reading, 9476-9477 
Private members’ public business 
Sustainable Water and Waste Water Systems 
Improvement and Maintenance Act, 2010 (Bill 237) 
second reading, 9395-9396 
Social assistance 
reform, 9267 
Standing Orders 
S.O. 23(i) Rules of Debate - Matters out of order in 
debate - Imputes false or unavowed motives, 9549 
Water utilities 
regulation, 9395-9397 


N 


Naqvi, Y. (LIB, Ottawa Centre) 
An Act for the Abolition of the Slave Trade (1807) 
bicentenary of British legislation, 23 
Afghanistan 
women's rights, 6472 
Ambulance services 
government funding, 4626 
Animal protection, 3153 
Anniversaries 
Hellenic community in Ottawa 80th anniversary, 7967 
Westboro Village Business Improvement Area 30th 
anniversary, 5689 
Annual reports 
Office of the Provincial Advocate for Children and 
Youth, 2008-2009, 9501 
Appreciation 
Patten, Richard (former member, Ottawa Centre), 6192 
Awards 
Canada's Top 100 Employers 
Ontario Public Service, 3044 
Bail, 3661-3662 
Bicycles 
electric bicycles, 5986 
Biotechnology industry, 6689 
Budget, 5735 
pre-budget consultations, 3787, 4188 
Budget deficit, 4188 
Budget Measures Act, 2009 (Bill 162) 
second reading, 6030-6031 
time allocation motion 
responded to, 6166-6167 
Budget Measures and Interim Appropriation Act, 2008 
(No. 2) (Bill 114) 
second reading, 3586-3591, 3595, 3616, 3625 
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time allocation motion 
responded to, 3787 
Bullying 
prevention, 9386-9387 
Business education tax 
reduction, 3588 
C. difficile outbreaks 
public inquiries, 2462 
Cancer 
prostate cancer, 4154-4155 
Cancer drugs 
Avastin, 9034-9035 
Capital tax 
elimination, 3588 
Capital works projects 
government funding, 4188, 5759-5760, 6167 
Ottawa, 8464 
Celiac disease, 6496 
Child poverty, 4150, 4861, 5212-5213 
Christopher's Law (Sex Offender Registry) Amendment 
Act, 2008 (Bill 16) 
second reading, 700-701 
Chronic fatigue syndrome, 6755 
City of Ottawa Amendment Act, 2009 (Bill 194) 
first reading, 7200 
Colleges Collective Bargaining Act, 2008 (Bill 90) 
third reading, 2938 
Colleges of applied arts and technology (CAATs) 
Algonquin College, 7116 
government funding, 2938 
Committee schedules/agendas, 4188 
Community health centres (CHCs), 367 
Community safety, 3054, 3662, 3763 
complaints regarding properties used for activities that 
adversely affect community, 3736, 3756-3757 
Conferences/seminars/symposiums 
BIO International convention, 6689 
Congratulatory remarks 
Bulka, Rabbi Reuven (recipient, key to the city, Ottawa), 
9372 
Gray, Herb (chancellor, Carleton University), 5998 
Construction workers 
occupational health and safety, 1102 
Consumer protection 
sub-metering electricity in apartments/apartment 
buildings, 7145 
Corporate tax exemptions 
Ontario tax exemption for commercialization (OTEC), 
3410 
eligibility for refund, 3038 
Corporate taxes 
federal-provincial harmonization, 3587 
Cosmetic Pesticides Ban Act, 2008 (Bill 64) 
general discussion, 1301 
Crime prevention, 3967 
Crime Prevention Ottawa, 3967-3968 
Dental care 
government funding, 392-393 
Diabetes 
education 
Ottawa Centre, 8653 
Doctors 
international medical graduates (IMGs) 
removing barriers, 3926, 3996 
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Naqvi, Y. (LIB, Ottawa Centre) (continued) 
Driver licences, 2276-2277 
Easter Seals Ontario, 5623 
Economic conditions, 3409-3410, 3586-3589, 3595, 3616, 
3770, 4187-4188, 5427 
Economic decline 
government response, 5809-5810 
international, 6012 
Economic development 
Ottawa region, 7383-7384 
Economic growth, 3787 
five-point economic plan, 3586, 3589, 3787 
EcoVu Analytics Inc., 7225-7226 
Education, 1408-1409 
Education Amendment Act (Keeping Our Kids Safe at 
School), 2009 (Bill 157) 
third reading, 6834 
Education Quality and Accountability Office (EQAO) 
Assessment of Reading, Writing and Mathematics 
(Primary and Junior Division) 
test scores, 1408-1409 
Educational levels 
salaries, 3532 
827291 Ontario Ltd. Act, 2008 (Bill Pr7) 
first reading, 683-684 
Election Statute Law Amendment Act, 2010 (Bill 231) 
second reading, 9670-9672, 9674 
Elections/by-elections 
barrier-free access, 9674 
Electoral process reform, 9671 
students vote in home riding or riding in which they 
attend school, 9671-9672 
Employment standards, 4984-4985 
Employment Standards Act, S.O. 2000, c.41, 5022 
Employment Standards Amendment Act (Temporary Help 
Agencies), 2009 (Bill 139) 
second reading, 4984-4985, 5021-5024 
Energy 
renewable energy, 5059 
renewable energy projects, 5060-5062 
wind farms, 5061 
Energy conservation, 7145 
Environmental Protection Act (Greenhouse Gas 
Emissions Trading), 2009 (Bill 185) 
second reading, 7309, 7633-7634 
Fair Access to Regulated Professions Act, S.O. 2006, 
cist, 5022 
Federal government 
homelessness partnership initiative, 2607 
Festivals 
Canadian Tulip Festival, 6647 
Mid-Autumn Moon Festival, 7583-7584 
Rideau Canal Festival, 2300-2301 
Westfest 2008, 2616 
Winterlude, 4950 
Fibromyalgia, 6755 
Fire sprinklers 
mandatory fire sprinkler systems in retirement homes, 
7452-7453 
First aid training, 9595-9506 
French-language debates 
Questions orales 
Services en francais, 8108 


Fundraising 
United Way of Ottawa and Dave Smith Youth Treatment 
Centre, 8947 
Global Reporting Initiative, 6058 
Government notice of motions 
Legislative reform 
time allocation motion 
responded to, 1531-1532 
Government-Ontario Medical Association agreements, 
3927 
Government orders 
Committee sittings 
responded to, 4187-4188 
Ontario economy 
responded to, 3409-3410 
Government service transfer to municipal jurisdiction, 
2671 
Green Energy and Green Economy Act, 2009 (Bill 150) 
general discussion, 6030 
second reading, 5059-5063 
Greenhouse gas emissions 
reduction 
cap and trade system (emissions trading), 7309, 7633- 
7634 


Handguns 
ban, 3662 
Harmonized sales tax, 6522-6523, 8836-8837 
Health care 
out-of-country, 9695 
Health care funding 
government funding, 2462, 5735 
Ottawa, 1607 
Healthy Food for Healthy Schools Act, 2008 (Bill 8) 
second reading, 260 
High technology industries 
Ottawa, 8067-8068 
Highway safety 
Highway 417 (Ottawa), 1175 
Highway Traffic Amendment Act (Speed-limiting 
Systems), 2008 (Bill 41) 
second reading, 1172-1173, 1175 
Hospital funding 
government funding, 5736 
Hospitals 
Montfort Hospital, 1606 
reporting on patient safety indicators, 2462 
Royal Ottawa Hospital, 1606 
infection prevention and control program, 2462 
Housing 
affordable 
government funding, 392, 525, 5907, 5910, 6167, 
9120-9121 
Ottawa Centre, 5906 
people with mental illness and victims of domestic 
violence, 5426 
public consultation on affordable housing strategy, 
7271-7272 
supportive housing 
people with drug and alcohol addiction, 2607 
Ideas for the Future Act, 2008 (Bill 100) 
second reading, 3038 
Immigrants, 5021-5022 
bridge training programs, 6990 
services, 8456-8457, 9545-9546 


[841] 


SPEAKER INDEX / INDEX DES INTERVENANTS 


Naqvi, Y. (LIB, Ottawa Centre) (continued) 
Immunization 
H1N1 influenza A (swine flu) 
expanded to all children and senior citizens with 
underlying health conditions, 8544 
Income tax reduction, 8836-8837 
Increasing Access to Qualified Health Professionals for 
Ontarians Act, 2008 (Bill 97) 
general discussion 
public consultation, 3926 
third reading, 3996 
Investment in Ontario, 3586-3589 
Landlord and tenant 
tenants’ protection, 3757 
Legal aid 
government funding, 7479 
Legislative process 
family friendly reforms, 1531-1532 
Long-term-care facilities 
standard of care, 3587 
Magnetic resonance imaging (MRI) 
wait times, 9450-9451 
Medical procedures 
wait times 
Ottawa region, 4699 
Members'/ministers' birthdays 
Johnson, Rick (Haliburton—Kawartha Lakes—Brock), 
7140 
Members'/ministers' constituencies/constituency events 
Ottawa Centre 
Capital Food Blitz, 2398-2399 
Community Cup, 6947-6948 
Timeraiser, 4254 
Members'/ministers' inaugural speeches, 91-92 
Members'/ministers' personal narratives, 2462, 6472, 
9670-9671 
Members/ministers quoting documents 
city of Ottawa resolution re fire sprinkler systems, 7453 
Members/ministers quoting newspaper articles 
Ottawa Citizen, 3589, 3827, 7454-7455 
Members/ministers quoting reports 
Do Poor Children Become Poor Adults? Lessons for 
Public Policy from a Cross Country Comparison of 
Generational Earnings Mobility (Miles Corak), 5213 
OECD Interim Economic Outlook, 6012 
Ottawa's Vital Signs 2008: The City's Annual Checkup 
(Community Foundation of Ottawa), 5212 
Report of the Ipperwash Inquiry (Sidney Linden), 1493 
Members/ministers quoting statements 
Hudson, Alan (neurosurgeon in charge of the wait times 
strategy), 4699 
O'Brien, Larry (mayor, Ottawa), 1143 
Tory, John (leader, PC Party), 3044 
Members' statements 
Ambulance services, 4626 
Asian Heritage Month, 1929 
Bulka, Reuven, 9372 
Canadian Tulip Festival, 6647 
Candlelighters Childhood Cancer Foundation, 981, 2744 
Capital Food Blitz, 2398-2399 
Carleton University charity ball, 885 
Celiac disease, 6496 
City of Ottawa, 3836 
Community Cup, 6947-6948 


Community health centres, 367 
Community safety, 3736 
CPR Month, 8414 
Crime prevention, 3967-3968 
Czapnik, Eric, 9410-9411 
Diabetes, 8653 
Easter Seals Month, 5623 
Education, 1408-1409 
Fibromyalgia and chronic fatigue syndrome, 6755 
First aid training, 9505-9506 
Fundraising, 8947 
Gray, Herb, 5998 
Hellenic Community of Ottawa, 7967 
Infrastructure program funding, 8464 
Islamic History Month, 3444-3445, 8112-8113 
Kindness Week, 4826, 9274-9275 
Mental Illness Awareness Week, 3191 
Mid-Autumn Moon Festival, 7583-7584 
Olympic athletes, 9651 
Ottawa Community Immigrant Services Organization, 
4333 
Parenting and family literacy centres, 226 
Patten, Richard, 6192 
Pesticides, 1301 
Poverty, 1894 
Prostate cancer, 4154-4155 
Ramadan, 7438 
Rideau Canal Festival, 2300-2301 
Stewart, Bernie, 9128 
Timeraiser, 4254 
Village of Westboro, 5689 
Westfest 2008, 2616 
Winterlude, 4950 
Youth Services Bureau, 9323 
Menova Energy Inc. 
Power-Spar system, 3577 
Mental illness, 3191 
Ministry of the Attorney General! 
aboriginal community justice programs, 5383-5384 
government funding, 5384 
Ministry of Citizenship and Immigration 
Roots of Freedom grants, 23 
Ministry of Economic Development and Trade 
Next Generation of Jobs Fund, 3587 
Ministry of Finance 
economic stimulus plan, 3410 
Ministry of Health Promotion 
action plan for healthy eating and active living, 7964- 
7965 
Ministry of Research and Innovation 
Ontario innovation agenda, 1570 
Ontario Research Fund (ORF), 690, 3409-3410 
Municipal government services 
Ottawa, 3836 
Municipal infrastructure 
government funding, 1143, 3770 
Ottawa, 3836 
Municipalities 
government funding, 2671 
National/independence/memorial days 
Islamic History Month, 3444-3445 
Non-profit organizations 
Candlelighters Childhood Cancer Foundation, 981, 2744 
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Naqvi, Y. (LIB, Ottawa Centre) (continued) 
Nortel 
pension plans, 9339, 9478-9479, 9702-9703 
Occupational health and safety, 1102 
Ontario budget speech (26 March 2009) 
responded to, 5759-5760, 5906-5910 
Ontario child benefit (OCB) 
increase, 5908, 6167 
Ontario College of Trades, 7115-7116 
Ontario College of Trades and Apprenticeship Act, 2009 
(Bill 183) 
second reading, 7115-7118 
Ontario French-language Educational Communications 
Authority Act, 2008 (Bill 55) 
second reading, 1631 
Ontario property and sales tax credit, 3587 
Ontario Securities Commission (OSC) 
to establish best practice corporate social responsibility 
(CSR) and environmental, social and governance 
(ESG) reporting standards, 6057-6058 
Ontario Society for the Prevention of Cruelty to Animals 
(OSPCA) 
affiliation of humane societies, 3153 
Ontario Tax Plan for More Jobs and Growth Act, 2009 
(Bill 218) 
second reading, 8836-8837 
Opposition day motions, responded to 
Government accountability, 6012-6013 
Government spending, 5809-5810 
Hospital services, 6415 
Infectious disease control, 2462 
Taxation, 6522-6523 
Tobacco control, 1493-1494 
Violent crime, 3661-3662 
Oral questions, presented 
Abolition of British slave trade, 23 
- Aboriginal affairs, 5383-5384 
Affordable housing, 525, 2607, 2671, 7271-7272, 9120- 
9121 
Amateur sport, 3827-3828 
Biotechnology, 6689 
Cancer treatment, 9034-9035 
Children and youth, 9501 
Consumer protection, 7145 
Economic development, 7383-7384, 8067-8068 
Education funding, 7578 
Environment industry, 7225-7226 
Flu immunization, 8544 
Full-day kindergarten, 9364 
Health care, 3926-3927, 5735-5736, 9695 
Health care funding, 9450-9451 
Health promotion, 7964-7965 
Hospital funding, 1606-1607 
Hospital services, 4699, 4945 
Immigrant services, 8456-8457, 9545-9546 
Immigrants' skills, 6990 
Legal aid, 7479 
Municipal finances, 3770, 5426-5427 
Ontario public service, 3043-3044 
Post-secondary education, 2959 
Post-secondary education infrastructure, 7081 
Poverty, 4149-4150, 4861 
Research and innovation, 690, 1569-1570, 3577 
Sewage spill, 2667 
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Small business, 297 
Tenant protection, 5619-5620 
University and college funding, 5122 
University research and innovation, 3532 
Workplace safety, 1102 
Ottawa Board of Health, 7200 
Ottawa Community Immigrant Services Organization 
(OCISO), 4333 
Ottawa Congress Centre, 3625 
Parenting and family literacy centres 
government funding 
Ottawa Centre, 226 
Payday loan industry 
consumer protection, 5023 
Pension Benefits Amendment Act, 2010 (Bill 236) 
second reading, 9339, 9358-9359, 9478-9479, 9702- 
9704 
Pension plans 
reform, 9358-9359, 9478-9479 
Persons with disabilities 
services, 2765 
Pesticides/herbicides 
ban on use and sale of cosmetic pesticides, 1301 
Petitions 
Community safety, 1668, 1824, 2212, 2298, 2494, 
2611, 2963, 3049, 3051, 6345, 6505, 6565 
Emancipation Day, 4397-4398 
Interprovincial bridge, 4587, 4634, 5197, 5245, 5389- 
5390, 5434-5435, 5586, 5744, 6451 
Ontario budget, 6567 
Reconstructive surgery, 9006, 9652 
Photo Card Act, 2008 (Bill 85) 
second reading, 2276-2277 
third reading, 3863 
Post-secondary education, 2959, 5122 
Poverty, 4861, 5211 
Poverty Reduction Act, 2009 (Bill 152) 
second reading, 5211-5215 
Poverty reduction strategy, 1894, 4861, 5212-5215 
public consultation, 4149-4150 
town hall meeting, 4861 
Private members’ public business 
Afghan family law 
responded to, 6472 
Anti-bullying initiatives 
responded to, 9386-9387 
Corporate reporting requirements 
responded to, 6057-6058 
Fire safety 
responded to, 7452-7453 
Kindness Week 
presented, 7454-7455, 7460 
Safer Communities and Neighbourhoods Act, 2010 (Bill 
106) 
second reading, 3756-3757, 3763 
Strandherd-Armstrong bridge 
responded to, 1143-1144 
Property tax assessment 
granny flats, 3586-3587 
Provincial-aboriginal relations 
justice system, 5383 
Provincial Animal Welfare Act, 2008 (Bill 50) 
third reading, 3153 
section 6, 3153 
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Naqvi, Y. (LIB, Ottawa Centre) (continued) 
Provincial-municipal partnerships, 525 
provincial-municipal fiscal and service delivery review, 


Provincial-municipal relations, 1143, 4626 
Public education campaigns 
Asian Heritage Month, 1929 
Bullying Awareness and Prevention Week, 9386-9387 
Celiac Awareness Month, 6496 
CPR Month, 8414 
Diabetes Awareness Month, 8653 
Easter Seals Month, 5623 
Islamic History Month, 8113-8114 
Kindness Week, 4826, 7454-7455, 7460, 9274-9275 
Mental Illness Awareness Week, 3191 
Movember, 4154-4155 
Public service, 3044 
Religious holiday observance 
Ramadan, 7438 
Rent increases, 5619-5620 
cap on rent increase, 5620 
Reports 
Carrots and Sticks for Starters: Current Trends and 
Approaches in Voluntary and Mandatory Standards 
for Sustainability Reporting, 6057 
Ontario Economic Accounts (Ministry of Finance), 6012- 
6013 
2008 Ontario Report Card on Child and Family Poverty 
(Campaign 2000), 4150 
Residential Tenancies Act, S.O. 2006, c.17, 5619-5620 
Road Safety Act, 2009 (Bill 126) 
third reading, 5986 
Safer Communities and Neighbourhoods Act, 2010 (Bill 
106) 
general discussion, 3662, 3736 
first reading, 3054 
School cafeterias 
ban on trans fat in food and beverages, 260 
School libraries 
government funding, 7578 
School safety 
reporting of violent incidents, 6834 
School vending machines 
ban on unhealthy food and beverages, 260 
Securities industry 
regulation, 3588-3589 
Services and Supports to Promote the Social Inclusion of 
Persons with Developmental Disabilities Act, 2008 
(Bill 77) 
third reading, 2764-2765 
public consultation, 2764 
Sewage spills 
Ottawa River, 2667 
Sex offender registry 
compliance rates, 701 
coordination with national sex offender registry, 700 
registration requirements, 700-701 
Skilled trades 
government funding, 7118 
Small business, 297, 3595 
corporate income tax deduction threshold, 3588 
Smoke-Free Ontario Amendment Act, 2008 (Bill 69) 
second reading, 1878 


[844] 


Smoking 
ban on smoking in cars with children present, 1878 
Smoking cessation programs 
Ottawa, 1493 
Social housing, 2671 
government funding 
Ottawa, 2671 
Speed limiters, 1172, 1175 
impact on greenhouse gas emissions, 1172 
Sport Canada 
athlete assistance program 
Beres, Mike case, 3827 
Sports and recreation facilities, 3828 
Sports competitions 
Pan American Games bid (2015), 3828 
Tax credits 
Ontario innovation tax credit, 3588 
Temporary help agencies, 4984-4985 
fees charged to employees, 5022 
providing information to employees, 5023 
regulation, 5021 
reprisal by client of temporary help agencies prohibited, 
5023 
Temporary help agency employees 
removing barriers to permanent employment, 5023 
TFO, 1631 
Throne speech debate 
participation, 91-92, 94, 392-393 
Time allocation motions 
Budget Measures Act, 2009 (Bill 162) 
responded to, 6166-6167 
Budget Measures and Interim Appropriation Act, 2008 
(No. 2) (Bill 114) 
responded to, 3787 
Legislative reform 
responded to, 1531-1532 
Tobacco products 
illegal sale, 1089-1090 
regulation and enforcement, 1493, 3588 
Tobacco tax, 3588 
Transit systems 
Ottawa, 1143-1144 
Transportation infrastructure 
Strandherd-Armstrong bridge, 1143 
Tributes 
Czapnik, Eric (constable killed in the line of duty, Ottawa 
Police Service), 9410-9411 
Olympic athletes (2010 Winter Olympics), 9651 
Stewart, Bernie (constituent), 9128 
Universities/colleges 
Carleton University 
charity ball, 885 
graduate work, 5122 
research funding, 3532 
infrastructure projects, 7081 
Workers 
temporary workers 
rights, 5021-5024 
York University Labour Disputes Resolution Act, 2009 
(Bill 145) 
second reading, 4733 
Youth services organizations 
Youth Services Bureau, 9323 
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Orazietti, D. (LIB, Sault Ste. Marie) 
Agencies/boards/commissions/etc. 
expenditures 
accountability, 8624 
Air quality 
Sault Ste. Marie, 1974 
Algoma University Act, 2008 (Bill 80) 
third reading, 2148-2152 


Apology, 1050, 2001-2002, 2007, 3501-3503, 5393-5394, 


5396-5398, 5404 
British Columbia, 2002, 3501-3502 
framework, 3501 
Manitoba, 2001, 3501 
persons’ right to pursue remedy in court system, 5393, 
5404 


premise, 3501 
pseudo-apology, 3503, 5397 
Saskatchewan, 3501 
Apology Act, 2008 (Bill 59) 
first reading, 1049-1050 
Apology Act, 2009 (Bill 108) 
second reading, 3501-3503 
third reading, 5392-5394, 5396-5398, 5404 
Appreciation 
Pauli, Mary Ellen (recipient, Governor General of 
Canada's certificate of commendation), 1239 
BioForest Technologies Inc., 835 
Breast Cancer Screening Act, 2009 (Bill 200) 
first reading, 7283 
Budget, 556, 5954-5955 
pre-budget consultations, 3463 
Budget Measures Act, 2009 (Bill 162) 
time allocation motion 
responded to, 6164-6165 
C. difficile outbreaks 
public inquiries, 2460 
Sault Area Hospital, 2460-2461 
Cancer screening programs 
breast cancer screening program 
inclusion of women aged 40 to 49, 7441-7443 
Capital works projects 
government funding, 6165, 8822-8823 
Colleges of applied arts and technology (CAATs) 
Algoma University College, 2148, 2744 
independent university status, 2149, 2151 
Information and Communication Technology Centre, 
2152 
programs for aboriginal students, 2150-2151 
Sault College of Applied Arts and Technology 
apprenticeship programs, 5786 
Committees 
Select Committee on the Economy, 3463 
Standing Committee on Finance and Economic Affairs, 
3463-3464 
Condolences 
Vernelli, Scott (Canadian soldier killed in Afghanistan), 
5582 
Conferences/seminars/symposiums 
Prospectors and Developers Association of Canada 
Conference, 5425 
Doctors 
increase in supply, 907-908 
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Economic development 
northern Ontario, 8650, 9268-9269 
Sault Ste. Marie, 1930 
Economic growth 
five-point economic plan, 3464 
Education Amendment Act (Keeping Our Kids Safe at 
School), 2009 (Bill 157) 
third reading, 7015 
Education funding 
government funding, 1422, 9323-9324 
Education funding reform, 1422 
Electronic health records, 8625-8624 
Ellison Environmental Ltd., 8654 
Employment creation, 3464 
Energy 
renewable energy, 5173 
renewable energy projects 
Elementa Group waste-to-energy conversion plant 
(Sault Ste. Marie), 8264 
standard offer program, 3464 
Sault Ste. Marie's solar farm, 185 
Essar Steel Algoma Inc. 
pollution control equipment, 1974 
Forest industry 
government funding, 556 
Government funding, 556 
Government record 
Liberal (2003-2010) 
health care, 907-909 
PC (1995-2003) 
education, 7015 
health care, 907 
Green economy, 5992 
northern Ontario, 5173 
Green Energy and Green Economy Act, 2009 (Bill 150) 
second reading, 5173 
Harmonized sales tax, 6164, 8830 
Health care 
Sault Ste. Marie, 5235 
wait times 
reduction, 907 
Health care funding 
accountability and oversight, 8432-8433 
government funding, 907 
Haldimand—Norfolk, 909 
Niagara West-—Glanbrook, 909 
Sault Ste. Marie, 908 
Health care workers 
occupational health and safety, 3923 
Hospices (terminal care) 
government funding, 556 
Hospitals 
geospatial information system, 3144-3145 
reporting on patient safety indicators, 2460 
Housing 
affordable, 7194 
Immunization 
H1N1 influenza A (swine flu), 8504-8505 
Invasive species, 834-835, 2996 
emerald ash borer, 835, 2996 
Invasive species centre, 834-835, 2996 
Medical errors, 2002, 5393 
Medical schools 
Northern Ontario School of Medicine, 7199 
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Orazietti, D. (LIB, Sault Ste. Marie) (continued) 
Medical students/graduates, 7199 
Members'/ministers' constituencies/constituency events 
Sault Ste. Marie, 7650-7651 
Members/ministers quoting journal articles 
American Journal of Pharmaceutical Education, 2002 
Members/ministers quoting newspaper articles 
Sault Star, 5955 
Toronto Star, 8624 
Members/ministers quoting statements 
Capponi, Pat (mental health advocate), 6164 
Genest, Paul (president, Council of Ontario 
Universities), 6165 


Hassen, Phil (CEO, Canadian Patient Safety Institute), 


2002, 3502 
Howarth, Jenn (president, College Student Alliance), 
6165 


McQueen, Wanda (chair, Algoma District School 
Board), 2302 
Nyberg, Gail (Daily Bread Food Bank), 6165 
Sayers, Lyle (chief, Garden River First Nation), 2151 
Stapleton, John (Canadian Centre for Policy 
Alternatives), 6164-6165 
Sullivan, Terry (president and CEO, Cancer Care 
Ontario), 908 
Turco, Mario (director of education, Algoma District 
School Board), 2302 
Willett, Janice (former president, Ontario Medical 
Association), 908, 3502 
Members/ministers quoting websites 
Algoma University College, 2149 
Members’ statements 
Algoma University, 2097, 2744, 7774-7775 
Apprenticeship training, 5786 
Education funding, 2302, 9323-9324 
Ellsin Environmental Ltd., 8654 
Employment supports, 4064-4065 
Flu immunization, 8504-8505 
Forest industry, 9127-9128 
Infectious disease control, 3144-3145 
Medical school, 7199 
Northern Ontario heritage fund, 6193 
Nurse practitioners, 5192-5193 
Ontario budget, 556, 5954-5955 
Pauli, Mary Ellen, 1239 
Pod Generating Group, 185 
Renewable energy, 8264 
Riding of Sault Ste. Marie, 7650-7651 
Sault Ste. Marie economy, 1930 
Taxation, 8830 
Vernelli, Scott, 5582 
Memorandum of understanding (MOU) 


Prospectors and Developers Association of Canada and 


Assembly of First Nations, 5425 
Mining Amendment Act, 2009 (Bill 173) 
time allocation motion 
public consultation, 7788-7789 
responded to, 7788-7790 
Mining industry 
consultation with First Nations, 7789 
layoffs, 5424 
Ministry of Labour 
health care unit, 3923 
Safe at Work Ontario, 3923 
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Ministry of Municipal Affairs and Housing 
affordable housing program, 7194 
provincial rent bank program, 2031-2032 

Ministry of Northern Development and Mines 
staged competition to make available unused Crown 

forest resources, 9127-9128 

Ministry of Training, Colleges and Universities 
skills to jobs action plan, 5786 

Northern Ontario growth plan, 5001-5002 
public consultation, 5002 

Northern Ontario Heritage Fund Corporation (NOHFC) 
northern Ontario youth internship and co-op program, 

4064-4065 
young entrepreneur program, 6193, 7641 

Nurse practitioner-led clinics 
Sault College clinic, 5192-5193, 5235 

Occupational health and safety, 1717, 3439 

Ontario child benefit (OCB) 
increase, 6164 

Ontario health premium, 906-909 

Ontario Lottery and Gaming Corp. (OLG) 
employment creation in Sault Ste. Marie, 1930 

Opposition day motions, responded to 
Electronic health information, 8623-8625 
Health care oversight, 8432-8433 
Infectious disease control, 2460-2461 
Ontario economy, 3463-3464 

Oral questions, presented 
Affordable housing, 7194 
Air quality, 1974 
Class size, 4472-4473 
Education funding, 1422 
Environmental protection, 5992 
Grassy Narrows First Nation, 1884 
Health care, 5235-5236 
Infrastructure programs, 8822-8823 
Invasive species, 834-835, 2996 
Mining industry, 5424-5425 
Northern economy, 8650, 9268-9269 
Northern Ontario development, 5001-5002 
Northern Ontario heritage fund, 7641 
Post-secondary education, 1472 
Rent bank programs, 2031-2032 
Taxation, 7829 
Tourism, 197-198, 9722-9723 
Workplace safety, 1717, 3438-3439, 3923 

Patient safety, 2460-2461 

Post-secondary education 
accessibility, 1472 

Primary health care, 5235-5236 

Private members’ public business 
Apology Act, 2008 (Bill 59) 

second reading, 2001-2003, 2007 
Breast Cancer Screening Act, 2009 (Bill 200) 
second reading, 7441-7443, 7447 


Protecting Children and Youth from Second-Hand Smoke 


in Automobiles Act, 2007 (Bill 11) 
first reading, 125 
Provincial-aboriginal agreements 
Grassy Narrows First Nation, 1884 
Public education campaigns 
North American Occupational Safety and Health Week, 
Me Ae 
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Orazietti, D. (LIB, Sault Ste. Marie) (continued) 
Schools 
closure 
rural Ontario, 2302 
Shingwauk Education Trust, 2150 
Smoke-Free Ontario Amendment Act, 2008 (Bill 69) 
second reading, 1908-1911, 1914 
Smoking 
ban on smoking in cars with children present, 125, 
1908, 1911, 1914 
enforcement, 1909-1910 
second-hand smoke, 1909 
Speaker 
election (28 November 2007) 
congratulatory remarks, 197 
Student enrolment 
decline, 1422 
Students 
travel, 1472 
Summit meetings 
Think North Summit, 5002 
Teacher-student ratios 
reduction, 4472-4473 
Time allocation motions 
Budget Measures Act, 2009 (Bill 162) 
responded to, 6164-6165 
Mining Amendment Act, 2009 (Bill 173) 
responded to, 7788-7790 
Tourism industry, 197, 9722-9723 
Toxic substances 
reduction plan, 5992 
Toxics Reduction Act, 2009 (Bill 167) 
general discussion, 5992 
United States 
apology legislation, 2001-2002, 3501-3503, 5393-5394 
Universities/colleges 
Algoma University, 2097 
Websites 
www.mychoice.ca, 1914 
Workplace injuries, 1717 
Workplace Safety and Insurance Board (WSIB) 
marketing campaign (You Can Never Be Too Safe), 
3439 


O'Toole, J. (PC, Durham) 
Accident investigation report, 4205 
Agencies/boards/commissions/etc. 
expenditures 
review by Integrity Commissioner, 7394-7395, 7462, 
7468-7469, 7816-7817 
annual report issued, 7465 
penalties for violation of expenditure guidelines, 
7463, 7486 
Agreement on Internal Trade, 7373, 8660 
Agricultural industry, 5507, 9273 
Durham region, 8009 
Alcoholic beverages, 5414 
Algoma University Act, 2008 (Bill 80) 
second reading, 2112-2115 
Amyotrophic lateral sclerosis, 5999 
Animal Health Act, 2009 (Bill 204) 
second reading, 7989, 7996, 8000, 8004-8005, 8009, 
8449 
third reading, 9095 
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amendments, 9095 
Animal protection, 7996 
fines, 1690 
private zoos, 1689 
wildlife, 1690 
Anniversaries 
Anne of Green Gables 100th anniversary, 2429 
Bowmanville Men's Canadian Club 100th anniversary, 
8264 
Bowmanville 150th anniversary, 2429 
Bowmanville Zoological Park 90th anniversary, 7198 
Uxbridge Quaker Meeting House 200th anniversary, 
6808 
WindReach Farm 20th anniversary, 7082 
Annual reports 
Office of the Provincial Advocate for Children and 
Youth, 2007-2008 (90 Deaths, Ninety Voices 
Silenced), 5017 
Apology, 3504 
Arar, Maher case, 3504 
Apology Act, 2009 (Bill 108) 
general discussion, 3222 
second reading, 3504, 3507 
Apprenticeship training 
ratio of tradespeople to apprentices, 7135-7136, 7853 
Apprenticeship training programs 
completion rates, 7122 
Archives of Ontario 
hours of operation, 7280 
Artists 
employment protection, 6241-6242 
Australia 
ban on use of cellular telephones and electronic 
entertainment devices while driving, 6175 
Automobile industry 
Daimler AG 
layoffs, 3278-3279 
General Motors of Canada Ltd. 
Beacon project, 1898 
layoffs, 97, 112, 1467, 1893, 3279, 4583 
pension plan, 9459 
plant shutdown, 2288 
Automobile safety devices 
seat belts 
enforcement, 5984 
Awards 
Clean World Award, 6891 
Farm Marketers of the Year Award, 6948 
June Callwood Outstanding Achievement Award for 
Voluntarism, 6602 
Lieutenant Governor's Ontario Heritage Award for Youth 
Achievement, 9550 
Ontario Heritage Trust award, 9698-9699 
Ontario Volunteer Service Awards, 5580, 5584 
Bail, 3663 
Barrie-Innisfil Boundary Adjustment Act, 2009 (Bill 196) 
second reading, 7501-7502 
Bicycle lanes, 5768 
Biotechnology industry 
government funding, 7486-7487 
Birthdays 
Beath, Walter (first chair of Durham region), 6993-6994 
Blind/visually-impaired persons 
access to books in suitable formats, 9570-9571 
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O'Toole, J. (PC, Durham) (continued) 
Books 
The History of the Friends' Meeting House of Quaker 
Hill (Lloyd Ball), 6808 
The World is Flat (Thomas Friedman), 1704 
Boundary adjustment 
Barrie and Innisfil, 7501 
British Columbia 
public inquiries 
death of Robert Dziekanski, 7895, 7897 
Budget, 5741, 6232 
pre-budget consultations, 4231-4232, 4269-4270 
Budget deficit, 3492, 3906-3907, 5869 
Budget Measures Act, 2009 (Bill 162) 
third reading, 6963 
Budget Measures and Interim Appropriation Act, 2008 
(Bill 44) 
second reading, 795, 920 
third reading, 1644, 1655, 1741-1742, 1896-1900 
Budget Measures and Interim Appropriation Act, 2008 
(No. 2) (Bill 114) 
general discussion, 3906-3907 
public consultation, 3907 
schedule A, section 2, 3922 
time allocation, 3922 
Budget surplus, 3492 
transfer of funds to municipalities for infrastructure 
projects, 372-373, 801-803, 1706 
Bullying, 3363 
lesbian, gay, bisexual, transsexual, transgendered, 
intersexed, queer (LGBTTIQ) teens 
mandatory reporting of incidents, 7012 
Business Corporations Act, R.S.O. 1990, c. B.16 
amended by Bill 212, 8383 
C. difficile outbreaks 
northern Ireland, 2463 
public inquiries, 2463 
Carpools, 4203, 4612, 5773 
Cemeteries 
Mount Pleasant Group of Cemeteries 
accountability of board of directors, 7479-7480 
Certification of Titles Act, R.S.O. 1990, c. C.6 
amended by Bill 212, 8383 
Change of Name Act, R.S.O. 1990, c. C.7 
amended by Bill 212, 8383 
Charitable fundraising 
True Patriot Love Gala, 8470 
Child and Family Services Act, R.S.O. 1990, c.C.11, 5606 
Child and Family Services Statute Law Amendment Act, 
2009 (Bill 103) 
second reading, 3170, 3361-3367 
section 98.1(1), 3364 
third reading, 4878-4879 
Child custody 
criminal record checks, 6627 
Child protection, 5017-5019 
Children's aid societies (CASs) 
Durham Children's Aid Society 
government funding, 8736, 9411 
Children's Safety and Protection Rights Act, 2009 (Bill 
130) 
general discussion, 5017 
Clinical services plan, 4866 
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Colleges Collective Bargaining Act, 2008 (Bill 90) 
second reading, 2476 
Colleges of applied arts and technology (CAATs) 
Durham College, 2112 
Lovisa, Don (president), 2476 
Committee process 
Bill 218, 8974 
Committees 
Select Committee on Alternative Fuel Sources, 3465 
Select Committee on the Economy, 3465 
Community safety, 8585 
Concurrence in supply debate (December 2009) 
participation, 9142-9144 
Condominium Act, 1998, S.O. 1998, c. 19 
amended by Bill 212, 8383 
Conferences/seminars/symposiums 
2009 OGRA/ROMA Annual Conference, 5038 
Conflict of interest 
Grier, Jason (lobbyist), 8645 
Congratulatory remarks 
Hill, Terasa (inventor of Barnies Horse Treats), 66 
Johnson, Rick (Haliburton-Kawartha Lakes—Brock), 
5608 
McCreath, Maggie (recipient, June Callwood 
Outstanding Achievement Award for Voluntarism), 
6602 
Schoonderbeek, John (recipient, Clean World Award), 
6891 
Consumer protection 
energy contracts, 9492 
sub-metering electricity in apartments/apartment 
buildings, 9483-9485, 9489 
used vehicles identified as lemons, 6248-6249 
Coroner inquests 
Schewe, Richard (motor vehicle accident victim), 4205 
Coroners Amendment Act, 2009 (Bill 115) 
second reading, 4413, 4570 
Corporate tax exemptions 
Ontario tax exemption for commercialization (OTEC) 
eligibility for refund, 3101, 3110 
Corporate tax reduction, 1702-1703, 1742, 1897-1898 
Correctional centres 
youth facilities 
inspections and investigations, 3364-3365 
integration of 12-15 year-old youth with 16-17 year-old 
youth, 3363 
Cosmetic Pesticides Ban Act, 2008 (Bill 64) 
general discussion, 6540 
second reading, 1963-1964 
Countering Distracted Driving and Promoting Green 
Transportation Act, 2009 (Bill 118) 
general discussion, 4610, 5982 
ministerial statement 
public consultation, 3649 
second reading, 4202-4205, 4207 
public consultation, 4203, 4207 
third reading, 6174-6180 
section 78, 6176-6177 
Court cases/actions 
Copithorn, Jennifer (murder victim), 1993 
Creba, Jane (murder victim), 3361, 3363 
Dupont, Lori (murder victim), 1993 
Hadley, Gillian (murder victim), 1993 
Manners, Jordan (murder victim), 5606-5607 
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May, Arlene (murder victim), 1993 
Crime against seniors 
elder abuse, 8712-8713 
Cross-border travel, 6944 
Distance education, 2113-2114 
Doctor shortage, 821, 3989, 4001 
Domestic violence, 1994, 5018 
access to restraining order, 5018-5020, 6610, 6619 
prevention, 1993-1994 
Driver distractions, 4204-4205, 6180 
Driver education/training, 4204-4205, 4442, 4541, 4612 
collision rates for drivers who enrolled in the beginner 
driver education program, 192 
Driver licences 
enhanced driver licences, 2428, 6555-6556, 6944, 9318 
graduated licences, 4611 
restriction from carrying more than one passenger 
aged 19 and under, 4032, 4555-4556, 4610-4612 
zero blood alcohol concentration level for drivers 24 
years of age or younger, 4554, 4612 
Drivers 
age discrimination, 4554-4556 
impaired drivers, 4566-4567, 5985 
new drivers, 4554-4556, 5984 
Driving 
ban on use of cellular telephones and electronic 
entertainment devices while driving, 410, 1726, 
2089, 4202-4205, 4638, 6175-6178 
regulations, 4205 
Driving schools 
fraud, 192 
Durham region's intimate-relationship violence 
empowerment network (DRIVEN), 1994 
Eating disorders, 249 
Economic conditions, 795, 1121, 4231, 4885, 5767 
Economic decline, 5772 
government response, 803-805 
Economic growth 
2008, 101 
Education, 9509-9510 
Education Act, R.S.O. 1990, c.E.2 
subsection 300 (2), 5606 
subsection 300 (3), 5606 
Education Amendment Act (Keeping Our Kids Safe at 
School), 2009 (Bill 157) 
second reading, 5602, 5604-5608 
section 2, 5607 
section 3, 5607 
third reading, 7011-7012 
Education funding 
government funding, 3263 
Education funding reform, 7862-7863 
eHealth Ontario 
contracts 
public inquiry, 8280-8281 
expenditures 
disclosure, 7709-7710 
Kramer, Sarah (former CEO) 
compensation/severance payments, 7818 
Election finances 
audits and legal fees incurred by city of Vaughan re 
finance abuses, 6806 
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Election Statute Law Amendment Act, 2010 (Bill 231) 
second reading, 9657, 9662-9664, 9666, 9684 
Elections/by-elections 
campaign contributions, 9662-9663 
third-party advertising, 9663-9664, 9684 
Electoral process reform 
authority of Chief Electoral Officer to modify voting 
process, 9663 
Electricity rates 
increase, 3326, 3336-3337, 6764 
Electronic health records, 6919 
Employment insurance benefits 
Ontario workers, 5849-5850 
Employment Protection for Foreign Nationals Act (Live-In 
Caregivers and Others), 2009 (Bill 210) 
second reading, 8179, 8183, 8187-8188, 8589-8590 
section 34, 8183 
Employment-related benefits 
employee wage security program, 5849 
program administrator, 112 
organ donor leave, 5369 
Employment standards, 111-112 
Employment Standards Amendment Act (Organ Donor 
Leave), 2009 (Bill 154) 
second reading, 5369 
Employment Standards Amendment Act (Temporary Help 
Agencies), 2009 (Bill 139) 
second reading, 4884-4885, 4887, 5023-5024 
section 74.2, 5023 
third reading, 6219-6220 
Employment Standards Amendment Act (Wage Security), 
2007 (Bill 6) 
general discussion, 5849-5850 
Energy 
renewable energy, 5171-5172 
feed-in tariff, 5062 
renewable energy projects 
cost increases for consumers, 5445, 6779 
employment creation, 6780 
wind farms, 5439, 6823 
Energy conservation, 3335-3336, 5177 
energy star program, 3336 
load shifting, 9486 
smart meters, 3223, 3337, 5172-5173 
Energy Conservation Responsibility Act, S.O. 2006, c.3, 
3336 
Energy Consumer Protection Act, 2010 (Bill 235) 
second reading, 9483-9489, 9492 
Energy supply, 5172 
supply mix, 5448 
Environmental protection 
emissions and pollutants from energy-from-waste 
project in Durham region, 9697 
Environmental Protection Act (Greenhouse Gas 
Emissions Trading), 2009 (Bill 185) 
second reading, 7293 


Environmental Protection Amendment Act, 2008 (Bill 36) 


first reading, 368 
Europe 
central place theory, 5768 
Family law, 5017 
restraining orders, 68, 1994-1995, 4254, 4413, 4638 
Family Statute Law Amendment Act, 2009 (Bill 133) 
general discussion, 4254, 4270, 7808 
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second reading, 5017-5021 
public consultation, 5017, 5019-5020, 5024 
third reading, 6610, 6619, 6627 
Family support payments, 5018 
Farmers 
government funding, 7966 
tobacco farmers 
compensation, 5650 
government funding, 1914, 5411, 5643 
Farmers’ markets 
Pingle's Farm Market, 6948 
Farms/farmland 
use of sewage sludge, 4638 
Fatalities 
Copithorn, Jennifer (murder victim), 5018 
Dupont, Lori (murder victim), 5018, 9096, 9194 
Manners, Jordan (murder victim), 5606 
Ramolla, K.J. (motor vehicle accident victim), 4067 
Sampson, Katelynn (murder victim), 5017 
Federal elections/by-elections, 3222 
Federal government 
transfer payments 
equalization program, 428 
Federal-provincial agreements/programs 
labour market training program, 5850 
Federal-provincial relations 
economic renewal, 3279 
Festivals 
Anne of Green Gables street festival, 2429 
Fires 
Bowmanville, 1501 
Foreign caregivers 
protection, 8589-8590 
warrantless entry, 8179 
Foreign workers 
protection, 8187-8188 
Full Day Early Learning Statute Law Amendment Act, 
2010 (Bill 242) 
second reading, 9442, 9509-9513, 9521-9522, 9526, 
9532-9533, 9536 
Ganaraska Forest Centre, 7696-7697 
Good Government Act, 2009 (Bill 212) 
second reading, 8368-8369, 8379, 8381-8385, 8394, 
8474-8475, 8479 
public consultation, 8394 
time allocation motion 
public consultation, 8564 
responded to, 8564-8565 
schedule 16, 8564 
third reading, 9018-9020 
Government accountability, 7618 
fiscal accountability, 6020 
Government consultants 
expenditures, 8411 
Government debt, 1700-1701 
Government expenditures 
increase, 1644 
Government finance, 3242 
Government notice of motions 
Legislative reform 
time allocation motion 
responded to, 1538-1539 
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Government orders 
Committee sittings 
responded to, 4231-4232 
time allocation motion 
responded to, 4269-4270 
Ontario economy 
responded to, 3222-3224 
Government record 
Liberal (2003-2010) 
employment creation, 9451 
fossil-fuel generating stations, 5058 
health care, 5865 
NDP (1990-1995), 1701-1702 
Government service transfer to municipal jurisdiction, 807 
Great Britain 
congestion charge 
London, 5768 
Oyster card, 5767 
Greater Toronto and Hamilton Area Transit 
Implementation Act, 2009 (Bill 163) 
general discussion, 5868 
second reading, 5725, 5765-5773, 5775, 5814, 5818 
public consultation, 5769 
time allocation motion 
responded to, 5963-5969 
third reading, 6735-6740 
Green Energy and Green Economy Act, 2009 (Bill 150) 
general discussion, 5868 
second reading, 5050-5051, 5058, 5062, 5171-5174, 
5177, 5353-5354, 5439, 5442, 5445-5446, 5448 
third reading, 6764, 6779-6783, 6823 
Greenhouse gas emissions 
reduction, 4629 
cap and trade system (emissions trading), 7293 
Harmonized sales tax, 5772, 5869, 5872, 6020, 6963, 
8842-8843, 9142-9143, 9453 
exemptions, 8607 
impact on housing industry, 6494-6495 
impact on real estate industry, 5786 
impact on senior citizens, 8690 
impact on veterinary services, 8449 
public consultation, 8591, 8688, 8837-8838, 8969-8970 
Health care, 247 
accessibility, 3989 
privatization, 6918 
Health care funding 
accountability and oversight, 8431-8432 
federal government funding, 6917 
government funding, 6917 
Health care reform, 6906 
Health professionals 
mutual recognition arrangements, 6919-6920 
Health regulatory colleges, 4849 
Healthy Food for Healthy Schools Act, 2008 (Bill 8) 
second reading, 245-251, 260-261, 265 
section 4, 251, 260 
third reading, 1135 
Heritage conservation 
Camp 30, 5887 
Highway improvement 
Highway 407 east extension, 5968 
Highway Traffic Amendment Act (Cellular Phones), 2000 
(Bill 102), 4203-4204 
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O'Toole, J. (PC, Durham) (continued) 
Highway Traffic Amendment Act (Cellular Phones), 2003 
(Bill 23), 6176 
Highway Traffic Amendment Act (Cellular Phones), 2008 
(Bill 40) 
general discussion, 6176 
first reading, 409-410 
Highway Traffic Amendment Act (Cellular Phones), 2008 
(Bill 73) 
first reading, 1726 
Highway Traffic Amendment Act (Speed-limiting 
Systems), 2008 (Bill 41) 
second reading, 1004, 1077, 1895-1896 
Holiday messages, 251, 4638 
Hospital closure 
Douglas Memorial Hospital, 7392 
Hospital funding 
government funding 
Durham, 4866, 5736, 9322 
high-growth hospitals, 5423-5424 
Lakeridge Health Corp., 5736 
Hospital services, 5322, 5423, 6391 
emergency 
Uxbridge Cottage Hospital, 821, 2398 
Lakeridge Health Corp., 5736, 5738, 6391 
emergency department closure, 5736 
Hospitals 
reporting on patient safety indicators, 2463-2464 
Uxbridge Cottage Hospital, 249 
Housing costs, 413 
Hydro electric power, 5172 
Ideas for the Future Act, 2008 (Bill 100) 
general discussion, 3465 
second reading, 3101, 3110 
Immigrants 
bridge training programs, 6950 
Income Tax Amendment Act (Public Transit Expense Tax 
Credit), 2007 (Bill 19) 
general discussion, 5771 
first reading, 227-228 
Increasing Access to Qualified Health Professionals for 
Ontarians Act, 2008 (Bill 97) 
third reading, 3989, 4001 
Industry shutdowns, 1507 
Interprovincial Policing Act, 2009 (Bill 203) 
second reading, 7893-7897, 7900 
time allocation motion 
responded to, 8968-8971 
Investing in Ontario Act, 2008 (Bill 35) 
second reading, 801-809, 811 
third reading, 1700-1708 
amendments, 1701 
lreland 
bank bailout, 3223 
Israeli Apartheid Week, 9560-9561 
Kindergarten 
full-day, 9510-9513, 9521-9522, 9526, 9532-9533 
program cost, 9536 
Labour mobility, 8251, 8659-8661, 8806-8807, 8814 
skilled trades, 7373 
regulation, 7376 
Land Titles Act, R.S.O. 1990, c. L.5 
amended by Bill 212, 8383 
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Landfill sites 
site 41 (Tiny township) 
certificate of approval, 8703-8704 
Law enforcement, 4205 
Layoffs 
Dell Inc., 1467 
Lear Corp. 
layoffs, 24, 112 
Legislative procedure 
members'/ministers' attendance in legislature, 3363 
omnibus bills, 8394, 9020 
oral questions 
timing of question period, 3325 
private members' public business, 112, 4204 
speech should be related to topic being discussed, 
4265, 5852 
Legislative proceedings 
televised, 1856 
Legislative process 
family friendly reforms, 1538-1539 
Legislature schedule/agenda, 2081, 3362-3363 
Licence plates 
yellow ribbon logo (support for Canadian troops) 
cost to consumers, 8546 
Limitations Act, S.O. 2002, c.24, Sched. B, 5653-5654 
Livestock 
disease prevention and control, 7989, 8000 
regulation and enforcement, 8449 
traceability systems, 8004, 8449 
protection, 1691 
Local health integration networks (LHINs), 1122, 5867, 
6021 
Long-term-care funding 
government funding, 428 
Lori Dupont Act (Domestic Violence Protection), 2008 (Bill 
10) 
general discussion, 3663, 4254, 4270, 4413, 5018, 
8013-8014, 8016 
first reading, 68 
Manufacturing industry, 2386 
layoffs, 23-24, 1893, 2446, 4583 
unemployment, 423-424 
Marijuana 
decriminalization, 5414, 5645 
Medical procedures 
wait times, 249 
Medical transplants 
organ and tissue donation, 5369 
presumed consent, 5369 
Members'/ministers' constituencies/constituency events 
Durham 
Clarington Board of Trade, 9649-9650 
dedication of Roy E. Carter Memorial Park, 8215-8216 
fishing derby, 6755 
Think Indigenous Expo, 9550 
Town of Uxbridge as trail capital of Canada, 7650 
Durham Support Our Troops Rally, 1930 
Members'/ministers' correction of record, 5443 
Members'/ministers' expenditures 
review, 7461-7462 
Members'/ministers' personal narratives, 2113-2114, 
3263, 3364, 5607, 5766, 5768, 5770 
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Members/ministers quoting books 
Aging is Living: Myth-Breaking Stories from Long-Term 
Care (Irene Borins Ash and Irv Ash), 8713 
Members/ministers quoting committee submissions 
Canadian Cancer Society, 7178 
Canadian Vehicle Manufacturers' Association, 7179- 
7180 
Members/ministers quoting documents 
Highlights of key developments related to the Ontario- 
municipal relationship: 1985 to present (Legislative 
Research and Information Services), 807-808 
James Bay Treaty (Treaty No. 9), 6980 
Robinson-Huron Treaty, 6980 
Members/ministers quoting electronic mail messages 
Box, Christine and Peter (constituents), 9489 
Dupont, Barb (mother, Lori Dupont, murder victim), 1994 
Fenton, Norm (constituent, Durham), 7853 
Humphreys, Vic (constituent, Durham), 2463 
Monforton, Greg (lawyer), 1994 
Perchaluk, Kathleen (constituent), 6543, 7177 
Wahl, Judith (executive director, Advocacy Centre for 
the Elderly), 8712 
Members/ministers quoting letters 
Andrew, Judith (vice-president, Canadian Federation of 
Independent Business), 3901-3902 
Cement Association of Canada, 6540-6541 
Cohoon, Zac (farmer), 1691 
Egg Farmers of Ontario, Turkey Producers’ Marketing 
Board, Ontario Broiler Hatching Egg and Chick 
Commission, Dairy Farmers of Ontario and Chicken 
Farmers of Ontario, 8247 
Members/ministers quoting magazine articles 
Reader's Digest, 2075 
Members/ministers quoting newspaper articles 
Belleville Intelligencer, 5872 
Durham Region News, 112 
Globe and Mail (Toronto), 806, 1955, 2114, 5964, 7120, 
9457 
Hamilton Spectator, 5872 
National Post (Toronto), 5606, 8280-8281 
Peterborough Examiner, 5872 
Samia Observer, 7405 
St. Catharines Standard, 5872 
Toronto Star, 804-805, 3336, 5827, 5872, 7466-7467, 
8789 
Waterloo Record, 5872 
Members/ministers quoting reports 
Better Safe than Sorry? The Role of Apologies in 
Litigation (Benjamin Bathgate, Joseph C. D'Angelo), 
3507 
Breaking the Cycle: Ontario's Poverty Reduction 
Strategy, 5634 
Office of the Auditor General of Ontario Annual Report 
(2007), 192 
Office of the Auditor General of Ontario Annual Report 
(2008), 4625 
Office of the Auditor General of Ontario Annual Report 
(2009), 9144 
Path to the 2020 Prosperity Agenda (Task Force on 
Competitiveness, Productivity and Economic 
Progress), 1702-1703, 1897 


Report of the Honourable Coulter A. Osbome Integrity 
Commissioner Re: the Honourable Harinder 
Takhar, Minister of Transportation & Member for 
Mississauga Centre (Coulter A. Osborne), 7464 

Members/ministers quoting statements 

Bertrand, Karen (coordinator, Ontario Nurses’ 
Association), 1994 

Black, Howard, (lawyer, Minden Gross), 8718 

constituents re long-term care, 5866 

convenience store owners re illegal sale of tobacco 
products, 5644 

Cullen, April (councillor, Oshawa), 423 

Eye, Tim (chair, Durham Labour Council Political Action 
Committee), 6710 

Gerber, Eileen (constituent, Durham), 4556 

Hammons, Deborah (CEO, Central East Local Health 
Integration Network), 5423 

Martin, Roger (dean, Rotman School of Business, 
University of Toronto), 3263 

Mayoh, Trevor (president, Ontario Undergraduate 
Student Alliance), 4032 

Ontario Public School Boards’ Association, 7864 

Ontario Real Estate Association, 6979 

Rodger, Amanda (constituent, Durham), 4555-4556 

Secord, Wanda (executive director, Durham Children's 
Aid Society), 9411 

Sheppard, Rod (president, Society of Energy 
Professionals), 9407 

Werden, Don (trustee, Grand Erie District School 
Board), 9532 

Wibberly, Jim (director of education, Grand Erie District 
School Board), 9532 

Members/ministers quoting websites 
Ontario Secondary School Teachers’ Federation, 7681 
Members'/ministers' remarks 
Liberal (1990-1995) 
McGuinty, Dalton (Ottawa South), 7853 
Liberal (1995-2003) 
McGuinty, Dalton (Ottawa South) 
as Leader of the Opposition, 8394, 9019-9020 
Liberal (2003-2010) 
Bradley, James J. (St. Catharines) 
as Minister of Transportation, 2428 
McGuinty, Dalton (Ottawa South) 
as Ontario Premier, 3242 
withdrawn, 3874, 8202, 9096 
Members'/ministers' travel 
Pupatello, Sandra, 4231-4232 
Members’ statements 

Agriculture industry, 9273 

Amyotrophic lateral sclerosis, 5999 

Archives of Ontario, 7280 

Assistance to farmers, 7965-7966 

Automobile industry, 2446 

Beath, Walter, 6993-6994 

Bowmanville hospital, 5738 

Bowmanville Zoological Park, 7198 

Camp 30, 5887 

Canadian Club movement, 8264 

Children's aid societies, 8736, 9411 

Douglas Memorial Hospital, 7392 

Durham Support Our Troops Rally, 1930 

Education funding, 1240 

Emergency intervention orders, 4254 
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Epilepsy Awareness Month, 9584-9585 
Fire in Bowmanville, 1501 
Firefighters, 9081 
Fishing derby, 6755 
Ganaraska Forest Centre, 7696-7697 
Government record, 4583 
Government services, 7341 
Health care, 4866 
Heffering, R. Peter, 8033 
Hill, Terasa, 66 
Hospital funding, 9322 
Hospital services, 821, 5322 
Hydro rates, 3326 
James, Sheila, 8788-8789 
Kimball, Joan, 8415 
Local Democracy Week, 9505 
Manufacturing jobs, 1893-1894, 3278-3279 
McCreath, Maggie, 6602 
Morison, Matthew, 9176 
Municipal finances, 3190-3191 
Municipalities, 3242 
Northern economy, 5038 
Ontario Agriculture Week, 7876-7877 
Ontario budget, 6232, 9649-9650 
Pringle's Farm Market, 6948 
Red ribbon campaign, 4027-4028 
Remembrance Day photo exhibit, 8462 
Roy E. Carter Memorial Park, 8215-8216 
Schoonderbeek, John, 6891 
Skills training, 4625 
Small business, 4064 
Small Business Week, 8071-8072 
Sports Hall of Fame, 3834, 8354 
Taxation, 5786, 6494-6495, 8607, 8690, 9453 
Think Indigenous expo, 9550 
Township of Uxbridge, 7650 
Transfer payments, 3492-3493 
Uxbridge Cottage Hospital, 2398 
Uxbridge Quaker Meeting House, 6808 
Volunteer Service Awards, 5580-5581 
Volunteer service awards, 9698-9699 
WindReach Farm, 7082 

Mental health care 
transfer from Rouge Valley Ajax hospital to Scarborough 

Centenary site, 1121-1122 

Metrolinx, 5769-5770, 5827 
board of directors, 5725, 5769, 5965, 6735 
closed meetings, 5771 
governance, 5765, 5767, 5769-5770 
Maclsaac, Rob (chair), 5765, 5769 

Minimum wage, 5767-5768 

Mining Act, R.S.O. 1990, c.M.14 
reform, 6787 
regulations, 6795 

Mining Amendment Act, 2009 (Bill 173) 
second reading, 6787, 6795-6796, 6934, 6978-6981 
time allocation motion 

responded to, 7790-7791 

Mining industry 
conflict with aboriginal land claims, 6979-6980 
consultation with First Nations 

mining legislation and regulations, 6787, 6878-6980 
map staking, 6979 
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Ministerial statements, responded to 
Affordable housing, 5741-5742 
Agency spending, 7394-7395 
Climate change, 4629 
Immigrants’ skills, 6950 
Law enforcement, 7486 
Local Government Week, 3447-3448 
Municipal infrastructure, 372 
Municipalities, 1507 
National Biotechnology Week, 7486-7487 
National Day of Remembrance for Road Crash Victims, 
4067-4068 
Road safety, 3648-3649, 4032 
Shelter allowances, 413 
Volunteer Service Awards, 5584 
Ministry of Economic Development and Trade 
advanced manufacturing investment strategy (AMIS) 
program, 1898 
Next Generation of Jobs Fund, 1514 
Ministry of Finance 
OntarioBuys, 9143 
Ministry of Government Services 
hotel/conference expenditures, 7691 
Ministry of Health and Long-Term Care 
assistive devices program, 9143 
Healthy Communities Initiative, 5322 
Ministry of Training, Colleges and Universities 
academic and career entrance (ACE) program, 4625 
second career strategy, 3263, 3441, 4625, 5850, 9581- 
9582 
inclusion of truck driver training, 3441 
skills to jobs action plan, 1467 
Municipal development charges, 5771 
Municipal elections/by-elections 
reform, 9657 
Municipal government taxes 
increase, 3488 
Municipal infrastructure, 809 
Municipalities 
government funding, 3242 
Names 
change of child's surname, 5019 
National/independence/memorial days 
lrish Heritage Day, 5432 
Nexus cards, 3905 
Northern Ontario 
economic conditions, 5038 
Nuclear generating stations 
construction, 6780 
Nurse practitioners 
expansion of scope of practice, 6918-6919 
Nutrition, 261 
Obesity, 247 
children, 261 
Obituaries 
Krogh, Tom Edvard (geologist), 2138-2139 
Occupational Health and Safety Act, R.S.O. 1990, c.O.1, 
7179 
Occupational Health and Safety Amendment Act 
(Violence and Harassment in the Workplace), 2009 
(Bill 168) 
second reading, 7804, 7808, 7812, 8012-8017, 8020- 


subsection 32.0.1, 8014 
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O'Toole, J. (PC, Durham) (continued) 
subsection 32.0.4, 8017 
subsection 32(5), 8015 
time allocation motion 
responded to, 9095-9097 
third reading, 9191-9193 
Ontario budget speech (26 March 2009) 
responded to, 5755, 5865-5869, 5872-5873 
Ontario College of Trades, 7119, 7136 
membership fees, 7100 
Ontario College of Trades and Apprenticeship Act, 2009 
(Bill 183) 
second reading, 7100, 7118-7120, 7122, 7135-7136 
part 9, 7136 
time allocation motion 
responded to, 7853-7854 
third reading, 8201-8202 
Ontario French-language Educational Communications 
Authority Act, 2008 (Bill 55) 
second reading, 1954-1956 
Ontario health premium, 247, 3222 
Ontario Labour Mobility Act, 2009 (Bill 175) 
second reading, 7373, 7376, 8247, 8251, 8805-8807, 
8814 
Ontario Lottery and Gaming Corp. (OLG) 
expenditures 
meals by senior staff, 7470-7471 
termination of CEO and board of directors 
McDougald, Kelly (former CEO), 7475-7467 
Ontario Municipal Board (OMB) 
citizen appeals of board decisions to cabinet revoked, 
8564 
Ontario Northland Transportation Commission 
annual report, 745 
executive salaries above $100,000, 745 
Ontario Power Authority (OPA), 3337 
Ontario Power Generation 
stranded debt, 9487 
Ontario Power Generation nuclear generating stations 
Darlington nuclear generating station 
building of new reactors, 9407 
Ontario Tax Plan for More Jobs and Growth Act, 2009 
(Bill 218) 
second reading, 8837-8838, 8842-8843 
Ontario Works program benefits 
temporary care assistance (TCA), 5019 
Opposition day motions, responded to 
Electronic health information, 7709-7710, 8280-8281 
Government accountability, 6020-6022 
Health care oversight, 8433-8434 
Infectious disease control, 2462-2463 
Ontario economy, 1121-1122, 3465 
Pension plans, 6709-6710 
Violent crime, 3663 
Workplace Safety and Insurance Board, 1946-1948 
Optometrists, 4849-4850 
Oral questions, presented 
Automobile industry, 2288, 2386-2387 
Cemeteries, 7479-7480 
City of Vaughan, 6806 
Darlington nuclear generating station, 9407 
Driver education, 192 
Driver examination centres, 8352 
Driver licences, 6555-6556, 6944, 9319 
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Economic development, 6989 
Environmental protection, 9697 
Government contracts, 8411, 8645 
Government services, 7338-7337, 8546 
Government spending, 7691-7692 
Highway safety, 2089 
Hospital funding, 5736, 6391 
Hospital services, 5423-5424 
Job creation, 9451 
Manufacturing jobs, 23-24, 423-424 
Municipalities, 3237-3238 
Ontario economy, 1467, 1514 
Ontario Northland Transportation Commission, 745 
Public transit, 5827 
Skills training, 3441, 9581-9582 
Taxation, 8688 
Time allocation, 3922 
Transfer payments, 3488 
Payday Loans Act, 2008 (Bill 48) 
second reading, 1386 
Pension Benefits Amendment Act, 2010 (Bill 236) 
second reading, 9338, 9456-9460, 9468, 9472-9473, 
9477, 9708-9709, 9712, 9714-9715 
Pension benefits guarantee fund, 6709 
Pension plans, 9715 
defined benefit pension plans, 9457 
reform, 6709-6710, 9338, 9456-9458, 9460, 9468, 9472- 
9473, 9712 
full windups, 9458 
layoffs and partial windups, 9458 
surplus funds, 9708 
Pest Management Regulatory Agency, 6540 
Pesticides/herbicides 
ban on use and sale of cosmetic pesticides, 6540 
Petitions 
Beer retailing and distribution, 3239-3240, 4588 
Child care, 3886, 4829-4830, 4869, 4871, 5044-5045, 
5434, 5791-5792, 5794, 5838, 7782, 7879 
Diabetes treatment, 4435-4436, 4635 
Doctor shortage, 7285, 7397, 7702, 7970, 8079, 8154, 
8222, 8359, 8421-8422, 9279, 9415, 9585-9586 
Drinking and driving, 3284 
Gasoline prices, 3283, 3330, 3332-3333, 3451, 3499- 
3500, 3779, 3883 
Gypsy moths, 4636 
Highway safety, 27, 339 
Hospital funding, 5329, 5433-5434, 5628, 5630, 5670, 
5744, 5794, 5839, 5963, 6148, 6285, 6504, 6608, 
6760, 6894, 7093, 7396, 7701, 9086, 9329-9330 
Hospital services, 1891, 4528-4529, 7398, 7488 
Innisfil Early Years Centre, 4256-4257 
Long-term care, 748 
Lord's Prayer, 696, 698, 747-748, 775, 838, 840-841, 
899, 1000, 1065-1066, 1372-1374, 1476, 1519, 
1667, 1976-1977, 2131, 2243, 2396, 2492 
Municipal government, 6896-6897 
Non-profit housing, 425 
Ontario budget, 5891, 5961, 6284-6285, 6698 
Ontario Society for the Prevention of Cruelty to Animals, 
1719 
Ostomy supplies, 4636 
Pension plans, 3693-3694, 3970, 5745, 6199, 6236- 
6237, 6286, 6506, 6606, 6696-6697, 7345, 8039- 
8040 
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Road safety, 82, 240-243, 618, 5327, 5671, 5793, 5839, 
6003-6005, 6150, 6286 
Sales tax, 4870-4871, 5044-5046, 5671, 5892, 7344 
Sexual reassignment surgery, 3091-3092, 3240-3241, 
3332, 3452 
Special investigations unit, 3695 
Taxation, 6201, 6606-6607, 6816-6817, 7000, 7161, 
7397-7398, 7656, 7784, 7840-7841, 7971-7973, 
8038, 8077, 8155, 8224, 8270-8271, 8357-8358, 
8468-8469, 8556, 8695-8696, 8738-8739, 8834, 
8952, 9007, 9084, 9414-9415, 9455, 9508, 9552, 
9587-9588, 9652, 9700 
True Patriot Love gala, 8470 
Wind turbines, 7208 
Workplace insurance, 4070 
Wye Marsh Wildlife Centre, 1521 
Photo Card Act, 2008 (Bill 85) 
second reading, 2285-2286, 2423, 2427-2431 
public consultation, 2431 
third reading, 3863-3869, 3905-3908, 4012, 4015 
section 19, 3908 
section 20, 3907-3908 
Photo identification cards, 2423, 2427-2429, 3906-3907 
basic photo cards, 2428 
combined photo cards, 2428 
cost, 2285, 2430 
enhanced photo cards, 2428, 3905 
privacy/security of information, 2423, 2430 
Police services 
cross-border policing, 7486, 7893, 7895-7896, 7900, 
8968-8970 
Post-secondary education, 2113 
Poverty Reduction Act, 2009 (Bill 152) 
second reading, 5565, 5634-5637 
public consultation, 5635 
Poverty reduction strategy, 5635-5636 
Powers of attorney, 7085 
conditions to prevent abuse, 8711-8713 
Private members’ public business 
Accessibility for the disabled 
responded to, 9570-9571 
Employment insurance 
responded to, 5849-5851 
Employment Standards Amendment Act (Protection for 
Artists), 2009 (Bill 165) 
second reading, 6241-6242 
Employment Standards Amendment Act (Wage 
Security), 2007 (Bill 6) 
second reading, 111-112 
Hawkins Gignac Act (Carbon Monoxide Detectors), 
2009 (Bill 143) 
second reading, 5860-5861 
Home Energy Rating Act, 2008 (Bill 101) 
second reading, 3335-3337 
Israeli Apartheid Week 
responded to, 9560-9561 
Lori Dupont Act (Domestic Violence Protection), 2008 
(Bill 10) 
second reading, 1993-1995, 2000-2001 
Motor Vehicle Dealers Amendment Act (Disclosure of 
Lemons), 2009 (Bill 164) 
second reading, 6248-6249 
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Protection of Vulnerable and Elderly People from Abuse 
Act (Powers of Attorney), 2009 (Bill 188) 
second reading, 8711-8713, 8718 
Skills training 
responded to, 3263 
Transparency in Public Matters Act, 2009 (Bill 159) 
second reading, 6259 
Waste Disposal Site 41 in the Township of Tiny Act, 
2009 (Bill 32) 
second reading, 8703-8704 
Workplace Safety and Insurance Amendment Act 
(Altemate Insurance Plans), 2009 (Bill 219) 
second reading, 8710-8711 
Propane explosions 
Sunrise Propane, 8084 
Protection of Vulnerable and Elderly People from Abuse 
Act (Powers of Attomey), 2009 (Bill 188) 
first reading, 7085 
Provincial Animal Welfare Act, 2008 (Bill 50) 
second reading, 1688-1691 
section 6, 1690 
subsection 22(2), 1690-1691 
third reading, 3985 
Provincial-municipal partnerships 
provincial-municipal fiscal and service delivery review, 
372, 3190, 3237-3238, 3447, 3488 
Public bodies 
open meetings, 6259 
Public education campaigns 
Agriculture Week, 7876-7877 
Epilepsy Awareness Month, 9584-9585 
Local Democracy Week, 9505 
National Biotechnology Week, 7486-7487 
National Day of Remembrance for Road Crash Victims, 
4067 
Red ribbon campaign, 4027-4028 
Small Business Week, 8071-8072 
Public libraries 
government funding, 9570-9571 
Public Sector Expenses Review Act, 2009 (Bill 2017) 
second reading, 7461-7471 
third reading, 7816-7819 
Public service 
salaries above $100,000, 5769-5770 
Public transportation expenses 
tax deductible, 5968. 
Regional transportation plan (The Big Move), 5966, 6735 
Durham region, 5768-5770, 5775 
greater Toronto and Hamilton area, 5814 
Regulated Health Professions Amendment Act, 2009 (Bill 
141) 
second reading, 4849-4850 
Regulated Health Professions Statute Law Amendment 
Act, 2009 (Bill 179) 
second reading, 6906, 6916-6921 
Regulations, 3336 
Remembrance Day 
Vets and Cadets: My Photos and Your Words exhibit 
(Clarington Public Library), 8462 
Reports 
The Big Move: Transforming Transportation in the 
Greater Toronto and Hamilton Area (Rob 
Maclsaac), 5765-5768, 5770, 5772, 5775 
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Inquiry Into Pediatric Forensic Pathology in Ontario 
(Stephen Goudge), 4413, 4570 
It's Time (WPC Committee to Review the Structure of 
Securities Regulation in Canada), 3223 
Path to the 2020 Prosperity Agenda (Task Force on 
Competitiveness, Productivity and Economic 
Progress), 1514, 1655 
Places to Grow: Better Choices, Brighter Future (Growth 
Plan for the Greater Golden Horseshoe), 5768 
Progress in a Climate of Change, A Review of Ontario's 
Climate Change Action Plan (Office of the 
Environmental Commissioner of Ontario), 4629 
Report of the Honourable Coulter A. Osbome Integrity 
Commissioner Re: the Honourable Harinder 
Takhar, Minister of Transportation & Member for 
Mississauga Centre (Coulter A. Osborne), 7463- 
7464 
Review of the Roots of Youth Violence (Roy McMurtry, 
Alvin Curling), 5607-5608 
The Road to Health: A Final Report on School Safety 
(School Community Safety Advisory Panel), 5602 
Supply Mix Advice Report (Ontario Power Authority), 
3465 
Time for Action: A Report on Violence Affecting Youth 
(John Tory), 3365 
Research and innovation 
government funding, 1897-1899 
Retirement 
Patterson, Bonnie (president, Trent University), 5604 
Road safety, 4032, 4068, 4535, 4612 
careless driving 
enforcement, 5984-5985 
Road Safety Act, 2009 (Bill 126) 
general discussion, 4231, 4270 
ministerial statement 
public consultation, 4032 
second reading, 4442, 4535, 4541, 4548-4549, 4553- 
4556, 4558, 4566-4567, 4610-4612 
public consultation, 4535, 4548-4549, 4610-4612 
third reading, 5982-5985, 5987 
Royal Commission on Learning, 7410 
Rural Ontario 
roads and bridges, 5772 
School board trustees, 7677 
accountability, 7405 
code of conduct, 7862 
School breakfast programs, 245 
School cafeterias 
ban on trans fat in food and beverages, 246-248, 1135 
exemptions on special event days, 260, 265 
School safety, 5604 
principal to notify parents of victims, 5607 
reporting of violent incidents, 5606-5608 
School vending machines 
ban on unhealthy food and beverages, 247 
Schools 
government funding, 1240 
Senior homeowners’ property tax grants, 1896 
ServiceOntario 
closure of private licence and permit offices, 8382 
rural Ontario, 7338-7339, 7341 
Severe acute respiratory syndrome (SARS) 
public inquiries, 2462-2463 
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Skilled trades, 7118-7119 
Small business, 3223, 3811 
Smart Systems for Health Agency (SSHA), 6021 
Smoke-Free Ontario Amendment Act, 2008 (Bill 69) 
second reading, 1914, 2070, 2074-2078, 2081, 2138- 
2139, 2144 
Smoking 
ban on smoking in cars with children present, 2076-2077 
Smoking cessation, 2075-2076 
Social contract, 3224 
Special education 
government funding, 4583 
Speed limiters, 1004, 1895, 6178 
impact on small operators, 1895-1896 
vehicles originating outside Ontario, 1077 
Speed limits, 1077 
Sports and recreation 
Hall of Fame 
Durham, 3834 
Starz Animation Toronto, 6989 
Strikes 
DriveTest driving examiners, 8352 
Student Achievement and School Board Governance Act, 
2009 (Bill 177) 
second reading, 7351, 7405, 7410, 7677, 7681, 7861- 
7865 
Tax credits 
public transit expense, 228, 4638 
transit passes, 5771 
Teacher pension plans, 806 
Teacher-student ratios 
cap, 9510 
Teachers 
layoffs 
Kawartha Pine Ridge District School Board, 1240 
Technical Standards and Safety Authority (TSSA), 8084 
Technical Standards and Safety Statute Law Amendment 
Act, 2009 (Bill 187) 
second reading, 8084, 8585, 8591 
third reading, 8979-8980 
Television programs 
The Agenda, 1954, 3465 
Studio 2, 1955 
Temporary help agency employees 
entitlement to termination and severance payments, 
4887 
protection, 6219-6220 
TFO, 1954 
Throne speech debate 
participation, 93, 97, 101, 362, 428 
Time allocation motions 
Committee sittings 
responded to, 4269-4270 
Good Government Act, 2009 (Bill 212) 
responded to, 8564-8565 
Greater Toronto and Hamilton Area Transit 
Implementation Act, 2009 (Bill 163) 
responded to, 5963-5969 
Interprovincial Policing Act, 2009 (Bill 203) 
responded to, 8968-89771 
Legislative reform 
responded to, 1538-1539 
Mining Amendment Act, 2009 (Bill 173) 
responded to, 7790-7791 
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Occupational Health and Safety Amendment Act 
(Violence and Harassment in the Workplace), 2009 
(Bill 168) 
responded to, 9095-9097 


Ontario College of Trades and Apprenticeship Act, 2009 


(Bill 183) 
responded to, 7853-7854 
Workplace Safety and Insurance Amendment Act, 2008 
(Bill 119). 
responded to, 3901-3902 
Tobacco Damages and Health Care Costs Recovery Act, 
2009 (Bill 155) 
second reading, 5411, 5414, 5641-5645, 5650, 5653- 
5654, 6204, 6208, 6211 
Tobacco products 
ban on retail display of cigarettes, 6204 
illegal sale, 5642-5644, 5650, 6211 
Tobacco products manufacturers 
recovery of tobacco-related health care costs from 
manufacturers, 5411, 6208 
Toronto District School Board 
swimming pools 
closure, 1121 
Toronto Transit Commission (TTC), 5967 
government funding, 6736-6737 
salaries above $100,000, 5770 
Spadina Ave. subway extension to York University, 
5771-5772 
Tourism industry, 2428-2430 
Ontario tourism competitiveness study and action plan, 
2423, 2430 
Tourist attractions 
Uxbridge, 2429 
Toxic substances 
reduction plan, 6328 
definition of toxic substance, 7179 
regulation and enforcement, 6290-6291, 6373, 6380, 
6546, 7181 
role of federal government, 6539, 7178 
Toxics Reduction Act, 2009 (Bill 167) 
second reading, 6290-6291, 6300, 6327-6328, 6373, 
6380, 6539-6543, 6546 
section 44, 6290 
section 45, 6290-6291 
third reading, 7165, 7177-7181 
amendments, 7177-7178 
public consultation, 7165 
Transit systems, 5768, 5773 
Durham region, 5765, 5818 
GO Transit, 5767, 5966-5967 
cost, 6739 
extension of GO train to Cobourg, 5768 
government funding, 5827 
integrated, 5770 
merging of GO Transit and Metrolinx, 5765, 5770 
Move Ontario 2020 plan, 1004, 5827 
operating budget, 5770, 5773 
rail service to Bowmanville, 6738 
regional, 5770 
smart cards, 2428, 2431, 5766, 5770, 5969, 6738 
Presto card (GTA fare card), 5773 
Transportation 
Durham region, 4203 
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Transportation infrastructure 
rural Ontario, 5966 
Tributes 
Burnett, George, Wayne Venning, Port Perry Juvenile 
'C" hockey team (1959-19600 (inductees, Sports 
Hall of Fame), 8354 
Heffering, R. Peter (member, Canadian Agricultural Hall 
of Fame), 8033 
James, Sheila (public affairs professional), 8788-8789 
Kimball, Joan (owner, Village Card and Gift Shoppe, 
Newcastle), 8415 
Lawrence, Allan (former member, St. George), 6500- 
6501 
Maier, Mike (firefighter, Durham), 9081 
Morison, Matthew (Olympian, parallel giant slalom, 2010 
Winter Olympics), 9176 
TVOntario, 1954 
Unemployment rate, 804-805 
United States 
Massachusetts Toxics Use Reduction Act, 7177 
Universities/colleges 
University of Ontario Institute of Technology, 2112 
Victims of crime 
rights, 3663 
Victims of domestic violence 
protection, 1993-1994 
Volunteers, 5580-5581, 5584 
Schoonderbeek, John (Mitchell Corners), 5580, 5584 
Waste 
nuclear/radioactive waste, 8382, 9018 
Waste management/programs 
certificate of approval required for spreading and 
storage of sewage sludge, 367 
Workers 
injured workers, 3700 
automobile agency, 1947 
temporary workers, 5023 
training, 3263 
Workers' compensation benefits 
coverage for construction workers, 4064 
coverage for executive officers of construction 
companies, 3901 
Working Families Coalition, 7136, 7853 
Workplace accidents/fatalities 
Kells, Paul (victim of workplace explosion), 1948 
Workplace harassment/violence, 7804, 7812, 8012, 8014- 
8015, 9191-9193 
prevention, 9095-9097 
Workplace Safety and Insurance Amendment Act, 2008 
(Bill 119) 
general discussion, 4064 
second reading, 3700, 3806, 3811, 3814-3815, 3821- 
3822 
time allocation motion 
responded to, 3901-3902 
third reading, 4235-4237 
Workplace Safety and Insurance Board (WSIB), 3700 
experience rating system, 1947 
rates/premiums, 8709-8710 
Young offenders 
place of secure custody, 3364 
services, 3364-3366 
Youth justice system 
reform, 4878-4879 
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Youth/students, 3367 
Zoos 
Bowmanville Zoo, 1689, 3985 
Jungle Cat World, 1689, 3985 
Northwood Zoo and Animal Sanctuary, 3985 
Oshawa Zoo, 1689 


Ouellette, J.J. (PC, Oshawa) 
Aggregate extraction 
Nicols gravel pit 
licence, 4808 
Amateur sports programs 
criminal record checks, 287, 6870-6874, 6876 
Animal protection 
electric collars, 1807 
private zoos, 1599, 1807 
Anniversaries 
Canadian Corps Association's 75th anniversary, 6083 
Artists 
employment protection 
part-time, 6245 


Automobile industry, 1424, 2233, 2348-2349, 3042-3043, 


3071-3073 
employment, 4287-4288 
General Motors of Canada Ltd., 2233-2234, 3289-3290 
Buick Regal produced at Oshawa assembly plant, 
9002 
collective agreements, 2349, 2386 
government funding, 2287 
hybrid electric vehicles, 157 
layoffs, 1424, 2233 
plant shutdown, 2246 
restructuring plan, 5425-5426 
truck plant closure, 3290, 6850 
industry shutdowns 
economic impact, 4330 
pension plans, 6110, 6705-6706 
Automobile leases, 3071-3072 
Automobiles 
government purchase of automobiles made in Ontario, 
3072-3073, 3078 
Awards 
Liveable Communities Award, 122 
Biomass energy, 5346 
Budget Measures Act, 2009 (Bill 162) 
second reading, 6110, 6118 
Budget Measures and Interim Appropriation Act, 2008 
(No. 2) (Bill 114) 
second reading, 3590 
Canada-United States auto pact, 3071-3073 
Colleges Collective Bargaining Act, 2008 (Bill 90) 
third reading, 2914 
Colleges of applied arts and technology (CAATs) 
pension plans and benefits for part-time employees, 
2914 
Committees 
Select Committee on Alternative Fuel Sources, 3290- 
3291 
Standing Committee on Public Accounts 
authority to invite former government employees to 


appear when considering Auditor General's report, 


8674-8675 
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Cormorants 
population control, 1106 
Corporate tax exemptions 
biofuel industry, 3106, 3109 
Cosmetic Pesticides Ban Act, 2008 (Bill 64) 
second reading, 1838, 1859-1863, 2018-2019 
Credit cards 
interest rates, 2410-2411 
Dams, 5345-5347 
Deer hunting 
licences, 3877 
Driver licences 
graduated licences 
zero blood alcohol concentration level for drivers 21 
years of age or younger, 4533 
Drivers 
impaired drivers, 4562 
Economic conditions, 3590 
Education Amendment Act (Keeping Our Kids Safe at 
School), 2009 (Bill 157) 
second reading, 5553, 5555-5556 
eHealth Ontario 
evidence of inappropriate practices 
disclosure, 8820 
Employment Protection for Foreign Nationals Act (Live-In 
Caregivers and Others), 2009 (Bill 210) 
second reading, 8161 
Energy 
renewable energy, 5345-5346 
spot market sales, 5036-5037 
Essar Steel Algoma Inc. 
pension plans, 6704 
Ethanol, 3290-3291 
Federal elections/by-elections, 3288-3289 
Foreign caregivers, 8161 
Forest industry, 5036-5037 
Full Day Early Leaming Statute Law Amendment Act, 
2010 (Bill 242) 
second reading, 9605, 9627 
Goods and services tax (GST) 
reduction, 299 
Government notice of motions 
|pperwash Provincial Park 
responded to, 9597-9598 
Legislative reform 
responded to, 1453-1456 
Government orders 
Ontario economy 
responded to, 3288-3291 
Government vehicles 
manufacturing and assembly of vehicles in Canada, 
2497 
vehicles purchased, leased or rented should be 
manufactured and assembled in Canada, 3043 
Green Energy and Green Economy Act, 2009 (Bill 150) 
general discussion, 5037 
second reading, 5154, 5337-5338, 5341, 5345-5348 
Harmonized sales tax, 6118 
impact on government employees, 6688 
impact on sport, recreation and physical activities, 8457 
hockey, 8684 
Health care 
accessibility, 3990 
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Highway improvement 
Highway 407 east extension, 133-134 
Home insurance 
use of credit score in granting insurance, 6886, 7084 
Ideas for the Future Act, 2008 (Bill 100) 
second reading, 3106, 3109 
Income tax reduction, 3289 
Increasing Access to Qualified Health Professionals for 
Ontarians Act, 2008 (Bill 97) 
third reading, 3989 
Industry 
resource-based, 9543 
Kindergarten 
full-day 
impact on daycare centres, 9627 
Lake Simcoe 
fuel discharge from two-stroke motors in boats, 2685 
waterfront development, 2685 
Lake Simcoe Protection Act, 2008 (Bill 99) 
second reading, 2685 
third reading, 4354-4358 
Legislative Assembly Amendment Act (Standing 
Committee on Public Accounts for Health Care and 
Education), 2008 (Bill 129) 
first reading, 4066 
Legislative procedure 
oral questions, 3277, 4823 
use of question period, 8262 
private members’ public business, 1455-1456 
Legislative process 
family friendly reforms, 1454 
oral questions, 243 
Members'/ministers' constituencies/constituency events 
Oshawa 
Kids' Fishing Day, 2096, 6948-6949 
Members'/ministers' personal narratives, 3289, 6870 
Members/ministers quoting letters 
Sarnia Construction Association and Sarnia Building 
Trades Council, 5341 
Members/ministers quoting reports 
Regulating Pesticides to Protect Children's Health 
(Ontario College of Family Physicians), 1861 
Members/ministers quoting statements 
Ontario College of Family Physicians, 1860-1861 
Sweet, Sandra (Simcoe Hall Settlement House), 6949 
Members' statements 
Automobile industry, 2246 
Canadian Corps Association, 6083 
Consumer protection, 7084 
Elk management, 8462-8463 
General Motors of Canada, 9002 
General Motors truck plant, 6850 
Hybrid technology, 157-158 
Kids' Fishing Day, 2096, 6948-6949 
Liveable Communities Award, 122 
Season's greetings, 9177 
Mining Amendment Act, 2009 (Bill 173) 
time allocation motion 
public consultation, 7793-7794 
responded to, 7792-7795 
Mining industry 
consultation with First Nations, 7794 
map staking, 7793 
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Ministry of Govemment Services Amendment Act 
(Canadian Manufacturing and Assembly of 
Govemment Vehicles), 2008 (Bill 92) 

first reading, 2497 
Ministry of Natural Resources 
fish and wildlife program, 4868 
moose program review, 1716 
Outdoors Card, 299 
tag allocation system, 3683 
Ministry of Training, Colleges and Universities 
second career strategy, 9605 
Motor Vehicle Origin and Components Disclosure Act, 
2007 (Bill 9) 

first reading, 68 
Motor vehicles 

disclosure of country of origin and components, 68 
Municipal infrastructure 

government funding, 3289 
Municipalities 

federal government funding, 3288-3289 

Ontario College of Trades and Apprenticeship Act, 2009 

(Bill 183) 
second reading, 7117, 7121, 7126 
Opposition day motions, responded to 
Pension plans, 6704-6706 
Rural schools, 2264-2265 
Oral questions, presented 
Aggregate extraction, 4808 
Automobile industry, 2233-2234, 2287, 2348-2349, 
2386, 4287-4288, 4330, 5425-5426 
Consumer protection, 6886 
Cormorants, 1106 
Electronic health information, 8820 
Forest industry, 5036-5037 
Goods and services tax, 299 
Highway 407, 133-134 
Hunting licences, 3877 
Manufacturing jobs, 1424, 3042-3043 
Mining industry, 9503 
Moose tags, 1716 
Natural resource industries, 9543 
Road safety, 3683 
Taxation, 6688, 8457, 8684 
Wildlife management, 9728 
Payday Loans Act, 2008 (Bill 48) 
third reading, 2410-2411 
Pension Benefits Act, R.S.O. 1990, c.P.8 
regulation 5.1, 6704 
Pesticides/herbicides 
ban on use and sale of cosmetic pesticides, 1859-1863 
enforcement, 2019 
exemptions 
forest industry, 1838, 1859-1860 
health risks, 1860-1862 
Petitions 
Lord's Prayer, 340, 424, 506-507, 570, 1169, 1213, 
1477, 1611-1612, 1889, 2092 
Sales tax, 4830, 5045, 6089 
Sexual reassignment surgery, 2901, 3051, 3092, 3282- 
3283 
Taxation, 6953-6954, 7585, 8741-8742, 9184, 9416, 
9586-9587 
Petroleum prices, 3289-3291 
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Ouellette, J.J. (PC, Oshawa) (continued) 
Poetry 
Season's Greetings, 9177 
Private members’ public business 
Employment Standards Amendment Act (Protection for 
Artists), 2009 (Bill 165) 
second reading, 6245 
Ministry of Government Services Amendment Act 
(Canadian Manufacturing and Assembly of 
Govemment Vehicles), 2008 (Bill 92) 
second reading, 3071-3073, 3078 
Protection of Minors in Amateur Sports Act, 2009 (Bill 
30) 
second reading, 6869-6871, 6876 
Protection of Minors in Amateur Sports Act, 2009 (Bill 30) 
first reading, 286-287 
Provincial Animal Welfare Act, 2008 (Bill 50) 
second reading, 1599, 1807 
third reading, 3977-3978 
public consultation, 3977-3978 
Provincial parks 
lpperwash Provincial Park 
transfer process agreement returning to Chippewas of 
Kettle and Stony Point First Nation, 9597-9598 
Reports 
Report on the Five Year Review of Automobile 
Insurance (Financial Services Commission of 
Ontario), 6886 
Retail sales tax 
elimination of tax for fuel conservation, 160 
Retail Sales Tax Amendment Act, 2007 (Bill 15) 
first reading, 160 
Road safety 
wildlife collisions, 3683 
Road Safety Act, 2009 (Bill 126) 
second reading, 4533, 4562 
Roadside zoos 
regulation, 3978 
Senior citizens 
housing, 3288-3289 
Sex offender registry, 4867 
Skilled trades 
automotive trades, 7126 
certification, 7121 
Speaker 
role, 1454 
Standing Orders 
S.O. 110 (a) Committees - Authority, 8674 
S.O. 108(h) Committees - Standing Committees Listed, 
8674 
Time allocation motions 
Mining Amendment Act, 2009 (Bill 173) 
responded to, 7792-7795 
Unions 
Canadian Auto Workers 
split with United Auto Workers, 3072 
Water heaters, 5337 
Wildlife management 
coyotes, 9728 
elk, 8462-8463 
Wind turbines, 5154, 5345 
Xstrata PLC 
shutdown of copper and zinc operations at Kidd Met 
site, 9503 
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Agencies/boards/commissions/etc. 
expenditures 
review by Integrity Commissioner, 7414 
Apprenticeship training 
ratio of tradespeople to apprentices, 2854 
Artists, 2489 
Awards 
Premier's Catalyst Award, 7034 
Premier's Innovation Awards, 7034 
Biorem 
government funding, 7392 
Bullying 
lesbian, gay, bisexual, transsexual, transgendered, 
intersexed, queer (_GBTTIQ) teens, 7012-7014 
Canada-Wide Science Fair, 2437 
Child poverty, 5099 
Colleges of applied arts and technology (CAATs) 
collective bargaining 
inclusion of part-time and sessional employees, 955 
Committees 
Select Committee on the Economy, 3461-3462 
Standing Committee on Finance and Economic Affairs, 
3461-3462 
Contests 
Kraft Hockeyville 2009, 5040 
Woolwich Township (finalist), 5238-5239 
Debates re answers to oral questions 
School facilities 
participation, 9150-9151 
DERTOUR Travel Academy, 4384 
Domestic violence, 1999 
Early childhood education 
full-day learning for four- and five-year-old children, 5099 
Economic growth 
five-point economic plan, 2976-2977 
Education, 7402 
Education Amendment Act (Keeping Our Kids Safe at 
School), 2009 (Bill 157) 
third reading, 7012-7014 
Education funding 
government funding, 556 
eHealth Ontario 
contracts 
public inquiry, 8279, 8282-8286 
referral to Standing Committee on Public Accounts, 
7713-7714 
Energy 
renewable energy 
feed-in tariff, 9170 
Family law 
restraining orders, 8213 
Festivals 
Oktoberfest, 2677, 7651 
Full Day Early Learning Statute Law Amendment Act, 
2010 (Bill 242) 
second reading, 9523-9526, 9533 
Government-Ontario Medical Association agreements, 
2677 
Government record 
Liberal (2003-2010) 
employment creation, 9551 
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Pendergast, L. (LIB, Kitchener—Conestoga) (continued) 
Harmonized sales tax 
impact on technology industry, 7870 
impact wholesale trade sector, 7638 
public consultation, 9043 
Health care funding 
government funding, 517 
Healthy Food for Healthy Schools Act, 2008 (Bill 8) 
general discussion, 2370-2371 
Housing : 
affordable, 239-240 
government funding, 3535 
Ideas for the Future Act, 2008 (Bill 100) 
second reading, 2976-2977 
Industry 
Kitchener—Conestoga, 2977 
Kindergarten 
full-day, 9523-9525 
designated early childhood educators, 9524 
site selection process, 9525 
Members'/ministers' constituencies/constituency events 
Kitchener—Conestoga 
Celebrate Me Home: A Hero's Welcome Gala, 6755 
township of Wellesley, 1722 
Members'/ministers' inaugural speeches, 31-32 
Members'/ministers' personal narratives, 31 
Members'/ministers' privileges 
wearing of pins/ribbons/buttons, 4394 
Members/ministers quoting books 
Oliver Twist, 641 
Members/ministers quoting letters 
Wynne, Kathleen (Minister of Education), 7399 
Members/ministers quoting poetry 
Mother Teresa, 9244 
Members/ministers quoting reports 
Are Schools Making the Grade? School Nutnition 
Policies Across Canada (Centre for Science in the 
Public Interest), 2371 
With Our Best Future in Mind: Report to the Premier by 
the Special Advisor on Early Leaming (Charles 
Pascal), 9523 
Special Report: Ontario's Electronic Health Records 
Initiative (Office of the Auditor General of Ontario), 
8279 
Members/ministers quoting statements 
Brown, Brian (president, Ontario Confederation of 
University Faculty Associations), 3461-3462 
Buchholtz, Wayne (chair, Waterloo Catholic District 
School Board), 3462 
Campbell, John (chair, Toronto District School Board), 
556 
Carruthers, Loralea (vice-president, Ontario Public 
School Boards' Association), 556 


Conway, Megan (director, Pathways to Education), 9524 


Davidson, Bill (executive director, Langs Farm Village 
Association), 8780 

Day, Isadore (chief, Serpent River First Nation), 3461 

Dulmage, Marilyn (project coordinator, Ontario Coalition 
for Inclusive Education), 556 

Fabi, Linda (director of education, Waterloo District 
School Board), 9524 

Fabi, Linda (president, Ontario Public Supervisory 
Officials' Association), 7400 


Facey, Anne (director, St. Mary's High School 
progressive cafeteria policy), 2371 
Herrle family (Kitchener—Conestoga), 2371 
Katona, Peter (executive director, Foodlink of Waterloo 
Region), 2371 
McNabb, Leslie (principal, Floradale Public School), 
9523-9524 
Musyj, David (president and CEO, Windsor Regional 
Hospital), 3462 
Ontario Public School Boards' Association, 7399 
Peroni, Paula (president, Ontario Catholic School 
Trustees' Association), 7399 
Peterson, Lynn (mayor, Thunder Bay), 3462 
Robinson, Trisha (executive director, Wilmont Family 
Resource Centre), 9533 
Ryan, Sid (president, CUPE Ontario), 3462, 9525 
Sayers, Dean (chief, Batchewana First Nation), 3461 
Sinclair, Art (director of economic development, Greater 
Kitchener Waterloo Chamber of Commerce), 3462 
Sonier, Barb (superintendent, Thames Valley District 
School Board), 7013 
Spence, Chris (director of education, Hamilton- 
Wentworth District School Board), 7401 
Waitley, Denis (English teacher), 9523 
Woolford, Peter (vice-president of policy development 
and research, Retail Council of Canada), 3462 
Members'/ministers' remarks 
Liberal (2003-2010) 
McGuinty, Dalton (Ottawa South) 
as Ontario Premier, 2371 
NDP (2003-2010) 
Marchese, Rosario (Trinity-Spadina), 7399 
Members’ statements 
Aboriginal affairs, 1361 
Biorem, 7392 
Canadian Forces, 6755 
Education funding, 556 
Government investments, 3535 
Health care funding, 2677 
Job creation, 9551 
Last Post Fund, 8830 
Oktoberfest, 7651 
Ontario budget, 517, 641 
Pork industry, 6809 
Post-secondary education, 324-325 
Public consultation, 9043 
Rural economic development, 4583 
School safety, 3836 
Township of Wellesley, 1722 
Township of Wilmot, 2578 
Township of Woolwich, 5040, 5238-5239 
University of Waterloo, 3579 
Meningitis Awareness Day Act, 2010 (Bill 245) 
first reading, 9325 
Ministry of Agriculture, Food and Rural Affairs 
rural economic development (RED) program 
Newdle project, 4583 
Ministry of Education 
expenditures 
Eventfully Yours, 2733-2734 
safe schools strategy, 3836 
Ministry of Municipal Affairs and Housing 
provincial rent bank program, 2957 
Waterloo region, 2957 
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Pendergast, L. (LIB, Kitchener-Conestoga) (continued) 
Ministry of Training, Colleges and Universities 
Pathways to Education program, 5381-5382 
Nurses, 5279 
hiring, 5278-5279 
Ontario Arts Council 
Celebrate Our Artists weekend, 2489 
Ontario Women's Directorate 
domestic violence action plan, 1998 
Opposition day motions, responded to 
Electronic health information, 7713-7714, 8279-8280 
Ontario economy, 3461-3462 
Oral questions, presented 
Affordable housing, 239-240 
Agriculture industry, 8730-8731 
Community colleges collective bargaining, 955 
DERTOUR Travel Academy, 4384-4385 
Domestic violence, 8213 
Education funding, 2733-2734 
Green power generation, 9170 
Nurses, 5278-5279 
Ontario artists, 2489 
Post-secondary education, 5381-5382 
Rent bank programs, 2957 
Research and innovation, 2437, 7034 
Taxation, 7639, 7870 
Victims of crime, 1167 
Wildlife management, 9270-9271 
Youth entrepreneurs, 744-745 
Playgrounds ' 
McKenzie-Smith Bennett public school 
closure, 9150-9151 
Pork 
safety, 6809 
Pork industry, 6809 
Post-secondary education 
Reaching Higher: The McGuinty Government Plan for 
Postsecondary Education, 325 
Poultry industry 
organic turkeys, 8730-8731 
Poverty reduction strategy, 720 
after school programs, 5099 
crown wards success strategy, 5099 
student nutrition program, 641 
25 in 5 plan, 5099 
Private members' public business 
Apprenticeship training 
responded to, 2854-2855 
Child poverty 
responded to, 5099 
Climate Change Awareness Act, 2009 (Bill 208) 
second reading, 8329-8330 
Healthy schools 
presented, 2370-2372, 2377 
Human rights 
responded to, 9243-9244 
Lori Dupont Act (Domestic Violence Protection), 2008 
(Bill 10) 
second reading, 1998-1999 
Poverty 
responded to, 720 
Provincial-aboriginal agreements, 1361 
Public education campaigns 
Climate Change Awareness Day, 8329-8330 


"Eat Local: Live Fresh," 2371-2372, 2377 
International Day for the Elimination of Violence Against 
Women, 4394 
Reports 
Compulsory Certification Project (T.E. Armstrong), 2854 
Food for Thought: Schools and Nutrition (Health 
Canada), 2370-2371 
Research and innovation, 2437 
School boards 
governance 
reform, 7400-7401 
School cafeterias 
ban on trans fat in food and beverages, 2370 
to serve healthy, local Ontario foods, 2370-2371 
Smoke-Free Ontario Amendment Act, 2008 (Bill 69) 
second reading, 2139 
Smoking 
ban on smoking in cars with children present, 2139 
Special education 
government funding, 9526 
Student achievement, 7399 
Student Achievement and School Board Govemance Act, 
2009 (Bill 177) 
second reading, 7399-7403 
Throne speech debate 
participation, 31-32 
Tourism industry, 4384 
Unitron Hearing, 7034 
Yuu (hearing aid), 7034 
Universities/colleges 
government funding, 324-325 
Kitchener—Waterloo, 3535 
University of Waterloo, 3579 
Veterans 
Last Post Fund (non-profit corporation), 8830 
Victims of crime 
services, 1167 
Victims of domestic violence 
protection, 1998-1999 
services, 1999 
Violence against women, 4394 
Wildlife management 
coyotes, 9270-9271 
Wilmot Recreation Complex, 2578 
Women's services 
abused women, 4394 
Youth entrepreneurship, 744-745 
Youth/students 
youth at risk, 32 


Phillips, Hon. G. (LIB, Scarborough—Agincourt) 
Canadian Nuclear Safety Commission, 1922 
Capital works projects 
government funding, 8823 
Consumer protection 
energy contracts, 1312-1313, 2029-2030, 9132-9133, 
9203-9205, 9217 
security deposits for utilities and disconnections, 9204, 
9206-9207 
sub-metering electricity in apartments/apartment 
buildings, 9204-9206 
Earth Hour, 611 
Electricity rates, 2607, 8825 
industrial rates, 2485, 2601 
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Phillips, Hon. G. (LIB, Scarborough—Agincourt) 
(continued) 
Electricity supply, 1717-1718, 2601 
Energy 
renewable energy, 1206, 1247-1248, 2391-2392 
feed-in tariff, 9170 
solar, 1247 
renewable energy projects 
standard offer program, 1206 
wind farms, 1247 
Energy conservation, 611-612, 1206, 2440, 2603 
smart meters, 611-612 
Energy Consumer Protection Act, 2010 (Bill 235) 
first reading, 9131-9132 
ministerial statement, 9132 
second reading, 9203-9207, 9211 
Gasoline prices, 2565 
increase, 2607-2608 
Green Energy and Green Economy Act, 2009 (Bill 150) 
general discussion, 9170 
Greenhouse industry, 2572 
Harmonized sales tax 
impact on electricity rates, 8730 
Housing 
affordable 
government funding, 9218-9219 
Interim supply motions 
presented, 139 
Ministerial statements, presented 
Consumer protection, 9132-9133 
Ministry of Economic Development and Trade 
Next Generation of Jobs Fund, 1247-1248 
Natural gas 
price increase, 1924 
Natural gas generating stations 
northern York region, 1717, 2439 
public consultation, 2439-2440 
Nuclear generating stations 
limit on liability in case of nuclear accident, 8917-8918 
Ontario Energy Board (OEB), 1312-1313 
decision to allow customers pay Enbridge's court costs, 
1606 
Ontario Power Authority (OPA) 
clean energy standard offer program (CESOP), 2572 
integrated power system plan (IPSP), 2485-2486, 2601, 
2603-2604 
renewable energy standard offer program (RESOP), 
2391-2392, 2603 
Ontario Power Generation fossil-fuel generating stations 
closure, 1206, 1767-1768, 1886-1887 
Ontario Power Generation nuclear generating stations 
Pickering nuclear generating station 
safety of Pickering B, 1922-1923 
Oral questions, responded to 
Coal-fired generating stations, 1767-1768 
Conservation, 611-612 
Consumer protection, 1312-1313, 9217 
Electricity supply, 1717-1718, 1886-1887, 2439-2440 
Enbridge Gas, 1606 
Energy contracts, 2029-2030 
Energy policies, 2601 
Gasoline prices, 2565, 2607-2608 
Green power generation, 1247-1248, 9170-9171 
Greenhouse industry, 2572 


Hydro contracts, 8825 

Hydro rates, 2485-2486, 8730, 9173 

Infrastructure program funding, 9218 

Infrastructure programs, 8823 

Natural gas rates, 1924 

Nuclear energy, 2603-2604 

Nuclear power facilities, 8917-8918 

Pickering nuclear generating station, 1922-1923 

Renewable energy and conservation, 1206, 2391-2392 

Retirement homes, 9363-9364 
Quebec 

electricity rates, 9173 
Retirement homes 

standards of care, 9363-9364 
Transit systems 

gasoline tax funding, 2565 
Transportation infrastructure 

government funding, 9218 
Websites 

www.ontario.ca/infrastructure, 8823 
Xstrata PLC 

layoffs, 9173 
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Aboriginal communities, 581, 9241 
food costs, 793 
health care, 577, 790 
housing, 7536 
illegal sale of tobacco products, 7547-7548 
Treaty 9 area, 792 
Aboriginal land claims 
Haldimand Tract, 5496-5497 
Kitchenuhmaykoosib Inninuwug First Nation, 5496-5497 
Aboriginal peoples 
poverty, 5268-5269 
Access to Adoption Records Act (Vital Statistics Statute 
Law Amendment), 2008 (Bill 12) 
second reading, 754-755 
third reading, 1432-1433, 1438-1443 
time allocation motion 
responded to, 1756-1759 
Addiction treatment programs 
youth 
government funding, 993 
Adoption 
protection of privacy, 163 
Adoption disclosure, 163, 754, 1440-1443, 1757 
disclosure veto, 755 
no-contact notice, 1757 
protection for victims of abuse, 1757-1758 
protection of privacy, 1432 
Aftermarket brake pads 
ban on use of asbestos, 7252 
Agencies/boards/commissions/etc. 
expenditures 
review by Integrity Commissioner, 7564-7565 
subject to freedom of information requests, 9235 
Alternative medicine, 7527 
Animal protection 
warrantless entry, 1807 
Animal protection organizations 
use of term humane society restricted 
impact on Toronto Humane Society, 1803, 1811 
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Anniversaries 


Citizens for a Safe Environment's 25th anniversary, 1240 


Arbitration, 4728 
Artists 
contribution to society, 6243 
employment protection, 6244 
Asbestos, 7251-7252 
Assessment Act, R.S.O. 1990, c.A.31, 2164 
Asthma, 5812 
Automobile industry 
decline in sales, 3076 
layoffs, 1734 
pension plans, 7243 
transportation of automobile parts, 1084 
Automobile insurance 
uninsured drivers, 7540-7541 
Automobile insurance benefits 
reduction of maximum benefit for non-catastrophic 
injuries to $25,000, 6943, 7225, 7334, 7564 
reduction of maximum benefit for serious injuries to 
$50,000, 8408-8409 ; 
Automobile insurance rates/premiums 
increase, 7541, 8025-8026, 8066-8067 
young drivers, 4540 
Automobiles 
ZENN cars, 742 
Awards 
Agnes Macphail Award, 555 
Beaches citizen of the year, 3094 
Barrie-Innisfil Boundary Adjustment Act, 2009 (Bill 196) 
second reading, 7495-7502 
public consultation, 7497 
public consultation, 7234 
Bicycles, 1738 
Books 
The Beach (Glenn and Jean Cochrane), 7151 
Border crossings 
Windsor-Detroit, 290 
Boundary adjustment 
Barrie and Innisfil, 7234-7235, 7496-7502 
environmental impact, 7495-7496 
British Columbia 
job protection commissioner, 3460 
Budget, 3789, 4179-4180, 4261, 5790-5791 
pre-budget consultations, 4178-4179, 4181, 4261-4262, 
5755, 5761 
public consultation, 853, 858, 6141 
Budget deficit, 3594, 3596-3597, 3599, 3605-3606, 5761 
Budget Measures Act, 2009 (Bill 162) 
second reading, 6025-6031, 6034 
third reading, 6960-6962 
schedule 24, 6961 
Budget Measures and Interim Appropriation Act, 2008 
(Bill 44) 
second reading, 780-781, 784, 786-795, 843, 853, 858 
third reading, 1732-1739, 1742 
Budget Measures and Interim Appropriation Act, 2008 
(No. 2) (Bill 114) 
second reading, 3594, 3596-3606, 3609, 3615, 3620 
time allocation motion 
amendments, 3788-3789 
responded to, 3788-3790 
schedule J, 3788 
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Budget surplus 
transfer of funds to municipalities for infrastructure 
projects, 372-373, 799, 812-814, 819, 1797, 2882 
Burke, Edmund (Anglo-Irish political theorist and 
philosopher), 8744 
Business co-operatives, 5707 
Buy in Canada for Mass Transit Vehicles Act, 2008 (Bill 
39) 
general discussion, 746 
Buy Ontario policy, 3460 
Call centres, 397 
Canada pension plan (CPP), 7243 
Canadian Hearing Society, 8072 
Canadians for Children at Health Risk 
9th annual charity art auction, 3645 
Cancer, 2544-2545 
Capital tax 
reduction, 1465 
Capital works projects 
government funding, 290 
Child care, 3134-3135, 6951 
government funding, 580, 9429, 9533 
Child pornography 
reporting 
deterrence, 452 
Child poverty, 789, 4582, 5263, 5265-5266, 5271, 8781- 
8782 
Child sexual abuse, 452 
Children with disabilities 
deaf/hearing-impaired children 
government funding, 7966 
Project Kids HEAR, 7966 
Children's Aid Society of Toronto 
board of directors, 5813 
Children's nutrition programs 
government funding, 579 
Climatic changes, 580-581 
government response, 1738 
Commercial passenger vehicles 
licensing restrictions, 7270-7271 
Committee process, 2314-2315, 4180 
Bill 218, 8975 
Committee schedules/agendas, 4178-4181 
Committees, 1148-1149 
Select Committee on Elections 
scope, 2311 
Select Committee on the Economy, 3456-3459 
Standing Committee on Finance and Economic Affairs, 
3457-3458 
Community Living, 1983-1984 
Ontario, 5790 
Community newspapers 
retail sales tax, 25-26 
Community organizations 
Danforth East Community Association, 8736 
Condominium corporations 
Neville Park, 2676 
noise protection standards, 7259 
reserve funds 
installation of renewable energy/energy efficient 
technologies, 7258-7259 
Condominium owners 
property insurance 
3640 and 3650 Kingston Road, 7258 
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Prue, M. (NDP, Beaches—East York) (continued) 
representation by proxies, 7258 
Congratulatory remarks 
Brent, Joan (recipient, Beaches citizen of the year 
award), 3094 
Christie, Mary (Beach Citizen of the Year award), 2889 
Moore, Patricia (winner, Agnes Macphail award), 5953 
Constitution Act, 2007 (Democratic representation) (Bill C- 
22), 180-182 
Consumer protection 
security deposits for utilities and disconnections, 9248- 
9249 
sub-metering electricity in apartments/apartment 
buildings, 9319 
Coroner inquests 
Elderkin, Linda and Paul Benson (died in fire) 
jury recommendations, 267 
Corporate tax exemptions 
Ontario tax exemption for commercialization (OTEC), 
4363-4364 
eligibility for refund, 2746-2747, 2976, 3026-3028, 
3030 
Corporate tax reduction, 1734-1735, 3206, 5829-5830, 
6510-6511, 7751 
Corporate taxes 
federal-provincial harmonization, 736 
Corporations 
executive compensation caps for corporations receiving 
grant or loan from Ontario, 7050 
Court cases/actions 
Joy Cheskes, Denbigh Patton, C.M. and D.S. v. 
Attorney General of Ontario, 1440 
Russo, Louise (shooting victim), 2537-2539 
Debates re answers to oral questions 
Low-income Ontarians 
requested, 596 
participation, 596 
Dental care, 3528 
Developmental services workers 
wages, 2058, 2060, 2815-2816 
Digital media 
government funding, 762 
Doctors 
international medical graduates (IMGs) 
removing barriers, 2888-2891 
Dollar 
Canadian, 3201-3202 
Driver education/training, 4535, 4540 
Driver examinations, 4557 
Driver licences 
graduated licences 
zero blood alcohol concentration level for drivers 21 
years of age or younger, 4539 
Drivers 
age discrimination, 4552 
impaired drivers, 4542, 4566 
new drivers, 4532, 4538, 4557 
speeding convictions, 4540, 4561 
East York 
procurement policy, 462-463 
Economic conditions, 1735-1736, 3204-3205, 3457, 3596- 
3606, 4018, 4178-4179, 4261 
Economic decline, 787, 3025, 3069, 3134, 3597-3604 
government response, 5705 


international 
international government responses, 5798 
Economic development, 2881 
Economic growth, 5183 
five-point economic plan, 3204-3206, 3208, 3456, 3597- 
3600, 4018 
Economic statement, 3133-3135 
Education funding reform, 1735 
Election finance reform, 2311-2312, 9295-9297 
Election Statute Law Amendment Act, 2010 (Bill 231) 
second reading, 9284, 9292, 9294-9298, 9653-9656, 
9658, 9669 
Elections/by-elections 
barrier-free access, 9284, 9654-9656 
fixed dates, 2315 
return of $200 deposit required to run in federal and 
provincial elections, 2315 
third-party advertising, 9296 
Electoral Boundaries Commission, 9292 
Electoral process reform, 9653-9654 
citizens' assemblies, 2312-2313 
students vote in home riding or riding in which they 
attend school, 9295 
Electoral representation, 180-182 
Electric vehicles, 5813 
Electrical explosions, 7031 
Electrical safety 
mandatory installation of surge protectors in new 
residential and commercial construction, 7054 
Electricity rates 
industrial rates, 3206, 3209, 3460, 4019 
Employment creation, 3208-3209, 5812 
Employment insurance benefits 
Ontario workers, 2880 
Employment Protection for Foreign Nationals Act (Live-In 
Caregivers and Others), 2009 (Bill 210) 
second reading, 8188, 8590 
Employment-related benefits 
employee wage security program, 3206, 3460-3461 
severance/termination payments, 3206, 3209 
Employment standards 
allegations of abuse 
Dhalla, Ruby case, 6641 
Employment Standards Amendment Act (Temporary Help 
Agencies), 2009 (Bill 139) 
third reading, 6351, 6354, 6358-6364 
Employment Standards Amendment Act (Wage Securtty), 
2007 (Bill 6) 
general discussion, 3206, 3460 
Energy 
renewable energy projects 
domestic content requirements, 4019 
employment creation, 4019-4020 
wind farms 
proposal by Trillium Power Wind Corp., 4019-4020 
Enumerators/enumeration, 2313, 9298 
Environmental Defence 
blue flag program, 723-724 
Environmental protection, 7303 
Environmental Protection Act (Greenhouse Gas 
Emissions Trading), 2009 (Bill 185) 
second reading, 7302, 7310, 7313 
Explosions 
2 Secord Avenue, 2736-2737, 7690 
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Exports, 3459 
Farms/farmland 
preservation 
Innisfil, 7500 
Federal elections/by-elections 
televised leaders' debate, 3205 
Federal government 
transfer payments, 2881 
use of casual employees, 6360 
Federal-provincial agreements/programs 
Canada-Ontario immigration agreement, 9427 
Federal-provincial-municipal relations, 3609 
Finance companies 
regulation, 3207 
Financial crises, 3207 
Financial Product Safety Commission, 3207, 3461 
Fire alarms, 275 
interconnected fire alarms, 160, 267-268 
Fire escapes, 268, 275 
non-combustible fire escapes, 160, 275 
Fire Protection and Prevention Act, S.O. 1997, c.4 
Fire Code, S. Reg. 213/07, 268 
Fire Protection Statute Law Amendment Act, 2009 (Bill 14) 
first reading, 160 
Fire sprinklers 
mandatory fire sprinkler systems in new residential 
construction, 2174-2176 
Firefighters, 274-275 
Food banks, 5263 
usage, 4247-4248, 8065 
Food prices 
northern Ontario, 2181 
Food processing industry 
transportation of goods, 1084 
Foreign caregivers 
protection, 8590 
Foreign workers 
agricultural workers 
protection, 8188 
Forums (discussion and debate) 
Eradicating Poverty in the 21st Century, 1101-1102 
Full Day Early Leaming Statute Law Amendment Act, 
2010 (Bill 242) 
second reading, 9533, 9538-9539, 9600-9601, 9603 
Gambling addiction, 763 
Gasoline prices, 3202 
Good Government Act, 2009 (Bill 212) 
second reading, 8364, 8368-8378, 8478 
public consultation, 8368, 8478 
technical briefings for members, 8364 
third reading, 9012-9015 
amendments, 8365, 9012-9015 
Goods and services 
manufactured in or come from Canada, 3202 
Government contracts 
MFP Financial Services Ltd., 6257 
Government expenditures 
accountability, 817 
restraint measures, 8116-8117 
Government funding, 3134 
Government investments, 54 
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Government notice of motions 
Federal electoral representation 
responded to, 180-182 
Federal government policy 
responded to, 9426-9430 
Legislative reform 
responded to, 1332-1335 
Select Committee on Elections 
responded to, 2311-2316 
Government orders 
Committee sittings 
responded to, 4178-4181 
time allocation motion 
responded to, 4260-4262 
Federal-provincial fiscal policies 
responded to, 2880-2882 
Ontario economy 
responded to, 3201-3209 
Government record 
Liberal (2003-2010) 
accountability, 8370 
environmental protection, 930 
hospital services, 8285-8286 
poverty, 8117 
NDP (1990-1995) 
subway lines, 463 
PC (1995-2003), 784 
Government service transfer to municipal jurisdiction, 
1142, 2882, 5383 
Greater Toronto and Hamilton Area Transit 
Implementation Act, 2009 (Bill 163) 
second reading, 5811-5815, 5819 
Greenhouse gas emissions 
reduction 
cap and trade system (emissions trading), 7311 
Gross domestic product, 3205 
Handgun manufacturers and importers 
liability for harm caused by unlawful use of handguns, 
2538 
Handgun Manufacturers’ and Importers' Liability Act, 2008 
(Bill 82) 
second reading 
public consultation, 2537 
Handguns 
smuggling, 2539 
Harmonized sales tax, 5705, 5796-5799, 6334, 6508- 
6512, 6554, 6805, 6961, 7756-7757, 8762 
impact on aboriginal peoples, 8762, 8846-8847 
impact on condominium owners, 6690 
impact on employment, 7332, 7518, 8541-8542, 8844- 
8845, 8916 
impact on gasoline prices, 6509-6510 
impact on homebuyers, 6192-6193, 6509 
impact on housing industry, 5990, 6273 
impact on real estate industry, 8256-8257 
impact on senior citizens, 8256 
impact on small business, 9118 
impact on sport, recreation and physical activities, 6751 
public consultation, 8744-8746, 9042 
tax inclusive pricing, 7029-7030 
transition benefit 
$1,000 for single parents or couples, 6554 
$300 for individuals, 5797-5798, 6509 
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Highway safety 
riding in back of commercial/towed vehicles prohibited 
exemptions, 2180-2182 
Highway service centres 
adult-sized personal care areas, 2100 
Highway Traffic Amendment Act (Speed Limiters), 2006 
(Bill 115), 1071 
Highway Traffic Amendment Act (Speed-limiting 
Systems), 2008 (Bill 41) 
second reading, 1071, 1075, 1082, 1084-1087 
H1N1 influenza A (swine flu) 
emergency preparedness 
availability of Tamiflu, 8456 
Home care workers 
employment protection, 6354, 6362 
Home insurance 
rental home insurance, 8318-8319, 8324 
Hospital funding 
government funding 
Toronto East General Hospital, 9426 
Hospital services 
physiotherapy services 
Toronto East General Hospital, 9426 
Housing 
affordable, 3134-3135, 3773, 6431 
authority of municipal governments to require 
affordable housing in new developments, 7535- 
7536 
construction, 117 
government funding, 1734 
supportive housing 
people with drug and alcohol addiction, 7536 
Hydro Québec 
wind farm, 4019 
Ideas for the Future Act, 2008 (Bill 100) 
second reading, 2976, 2986, 3025-3030, 3033, 3037- 
3038 


third reading, 4363-4367 
Immigrants, 5269 
access to professions and trades, 6951 
poverty, 6951 
Immigration, 9427-9428 
Immigration and Refugee Protection Act, S.C. 2001, c.27 
section 126, 6641 
Income disparity, 5263 
Income groups 
low 
access to fresh food, 8064-8065, 8109 
Increasing Access to Qualified Health Professionals for 
Ontarians Act, 2008 (Bill 97) 
second reading, 2888-2891 
Industry shutdowns, 3206, 3209, 3460 
Dunlop Co. Ltd., 3460 
International trade agreements 
South Korea, 290 
Interprovincial Policing Act, 2009 (Bill 203) 
second reading, 8097-8099 
time allocation motion 
responded to, 8971-8972 
Investing in Ontario Act, 2008 (Bill 35) 
general discussion, 1142, 1797-1798 
ministerial statement 
section 2, 373 
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section 4, 373 
section 14.1, 373 
second reading, 799-800, 809-814, 817, 819-820 
third reading, 1707, 1797-1798 
amendments, 1707 
Job protection commissioner, 3206, 3209, 3460 
Kindergarten 
full-day 
site selection process, 9538-9539, 9600-9601, 9603 
Labour mobility 
skilled trades, 7372, 7375 
impact on public institutions, 7377-7378 
regulation, 7378-7379 
Labour-sponsored investment funds, 4365-4366 
cancellation, 191, 1736, 2986, 3027 
Lafarge Canada Inc. 
burning of scrap tires, 929-930 
Lake Huron Centre for Coastal Conservation 
green ribbon beach program, 723-724 
Lake Simcoe 
environmental protection, 7499-7501 
Land use planning 
Barrie, 7495 
Innisfil, 7496-7497 
Landfill sites 
Adams mine site (Kirkland Lake), 1082 
Landlord and tenant 
tenants' protection, 2736-2737 
Language instruction 
English as a second language (ESL), 6951 
Layoffs, 3208-3209, 3459, 3598-3602 
Dell Inc., 1465 
Legislative Assembly 
Ontario Legislature internship program (OLIP), 4064 
Legislative interns, 4064 
Legislative procedure 
government bills, 2544 
ministerial statements, 8999 
private members' public business, 2544 
Legislative process, 4545, 8744 
family friendly reforms 
oral questions, 1333-1335 
Legislature schedule/agenda, 3789 
Libraries/schools 
use of Internet filtering software, 7742-7743 
Local health integration networks (LHINs), 2889 
Long-term-care facilities 
standard of care, 576 
Long-term-care funding 
government funding, 576, 787-788, 792 
Magnetic resonance imaging (MRI) 
Haliburton—Kawartha Lakes—Brock, 4948 
Manitoba 
election financing, 2312 
manufacturing investment tax credit, 787 
Manufacturing industry 
global competition, 3202 
layoffs, 574-575, 2746, 3028, 3030, 3133, 3205, 3209 
tax credit, 575 
unemployment, 762-763, 1052-1053 
MaRS Centre, 4366 
Members‘/ministers' conduct, 5759 
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Levac, Dave (Brant) 
as parliamentary assistant to the Minister of Energy 
and Infrastructure, 9643 
Members'/ministers’ constituents 
wedding anniversaries, 7038 
Members'/ministers' personal narratives, 723, 930, 1141- 
1142, 1809, 2544, 3460, 4767- 4768, 5263-5264, 
5266, 5269-5270, 5498, 5813, 7243-7244, 7251 
Members/ministers quoting books 
Liberalism and the Future: A Study in Opportunities 
(S.W. Goerwell), 720 
Members/ministers quoting committee submissions 
McCarter, Jim (Auditor General of Ontario), 1797 
Pruessen, Ronald (chair, Opportunities Mississauga for 
21 Plus), 3204 
Members/ministers quoting electronic mail messages 
harmonized sales tax, re, 7756-7757 
Meehan, Terrie (Ontario disability support program 
benefits recipient), 1764 
Members/ministers quoting letters 
Alliance of Canadian Cinema, Television and Radio 
Artists (ACTRA), 6243-6244 
Bowden, Janice (Red Pine Wilderness Lodge), 6805 
Cavoukian, Ann (Information and Privacy 
Commissioner), 1443 
Green, Michael S. (barrister and solicitor), 1943 
Lepofsky, David (Toronto layer, activist and chair, 
AODA Alliance), 9654-9656 
McMeekin, Ted (Minister of Government and Consumer 
Services), 283 
Perley, Michael (director, Ontario Campaign for Action 
on Tobacco), 7548 
Samler, Agnes (Provincial Advocate for Children and 
Youth), 1758-1759 
25 in 5 Network for Poverty Reduction, 3203 
White, Graham (political scientist), 2314 . 
Winney, Victor (chief financial officer, The Staffing 
Edge), 6362 
Members/ministers quoting magazine articles 
Maclean's, 6711, 7051 
Members/ministers quoting newspaper articles 
Globe and Mail (Toronto), 4366, 6025-6027 
Toronto Star, 22, 814, 3025, 3076, 3134, 7501, 9429, 
9600 
Toronto Sun, 2175-2176 
Members/ministers quoting poetry 
Rubaiyat, 2308 
Members/ministers quoting press releases 
Ministry of Community and Social Services, 1441-1442 
Members/ministers quoting reports 
The Anatomy of the Canadian Job Market (TD 
Economics), 3205 
Greater Trouble in Greater Toronto: Child Poverty in the 
GTA (Children's Aid Society), 4582, 5267 
Making Good on the Promise: Evaluating Year One of 
Ontario's Poverty Reduction Strategy (25 in 5 
Network for Poverty Reduction), 8995 
In From The Margins: A Call to Action on Poverty, 
Housing and Homelessness (Report of the 
Subcommittee on Cities of the Standing Senate 
Committee on Social Affairs, Science and 
Technology), 9227-9228, 9241 
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With Our Best Future in Mind: Report to the Premier by 
the Special Advisor on Early Leaming (Charles 
Pascal), 9601 

Poverty Reduction Strategies in Quebec and in 
Newfoundland and Labrador, 5265 


Members/ministers quoting statements 


Belobaba, Edward (judge, Superior Court of Justice), 
163 

Blackstock, Sarah (25 in 5 Network for Poverty 
Reduction), 6077 

Campaign 2000, 789 

Campaign Lake Simcoe, 7501 

Community Living Ontario, 2813, 2818 

Donne, John (British Jacobean poet), 7682 

Fair Vote Canada, 2312-2313, 9298 

Lazaridis, Mike (founder, Research In Motion), 3028 

Levine, Martin (advocate for persons with 
developmental disabilities), 2818 

Martinez, Lou (constituent, Beaches—East York), 6751 

McDermid, Robert (professor, political science, York 
University), 8373 

Ontario Retail Venture Capital Association, 4365 

Owner-Operator Independent Drivers Association, 1085 

Pruessen, Ronald (Opportunities Mississauga for 21 
Plus), 2773 

Rumney, Peter (Bloorview Kids Rehab), 7225 

Stewart, Keith (World Wildlife Fund), 1738 

Topp, Bob (Coalition After Property Tax Reform), 1062 

White, Graham (professor, department of political 
science, University of Toronto), 1333-1334 

Wood, Michael (legislative counsel), 2813 


Members'/ministers' remarks 


Liberal (1990-1995) 
McGuinty, Dalton (Ottawa South), 3208 
Liberal (1995-2003) 
McGuinty, Dalton (Ottawa South) 
as Leader of the Opposition, 8846 
Liberal (2003-2010) 
Arthurs, Wayne (Pickering—Scarborough East), 6961 
Broten, Laurel (Etobicoke—Lakeshore) 
as Minister of the Environment, 929 
Duncan, Dwight (Windsor-Tecumseh) 
as Minister of Finance/Chair of Management Board 
of Cabinet, 3025, 3459, 8541 
McGuinty, Dalton (Ottawa South) 
as Ontario Premier, 2880, 6511, 8846 
Meilleur, Madeleine (Ottawa—Vanier) 
as Minister of Community and Social Services, 2100 
Ramal, Khalil (London—Fanshawe), 2814 
NDP (2003-2010) 
Miller, Paul (Hamilton East-Stoney Creek), 2817 


Members'/ministers’ resignations 


Smitherman, George (Toronto Centre), 9224-9225 


Members' statements 


Beach development, 2676 

Brent, Joan, 3094 

Canadian Hearing Society, 8072 

Canadians for Children at Health Risk, 3645 
Citizens for a Safe Environment, 1240 
Cochrane, Glenn and Jean, 7151 

Cochrane, Jean, 7923 

Danforth East Community Association, 8736 
Home warranty program, 283 

Lankin, Frances, 9370-9371 
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Legislative interns, 4064 
Macphail, Agnes, 555 
McLaughlin, John, 2214-2215 
Moore, Patricia, 5953 
Naturopathic medicine, 7527 
Poverty, 1559, 1671, 4582 
Preskett, Leonard and Louise, 7038 
Property taxation, 599-600 
Public consultation, 9042 
Services for the hearing impaired, 7966 
The Speaker, 8353 
Tamil Canadian community, 6495 
Taxation, 6192-6193 
University labour dispute, 4756 

Metrolinx 
board of directors, 5811, 5813-5815, 5819 

Minimum wage, 3602 
increase, 578, 788-789, 858, 4248 
$10 an hour, 116-117 
$10.25 an hour, 4019, 4248 

Mining Act, R.S.O. 1990, c.M.14 
reform, 6527 

Mining Amendment Act, 2009 (Bill 173) 
second reading, 6527 

Ministerial statements, responded to 
Accessibility for the disabled, 2100, 7779 
Adoption, 162 
Corporate tax, 735-736 
Economic outlook and fiscal review, 290, 8116-8117 
Good governance, 8221-8222 
Immigrants’ skills, 6951-6952 
Municipal infrastructure, 372-373 
Municipal planning, 7234-7235 
Ontario economy, 2746-2747 


Research and innovation, 762-763, 1052-1053, 1465, 


5327 
Venture Capital Fund, 191 
Ministry of Children and Youth Services 
Best Start plan, 9428-9429 
Ministry of Training, Colleges and Universities 
Employment Ontario 
Ontario skills development program, 7525 
second career strategy, 4698 
Municipal Elections Act, S.O. 1996, c. 32 
amended by Bill 212, 8371-8374 
Municipal elections/by-elections 
ban on corporate donations, 8373-8374 
candidates carrying over surplus funds, 9015 


contribution limits of $5,000 per contributor, 8221, 8371- 


8374, 9013-9014 

date change to fourth Monday in October, 8372 

prohibiting loans to candidates, 9014 

Vaughan, 8373-8374, 8825-8826, 9295 
Municipal government restructuring 

Essex, 4329 

Kawartha Lakes, 4329 
Municipal infrastructure, 1142 

government funding, 790, 795, 811-812, 843 


Municipal Property Assessment Corp. (MPAC), 1736-1737 


Municipalities 

government funding, 290, 372, 579, 1142, 1733 
Mutual funds, 4585 

advertisement, 4585 


National child benefit supplement (NCBS) 
clawback, 117, 481, 578, 1516 
Ontario Association of Naturopathic Doctors, 7527 
Ontario budget speech (25 March 2008) 
responded to, 573-582 
Ontario budget speech (26 March 2009) 
responded to, 5755, 5759, 5761-5763 
Ontario child benefit (OCB), 789, 1516, 1661, 3528, 8151 
increase, 5762-5763, 6034 
Ontario disability support program (ODSP), 3603 
Ontario disability support program (ODSP) benefits, 692- 
693, 720, 1983-1984, 2055, 2239, 3732, 4820, 5267- 
5268, 5997 
clawback, 6430 
increase, 117, 524, 578, 596, 613, 693, 788-789, 2056, 
7918, 9242 
special diet allowance, 422, 9577, 9723-9724 
Ontario disability support program (ODSP) recipients, 
239 


Ontario health insurance plan (OHIP) 
three-month waiting period, 577 
Ontario Labour Mobility Act, 2009 (Bill 175) 
second reading, 7372, 7375, 7377-7379 
Ontario Lottery and Gaming Corp. (OLG) 
construction costs for Windsor Energy Centre, 8598 
Ontario Municipal Board (OMB) 
citizen appeals of board decisions to cabinet revoked, 
8375-8376, 9012 
employment and investment restrictions on board 
members removed, 8375 
hearings 
development on Eastern Ave., 897 
Ontario Provincial Police (OPP) 
collective bargaining, 6029 
Ontario Securities Commission (OSC), 7567 
accountability, 7563-7564 
authority to act in extraordinary circumstances, 6027- 
6028, 6031 
conflict of interest, 22-23, 1887-1888 
prosecutor/adjudicator role, 3207, 4386 
Ontario Tax Plan for More Jobs and Growth Act, 2009 
(Bill 218) 
second reading, 8761-8762, 8844-8847 
Ontario Works program benefits 
back-to-school allowance, 1516 
increase, 117, 524, 578, 596, 613 
winter clothing allowance, 1516 
Opposition day motions, responded to 
Electronic health information, 8283-8286 
Government spending, 5796-5799 
Ontario economy, 3456-3461 
Pension plans, 6710-6711 
Taxation, 6508-6511, 8744-8747 
Workplace Safety and Insurance Board, 1942-1943 
Oral questions, presented 
Addiction services, 993 
Affordable housing, 3773 
Assistance to farmers, 8064-8065, 8109-8110 
Assistance to the disabled, 5997 
Automobile industry, 7225 
Automobile insurance, 6943, 7334, 8025-8026, 8066- 
8067, 8408-8409 
Child poverty, 8781-8782 
City of Ottawa, 7638-7639 
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Diagnostic services, 4948 
Diet supplements, 422 
Electricity infrastructure, 7031 
Employment lands, 897 
Flu pandemic preparedness, 8456 
Fundraising, 9543 
Government investments, 54 
Low-income Ontarians, 524-525, 612-613, 7918 
Low-speed vehicles, 742 
Manufacturing jobs, 3769 
Minimum wage, 4247-4248 
Municipal development, 9643 
Municipal government, 8825-8826 
Municipal restructuring, 4329 
National child benefit supplement, 481 
Ontario budget, 692-693, 6141 
Ontario child benefit, 1516, 8151 
Ontario disability support program, 2239, 4820 
Ontario economy, 4018-4019 
Ontario Lottery and Gaming Corp., 8598 
Ontario Securities Commission, 1887-1888, 4385-4386 
Pension plans, 6230 
Physiotherapy services, 239 
Poverty, 336, 1101-1102, 1368, 1470, 1605, 1661, 
1712, 1764, 2389-2390, 2491, 2666, 2777-2778, 
3133-3135, 3180-3181, 3238, 3319-3320, 3528, 
3639-3640, 3732, 3875-3876, 3961-3962, 4149, 
4327, 4468, 4781-4782, 5183, 5949, 6077, 8995 
Property taxation, 1061-1062, 2164, 2956-2957, 2961, 
3271, 3573, 3832, 4216, 5579 
Protection for workers, 6641 
Provincial purchasing policy, 746 
Renewable energy and conservation, 4019-4020 
Retail sales tax, 25-26 
School pools, 1060 
Securities industry, 22-23 
Services for the developmentally disabled, 4579 
Skills training, 4698, 7525 
Small business, 5318-5319 
Social assistance, 5383, 8729, 9577, 9723-9724 
Taxation, 5469, 5829-5830, 5990, 6273, 6334, 6554, 
6690, 6751, 6805, 7029-7030, 7332, 7518, 8256- 
8257, 8541, 8916, 9118 
Taxi operators, 7270-7271 
Tenant protection, 2736-2737, 7690, 9319 
Youth services, 7640 
Pension Benefits Amendment Act, 2010 (Bill 236) 
second reading, 9459, 9461-9463, 9465 
Pension benefits guarantee fund, 5706-5707, 6025-6027, 
6961 
Pension plans, 6230, 7243 
portability, 7243-7244 
province-wide pension plan, 6711 
reform, 7244-7245, 9459, 9461-9463, 9465 
Persons with disabilities, 3180-3181, 5267-5268, 5997 
assessment 
right to appeal assessment determinations, 2817 
barrier-free access, 2100 
clawback on benefits, 5790-5791 
developmental disabilities 
application centres for services, 2057 
deinstitutionalization, 2054-2055 
direct vs. indirect funding, 2058-2060 
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government funding, 5763 
homes and residential facilities 
inspection without notice, 2820 
legal capacity, 2818 
poverty, 2820, 7779 
waiting list for services, 2060 
government funding, 2773, 5790-5791 
homes and residential facilities 
inspection without notice, 2817-2818 
independent advocacy office, 2817 
poverty, 2100, 5790-5791 
rights, 1984 
service agencies/application centres 
posting of rights to complain and appeal, 2774 
services, 3203-3204, 4579 
waiting list for services, 2814 
Petitions 
Automobile industry, 7237-7238 
Child protection, 9229 
Dental care, 7489, 7782 
Identity theft, 301-302, 5244 
International trade, 959 
Lord's Prayer, 2092 
Middle childhood programs, 9586 
Minimum wage, 175-176 
Multiple myeloma, 5244-5245 
Police records check, 3650-3651, 5587 
Poverty, 7043-7044 
Psychiatric patient rights, 56-58 
Road safety, 6236-6237, 6698-6699 
School pools, 1064 
Taxation, 2998, 6344, 6503-6504, 7879, 8739, 9230 
University labour dispute, 4704, 4758, 4790 
Physiotherapy services, 239 
Police services 
cross-border policing, 8097-8098, 8971-8972 
Manitoba, 8097 
Nunavut, 8097 
Royal Canadian Mounted Police (RCMP), 8098-8099 
Political contributions 
corporations 
tax credits, 5707 
Greater Toronto Airports Authority donation to Ontario 
Liberal Party, 9543, 9669 
Political fundraising, 2311-2312 
Portlands Energy Centre, 724 
Post-secondary education 
Reaching Higher: The McGuinty Govemment Plan for 
Postsecondary Education, 9428 
Poverty, 116-117, 336, 577-578, 612, 1671, 2777-2778, 
3133-3134, 3180-3181, 3208, 3238, 3528, 3615, 
3961, 4468, 5263-5273 
older women, 6230 
Peterborough, 1559 
social effects, 6425 
Poverty Reduction Act, 2009 (Bill 152) 
general discussion, 5183, 5949, 6077 
second reading, 5263-5273 
preamble, 5267 
third reading, 6423-6431, 6585-6586, 6590 
amendments, 6423-6424, 6586 
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Poverty reduction strategy, 720, 1734, 2666, 2773, 2777- 
2778, 3135, 3181, 3319-3320, 3639-3640, 4149, 
4781-4782, 5183, 5264-5271, 5762, 6077, 6426- 

6431, 6585-6586, 6590, 8995 
anti-racism directorate, 6429 
community mobilization fund, 5270 
housing benefit, 3962 
Ireland, 5265 
public consultation, 1368, 1470, 1605, 1661, 1712, 
1764, 2389-2390, 2491, 2778, 3134, 3202- 3203, 
3773, 3876, 4149, 4327, 5266, 5949 
25 in 5 plan, 5267 
United Kingdom, 5265 
Private members’ public business 
Automobile insurance 
responded to, 7540-7541 
Canadian Mass Transit Vehicles Act, 2008 (Bill 31) 
second reading, 462-463 
Capping Executive Compensation Act, 2009 (Bill 180) 
second reading, 7050-7051 
Child Pornography Reporting Act, 2008 (Bill 37) 
second reading, 452-453 
Condominium Owners Protection Act, 2009 (Bill 186) 
second reading, 7258-7259 
Education Statute Law Amendment Act (Electronic 
Sexual Material), 2009 (Bill 202) 
second reading, 7743-7744 
Electricity Amendment Act (Protection Against Security 
Deposits), 2009 (Bill 228) 
second reading, 9248-9249 
Employment Standards Amendment Act (Protection for 
Artists), 2009 (Bill 165) 
second reading, 6242-6244 
Employment Standards Amendment Act (Raising the 
Minimum Wage), 2007 (Bill 7) 
second reading, 116-117 - 
Employment supports 
responded to, 3069 
Faimess for Families Act, 2008 (Bill 88) 
second reading, 2551-2552 
Fire Protection Statute Law Amendment Act, 2009 (Bill 
14) 
second reading, 267-268, 274-275 
Freedom of Information and Protection of Privacy 
Amendment Act (Institutions), 2009 (Bill 227) 
second reading, 9235 
Handgun Manufacturers' and Importers’ Liability Act, 
2008 (Bill 82) 
second reading, 2537-2539 
Highway Traffic Amendment Act (Aftermarket Brake 
Pad Standards), 2009 (Bill 181) 
second reading, 7251-7252 
Human rights 
responded to, 9241-9242 
Jay Lawrence and Bart Mackey Memorial Act (Highway 
Traffic Amendment), 2008 (Bill 74) 
second reading, 2180-2182 
Labour Relations Amendment Act (Replacement 
Workers), 2009 (Bill 86) 
second reading, 7935 
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Ministry of Government Services Amendment Act 
(Canadian Manufacturing and Assembly of 
Goverment Vehicles), 2008 (Bill 92) 

second reading, 3076 
Municipal Residential and Commercial Surge Protector 
Act, 2009 (Bill 176) 
second reading, 7054-7055 
Municipal Residential Sprinkler Act, 2008 (Bill 72) 
second reading, 2174-2176 
Pension plans 
responded to, 7243-7244 
Planning Amendment Act (Enabling Municipalities to 
Require Inclusionary Housing), 2009 (Bill 198) 
second reading, 7535-7536 
Poverty 
responded to, 720 
Property Tax Deferral Act, 2008 (Bill 78) 
second reading, 2189-2190 
Red Tape and Regulatory Review Act, 2008 (Bill 57) 
second reading, 1148-1150 
Residential Tenancies Amendment Act (Rental 
Insurance), 2009 (Bill 209) 
second reading, 8318-8319, 8324 
Skin Cancer Prevention Act, 2008 (Bill 83) 
second reading, 2544-2545 
Small business 
responded to, 7751 
Strandherd-Armstrong bridge 
responded to, 1141-1143 
Taxation 
responded to, 7756-7757 
Tire disposal 
responded to, 929-930 
Tobacco Tax Reduction Act, 2009 (Bill 199) 
second reading, 7547-7548 
Transparency in Public Matters Act, 2009 (Bill 159) 
second reading, 6256-6258 
Truth About Caledonia Act, 2009 (Bill 146) 
second reading, 5496-5498 
Water quality 
responded to, 723-724 
Property tax, 600 
Property tax assessment, 2882, 3604, 3620, 4216 

cap on increases, 1737 

freeze-until-sale assessment, 1061, 2956-2957, 3271, 
357GN0o79 

granny flats, 2164, 2961 

increase, 1061, 2956, 3271, 3573 

market value assessment (MVA), 2956-2957, 3271 

phase-in increases, 1062 

Sisters of St. Joseph (London), 3832 

Property tax deferrals 
low-income senior citizens and persons with disabilities, 
2189 

Property tax increases, 580, 2956-2957, 3573, 5579 
Provincial-aboriginal agreements 

natural resources, 581 
Provincial-aboriginal-resource companies agreements 

revenue-sharing agreement, 793 
Provincial Animal Welfare Act, 2008 (Bill 50) 

second reading, 1803, 1807-1809, 1811 

section 6, 1803, 1811 

Public bodies 

open meetings, 6256-6259 
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Prue, M. (NDP, Beaches—East York) (continued) 
telephone meetings, 6258 
Public education campaigns 
Ontario Human Rights Day, 9241-9243 
Public housing 
government funding, 791 
Public Sector Expenses Review Act, 2009 (Bill 201) 
second reading, 7561-7567 
Public transportation 
advertisements, 6029 
Ottawa, 7638-7639 
Quebec 
election financing, 2312 
immigrants, 6951-6952 
poverty reduction strategy, 5265, 5268, 5270, 5949 
Red Tape Commission, 7751 
Regional transportation plan (The Big Move) 
greater Toronto and Hamilton area, 5812 
Regulated Health Professions Amendment Act, 2009 (Bill 
141) 
third reading, 5590, 5593 
Regulations, 1149 
Reports 
A Fine Balance - Safe Pensions - Affordable Plans - 
Fair Rules (Report of the Expert Commission on 
Pensions), 7244-7245 
Getting It Right: Investigation into the Transparency of 
the Property Assessment Process and the Integrity 
and Efficiency of Decision-Making at the Municipal 
Property Assessment Corporation (André Marin), 
V13t 
Ontario Economic Accounts (Ministry of Finance), 3205 


Resale House Price and Property Assessment Analysis: 


City of Toronto and Muskoka & Haliburton 
(Cushman & Wakefield LePage Inc.), 1061 
2008 Ontario Report Card on Child and Family Poverty 
(Campaign 2000), 4149 
Research and innovation, 290, 3033 
government funding, 1465, 2747 
Residential Tenancies Act, S.O. 2006, c.17, 2736-2737 
Residential Tenancies Amendment Act (Rental 
Insurance), 2009 (Bill 209) 
first reading, 7878-7879 
Retail stores 
big box stores, 724 
SmartCentres 
retail development on Eastern Ave., 897 
Road construction, 5812 
Road Safety Act, 2009 (Bill 126) 
second reading, 4532-4533, 4535, 4538-4540, 4542, 
4545, 4552, 4557, 4561, 4566 
public consultation, 4552 
Sanofi Pasteur Canada 
research facility 
government funding, 1052 
Saskatchewan 
election financing, 2312 
School board trustees 
autonomy, 7680, 7684, 7766 
Cary-Meagher, Sheila (Beaches—East York), 7682 
Catholic school trustees 
Kennedy, Angela (St. Paul's), 7682 
Dandy, Cathy (Toronto—Danforth), 7682 


[872] 


School boards 
appointment of supervisors by government, 7683 
Schools 
closure 
rural Ontario, 7683 
maintenance and repair, 791-792 
Securities Amendment Act (Mutual Funds), 2008 (Bill 140) 
first reading, 4584-4585 
Securities industry 
regulation, 6028 
Self-regulating organizations, 4386 
Services and Supports to Promote the Social Inclusion of 
Persons with Developmental Disabilities Act, 2008 
(Bill 77) 
general discussion, 3203-3204, 5791 
ministerial statement, 1984 
second reading, 2052-2063 
public consultation, 2052-2053, 2057, 2061 
third reading, 2764, 2773-2775, 2813-2821, 2823 
amendments, 2774, 2813-2817 
preamble, 2764, 2774, 2813-2814 
public consultation, 2764, 2773-2774 
regulations, 2774 
Small business 
property tax, 5319 
Queen Street east, 5318-5319 
Smoke-Free Ontario Amendment Act, 2008 (Bill 69) 
second reading, 2139, 2141-2142 
Smoking, 2544, 5650-5651 
ban on smoking in cars with children present 
enforcement, 2141-2142 
Social assistance, 5383 
Social assistance benefits, 1101-1102, 5269-5270 
increase, 5270, 8729 
Social assistance recipients 
Soutar, Pamela case, 3961-3962 
Speaker . 
visit to East York Collegiate Institute, 8353 
Speed limiters, 1075 
impact on trade, 1085 
Speed limits 
inter-provincial co-operation, 1084-1085 
Standing Committee on Red Tape and Regulatory 
Review, 1148-1149 
Stem cell research 
Nagy, Andras (Mount Sinai Hospital), 5327 
Stock exchanges, 3207, 3461 
Strobe alarms, 275 
Student Achievement and School Board Governance Act, 
2009 (Bill 177) 
second reading, 7676-7677, 7680, 7682-7684 
Student debt, 3620 
Supply Act, 2009 (Bill 161) 
second reading, 5705-5708 
Tamil Canadians 
protests, 6495 
Tanning services/ultra-violet light treatment services 
regulation, 2545 
sale or supply to persons under 19 prohibited, 2544- 
2545 


Tarion Warranty Corporation 
warranty coverage, 283 
Tax credits 
food producer donation tax credit, 8109-8110 
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Prue, M. (NDP, Beaches—East York) (continued) 
manufacturing investment tax credit, 762-763, 787, 
3206, 3209, 3461, 3769 
Tax rebates 
gasoline tax rebate 
construction, maintenance or operation of rapid transit 
or public transportation system, 812 
Temporary help agencies 
fees charged to employees, 6360-6361 
Temporary help agency employees 
entitlement to public holiday pay, 6361 
protection, 6351, 6358-6359 
removing barriers to permanent employment, 6361 
rights, 6361 
Throne speech debate 
participation, 388-389, 393, 397 
Time allocation motions 
Access to Adoption Records Act (Vital Statistics Statute 
Law Amendment), 2008 (Bill 12) 
responded to, 1756-1759 
Budget Measures and Interim Appropriation Act, 2008 
(No. 2) (Bill 114) 
responded to, 3788-3790 
Committee sittings 
responded to, 4260-4262 
Interprovincial Policing Act, 2009 (Bill 203) 
responded to, 8971-8972 
Tire tax, 929-930 
Tires 
extended producer responsibility, 930 
Tobacco Damages and Health Care Costs Recovery Act, 
2009 (Bill 155) 
second reading, 5650-5651, 5654 
Tobacco products 
ban on retail display of cigarettes, 2139 
Tobacco products manufacturers 
recovery of tobacco-related health care costs from 
manufacturers, 5654 
Tobacco tax 
reduction, 7547-7549 
Toronto 
procurement policy, 463 
Toronto District School Board 
swimming pools 
closure, 1060 
Toronto Humane Society, 1808 
Toronto Transit Commission (TTC) 
fare increase, 5811-5812 
Giambrone, Adam (chair), 5812 
metropass, 5811-5812 
ridership, 5812 
service reduction, 5812 
Sheppard Ave. subway line extension, 463 
Spadina Ave. subway extension to York University, 463 
Trade, Investment and Labour Mobility Agreement 
(TILMA), 7377-7378 
Transit systems, 5811-5812 
50% Canadian content in transit vehicles purchased in 
Ontario, 746 
manufacture of transit vehicles in Ontario, 3460, 5812- 
5813 
merging of GO Transit and Metrolinx, 5811 
Ottawa, 1143 
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purchase of mass transit vehicles 
made in Ontario, 575, 1738, 3206, 3209 
Transportation infrastructure 
local content, 4019 
Strandherd-Armstrong bridge 
construction, 1141-1142 
Treaty Commission of Ontario, 5497-5498 
Tributes 
Basrur, Sheela (former chief medical officer of health for 
Ontario), 2307-2308 
Cochrane, Jean (Beach Citizen of the Year), 7923 
Gaunt, Murray (former member, Huron—Bruce), 7781 
Lankin, Frances (former member, Beaches—East York 
and CEO United Way of Toronto), 9370-9731 
Lawrence, Allan (former member, St. George), 6501 
McLaughlin, John (recipient, community service award 
for former provincial employees), 2214 
Trucking industry, 1084 
Unemployment, 574, 5263 
London, 389 
Unemployment rate, 786 
United Nations Convention on the Rights of Persons with 
Disabilities, 1984 
United Nations (UN) 
Universal Declaration of Human Rights, 9241 
United States 
economic conditions, 393, 3202, 3459 
financial rescue package, 3207-3208 
mortgage industry, 3458 
Universities/colleges 
York University 
collective bargaining, 4727, 4756 
labour relations, 4722 
strike, 4706, 4713, 4726-4730, 4764 
Unlawful Firearms in Vehicles Act, 2008 (Bill 56) 
general discussion, 2538 
Venture capital, 4365-4367 
shortage, 2986 
Victims of crime 
compensation, 2538 
Video gaming industry 
government funding, 763 
Voters' lists, 2314 
Wal-Mart 
minimum wage, 117 
Waste management/programs 
tire recycling program, 929-930 
Workers 
injured workers, 1943 
protection, 3205 
replacement workers 
ban on use during strike or lockout, 7935 
Workers' rights 
right to strike, 4728 
Workplace Safety and Insurance Board (WSIB) 
experience rating system, 1942 
York University Labour Disputes Resolution Act, 2009 
(Bill 145) 
second reading, 4706, 4713, 4722, 4726-4730, 4764, 
4767-4768 
Youth justice system 
closure of CASATTA and York Detention Centres, 7640 
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Pupatello, Hon. S. (LIB, Windsor West) 
Aditya Birla Group, 3287 
Automobile industry, 1425, 2291, 2387, 2488 
auto sector investment fund, 643, 1920-1921 
Ford Motor Company of Canada 
Essex engine plant, 643 
Flex crossover, 2291, 2515-2516 
Ford Crown Victoria, 3288 
Oakville assembly plant, 768 
General Motors of Canada Ltd., 2288, 2516 
Beacon project, 1967-1968, 2342-2343, 2515-2516 
job guarantee in return for government assistance, 
2433 
layoffs, 1424, 1919, 1967 
payment of government loans, 2434, 2517 
plant shutdown, 2288 
government funding, 2433-2435, 7574 
investment, 2343 
layoffs, 2291 
Budget, 2386-2387 
Business 
government assistance, 499 
Business education tax 
reduction, 1205 
Capcom Co. Ltd., 3287 
Capital tax 
elimination, 768, 2386 
Capital works projects 
government funding 
Windsor, 417 
Cityscape Dubai, 3286 
Debates re answers to oral questions 
Forest industry 
participation, 9675-9676 
Eastern Ontario development fund, 7769 
Economic development, 770 
Ottawa region, 7384 
Economic growth, 1309 
five-point economic plan, 1205 
Education funding 
government funding, 3287 
Electric vehicles, 4903-4904 
Employment creation, 2160 
Energy 
renewable energy, 4903 
Environmental Commissioner of Ontario, 9540-9541 
FAG Aerospace, 3288 
Federal government 
constructive engagement policy with China, 893 
Ferrero Canada Limited, 3287 
Forest industry 
government funding, 9639-9640, 9675-9676 
French-language debates 
Déclarations ministérielles et reponses 
Secteur manufacturier, 44 
Government orders 
Ontario economy 
responded to, 3285-3288 
Government record 
PC (1995-2003) 
social assistance benefits, 3855-3856 
GRK Fasteners 
tariffs paid, 8821-8822 
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Harmonized sales tax 
impact on small business, 7837 
High technology industries 
Ottawa, 8068 
Industry shutdowns 
Canac Kitchens Ltd., 2157-2158 
CanGro Foods Inc., 1252, 1474-1475 
International marketing centres, 3285-3286 
Beijing, 3286 
London, 3285 
Munich, 3286 
New Delhi, 3286 
Paris, 3285-3286 
Shanghai, 3286 
International trade, 3285, 7873 
with India, 7873 
International trade agreements 
Canada-United States procurement agreement, 9496- 
9497 
Investment in Ontario, 1309, 1514, 3285-3287, 4903- 
4904, 4906-4907 
Linamar Corp. 
provincial grants, 1969 
Manufacturing industry, 44, 2159-2160, 2344 
federal government assistance, 25 
government funding, 1969, 2157-2158 
Hamilton, 52-53 
Members'/ministers' expenditures 
Jackson, Cameron (former Minister of Tourism and 
Recreation), 4908 
Pupatello, Sandra (Minister of International Trade and 
Investment), 4906 
Members/ministers quoting statements 
Hargrove, Buzz (former president, Canadian Auto 
Workers), 2343, 2387, 2435, 2516-2517 
Tory, John (leader, PC Party), 1920 
Members'/ministers' remarks 
NDP (2003-2010) 
Hampton, Howard (Kenora-Rainy River) 
as leader of the third party, 2517 
PC (1995-2003) 
Runciman, Robert W. (Leeds—Grenville), 2433 
PC (2003-2010) 
Elliott, Christine (Whitby—-Oshawa), 1920, 2488 
Runciman, Robert W. (Leeds—Grenville) 
as Leader of the Opposition, 2488 
withdrawn, 1514, 3490, 8994 
Ministerial statements, presented 
Government investments, 643 
Manufacturing industry, 44 
Small business, 7837-7838 
Ministers redirecting oral questions, 2344, 9640 
Ministry of Agriculture, Food and Rural Affairs 
buy local strategy, 8070 
Ministry of Economic Development and Trade 
advanced manufacturing investment strategy (AMIS) 
program, 44, 1309 
Next Generation of Jobs Fund, 44, 424, 505, 643, 768, 
1514, 2342, 2432, 2959-2960 
Ontario Automotive Investment Strategy (OAIS), 2434 
Ministry of Training, Colleges and Universities 
skills to jobs action plan, 768 
Movies 
Titanic, 3288 
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Pupatello, Hon. S. (LIB, Windsor West) (continued) 
Navistar International Corp. 
layoffs, 7962-7963 
Ombudsman of Ontario, 9539-9540 
Ontario child benefit (OCB), 3856 
Ontario Manufacturing Council, 44 
Ontario Works program benefits 
temporary care assistance (TCA), 3856 
Opposition day motions, responded to 
Child care, 3855-3856 
Oral questions, responded to 
Automobile industry, 1919-1921, 1967-1968, 2288, 
2291, 2342-2344, 2386-2387, 2432-2435, 2488, 
2515-2518 
Eastern Ontario development, 7769 
Economic development, 505, 7384, 7575, 8068 
Employment, 768 
Forest industry, 9639-9640 
Government appointments, 9539-9541 
Government investments, 2959-2960 
International trade, 770, 772, 893, 948-951, 7873, 8070, 
9496-9497 
Manufacturing jobs, 25, 423-424, 1424-1425, 1968- 
1969, 2157-2160, 2344, 7962-7963, 8821-8822 
Manufacturing sector, 52-53 
Minister's expenses, 4906-4908 
Ontario budget, 499 
Ontario economy, 1205, 1309, 1514, 4903-4904 
Plant closures, 1251-1252, 1474-1475 
Small business, 502-503 
Windsor economy, 417 


Rowan Williams Davies and Irwin Inc. (RWDI), 3286-3287 


Small business, 7837-7838 
government funding, 502-503 
tax reduction, 7837 

Speaker 
election (28 November 2007) 

congratulatory remarks, 25 

Trade missions, 3286 

China, 893, 950-951, 1205 
travel expenses, 772 

Trade offices 
China, 770 

United States 
economic conditions, 2158, 3285 

U.S. Steel Canada 
pension benefits, 52 

Workers 
job retraining, 2288 


Q 


Qaadri, S. (LIB, Etobicoke North) 
Access to Adoption Records Act (Vital Statistics Statute 
Law Amendment), 2008 (Bill 12) 
time allocation motion 
responded to, 1751-1752 
Adoption disclosure 
medical information, 1751 
no-contact notice, 1752 
Apology, 2007 
Automated external defibrillators (AED), 3922 
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Awards 
| Love Greenbelt award 
art contest, 7080 
Blind/visually-impaired persons, 9571-9572 
Blood pressure, 1791 
Budget surplus 
transfer of funds to municipalities for infrastructure 
projects, 1296 
Cancer 
skin cancer, 2546 
Cancer care 
government funding, 635, 1931 
Cancer screening programs, 1931 
Cardiometabolic syndrome, 1790-1791 
Cardiovascular diseases, 1789-1790 
risk factors, 3922 
Children 
physical and intellectual development, 9604-9605 
Cholesterol, 1791 
Community health centres (CHCs), 380 
satellite centres, 380 
Congratulatory remarks 
Patel, Esha (winner, | Love Greenbelt award art 
contest), 7080 
Coronary heart disease, 255 
Cosmetic Pesticides Ban Act, 2008 (Bill 64) 
second reading, 1839, 1858 
Cystic fibrosis, 2097 
Diabetes, 255-256 
Domestic violence, 4974 
Electronic health records, 2229 
protection of privacy, 2228-2230 
Employment-related benefits 
severance/termination payments, 6657 
Family law 
reform, 4969, 4973-4974, 6611 
Family Statute Law Amendment Act, 2009 (Bill 133) 
second reading, 4969, 4973-4974 
third reading, 6611 
Festivals 
Toronto International Film Festival 
government funding for completion of Toronto 
International Film Festival Bell Lightbox facility, 
7270 
French-language debates 
Affaires d'intérét public émanant des députés 
Accessibilité pour les personnes handicapées, 9571 
Loi de 2010 sur la Journée «zéro déchet», projet de loi 
247, 9564 
Loi de 2009 sur le Jour de la sensibilisation a la 
cardiopathie congénitale, projet de loi 178 
deuxiéme lecture, 8881-8882 
Déclarations des députés 
Traitement du cancer, 1931 
Loi de 2010 modifiant des lois en ce qui conceme 
l'apprentissage des jeunes enfants a temps plein, 
projet de loi 242 
deuxiéme lecture, 9603 
Loi de 2008 portant sur une alimentation saine pour des 
écoles saines, projet de loi 8 
deuxiéme lecture, 255 
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Loi de 2008 sur les services et soutiens favorisant 
l'inclusion sociale des personnes ayant une 
déficience intellectuelle, projet de loi 77 

deuxiéme lecture, 2062-2065 

Loi de 2008 sur I'Office des télécommunications 
éducatives de langue frangaise de I'Ontario, projet 
de loi 55 

deuxiéme lecture, 1639 
Questions orales 
Accessibilité pour les personnes handicapées, 8413 
Rapports des comités 
Comité permanent de la politique sociale, 8035 
Full Day Early Learning Statute Law Amendment Act, 
2010 (Bill 242) 
second reading, 9603-9607 
Government notice of motions 
Personal health information protection 
responded to, 2228-2230 
Government record 
Liberal (2003-2010) 
budget deficit, 1296 
Graduation (statistics), 3047 
Greenbelt plan, 7079-7080 
Health care funding 
government funding, 5864 
Healthy Food for Healthy Schools Act, 2008 (Bill 8) 
second reading, 255-257 
Heart disease, 3921 
Highway safety 
ban on driving motorcycles with child passengers, 4487 
Hospital services 
emergency 
information sheets for patients, 8895 
Hypertension, 1791 
Investing in Ontario Act, 2008 (Bill 35) 
time allocation motion 
responded to, 1296 
Kindergarten 
full-day, 9412 
site selection process, 9604 
Madresa Ashraful Uloom Act, 2008 (Bill Pr5) 
first reading, 410 
Medical isotopes 
shortage, 134-135 
impact on magnetic resonance imaging and computed 
tomography, 134 
Members/ministers quoting letters 
Canadian National Institute for the Blind (CNIB), 9571- 
9572 
Members/ministers quoting magazine articles 
Harpers Magazine, 5863 
Members/ministers quoting newspaper articles 
Ottawa Citizen, 5863 
Members/ministers quoting statements 

Roosevelt, Franklin (32nd United States president), 5863 

Ryan, James (president, Ontario English Catholic 
Teachers’ Federation), 9607 

Members'/ministers' remarks 
PC (2003-2010) 
Dunlop, Garfield (Simcoe North), 731 
Yakabuski, John (Renfrew—Nipissing—Pembroke), 731 
Members' statements 
Cancer screening, 730-731 
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Cancer treatment, 1931 
Cystic fibrosis, 2097 
Full-day kindergarten, 9412 
Parkinson's disease, 5787 
Psychiatric Patient Advocate Office, 2215 
Ramadan, 2789, 7392-7393 
Riding of Etobicoke North, 3242 
Ministry of Economic Development and Trade 
Next Generation of Jobs Fund, 3242 
Ministry of Education 
student success strategy 
specialist high skills major, 3047 
Ministry of Health and Long-Term Care, 1790 
Ontario newborn screening program, 2097 
Ministry of Health Promotion, 1790 
Ministry of Training, Colleges and Universities 
Pathways to Education program, 26 
skills to jobs action plan, 3242 
Obesity, 255 
Ontario budget speech (26 March 2009) 
responded to, 5862-5865 
Ontario health insurance plan (OHIP) 
inclusion of prostate-specific antigen test as insured 
service, 730-731, 2370 
Oral questions, presented 
Accessibility for the disabled, 8412-8413 
Community health centres, 380 
Greenbelt, 7079-7080 
Heart disease, 3921-3922 
High school students, 3047 
Medical isotopes, 134-135 
Pathways to Education, 26 
Royal Ontario Museum, 613 
Tobacco control, 894 
Tourism, 7269-7270, 8214-8215 
Parkinson's disease, 5787 
Personal Health Information Protection Act, S.O. 2004, 
c.3, Sched. A 
review by Standing Committee on Social Policy, 2230 
Persons with disabilities 
barrier-free access, 8413 
developmental disabilities 
application centres for services, 2064 
services, 2063-2064 
Pesticides/herbicides 
ban on use and sale of cosmetic pesticides, 1839 
health risks, 1858 
Petitions 
Hospital funding, 528, 1891, 3050, 7286 
Plastic bottles, 3946-3947 
Positron emission tomography (PET), 2369 
Poverty Reduction Act, 2009 (Bill 152) 
second reading, 5260, 5561-5562 
Private members' public business 
Accessibility for the disabled 
responded to, 9571-9572 
Apology Act, 2008 (Bill 59) 
second reading, 2007 
Congenital Heart Disease Awareness Day Act, 2009 
(Bill 178) 
second reading, 8881-8882 
Diagnostic services 
responded to, 2369-2370 
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Health promotion 
presented, 1789-1791, 1795-1796 
Highway Traffic Amendment Act (Child Passengers on 
Motorcycles), 2008 (Bill 117) 
second reading, 4487-4488 
Protection for workers 
responded to, 6657 
Public Hospitals Amendment Act, 2009 (Bill 216) 
second reading, 8895 
Single-Use Bottled Water Ban Act, 2008 (Bill 112) 
second reading, 3946-3947 
Skin Cancer Prevention Act, 2008 (Bill 83) 
second reading, 2545-2546 
Zero Waste Day Act, 2010 (Bill 247) 
second reading, 9564 
Psychiatric Patient Advocate Office, 2215 
Public education campaigns 
Congenital Heart Disease Awareness Day, 8881-8882 
Cystic Fibrosis Awareness Month, 2097 
National CPR Month, 3921 
Parkinson's Awareness Month, 5787 
Zero Waste Day, 9564 
Religious holiday observance 
Ramadan, 2789, 7392-7393 
Royal Ontario Museum (ROM) 
Michael Lee-Chin Crystal, 613 
School cafeterias 
ban on trans fat in food and beverages, 255-257 
Services and Supports to Promote the Social Inclusion of 
Persons with Developmental Disabilities Act, 2008 
(Bill 77) 
second reading, 2062-2065 
Speaker 
election (28 November 2007) 
congratulatory remarks, 26 
Supply Act, 2008 (Bill 45) 
second reading, 635 
Time allocation motions 
Access to Adoption Records Act (Vital Statistics Statute 
Law Amendment), 2008 (Bill 12) 
responded to, 1751-1752 
Investing in Ontario Act, 2008 (Bill 35) 
responded to, 1296 
Tobacco Damages and Health Care Costs Recovery Act, 
2009 (Bill 155) 
second reading, 5645 
Tobacco habit, 5645 
Tobacco products 
ban on retail display of cigarettes, 894 
purchase, 894 
Tourism industry 
government funding, 8215 
Greater Toronto Area (GTA), 7269 
Transfer payments 
Ontario municipal partnership fund (OMPF), 1296 
Transit systems 
Move Ontario 2020 plan, 3242 
Vital health statistics, 1796 


R 


Ramal, K. (LIB, London—Fanshawe) 
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Access to Adoption Records Act (Vital Statistics Statute 
Law Amendment), 2008 (Bill 12) 
second reading, 753-754 
third reading, 1431-1433 
time allocation motion 
responded to, 1747-1749 
Adoption disclosure, 753-754, 1431-1432, 1747-1749 
no-contact notice, 1747-1748 
protection of privacy, 1433 
Agencies/boards/commissions/etc. 
subject to freedom of information requests, 9235-9336 
Amateur sports programs 
criminal record checks, 6874 
Animal protection, 1679 
Appreciation 
Hamka, Wajih (dentist and businessman), 7229 
Hickman, Shirley (founder and executive director, 
Threads of Life), 4474-4475 
Artists 
employment protection, 6245 
Association canadienne-frangaise de l'Ontario (ACFO), 
6849 
Automated external defibrillators (AED), 1671, 4111-4112 
Beaches 
protection, 724 
Budget deficit, 5804 
Budget Measures Act, 2009 (Bill 162) 
second reading, 6031 
Budget Measures and Interim Appropriation Act, 2008 
(Bill 44) 
second reading, 920-921 
Budget Measures and Interim Appropriation Act, 2008 
(No. 2) (Bill 114) 
second reading, 3667-3670 
Budget surplus 
transfer of funds to municipalities for infrastructure 
projects, 816, 818-819, 1293 
Bullying, 4064 
Business 
government assistance, 3668 
Cable/satellite providers 
requirement to broadcast legislative proceedings of the 
province or territory, 3255-3256 
Canadian Cancer Society, 2529 
Cancer, 2368, 2529, 2541 
skin cancer, 2540-2541 
Capital works projects 
government funding, 3667, 6018 
Child care, 539 
Child care centres 
licensing restricted to not-for-profit sector, 538 
Salvation Army Village Day Nursery (London), 1893 
Simply Kids Inc., 539 
Child custody, 4979 
grandparents’ rights, 1348-1349 
Child protection, 4979, 6464 
Children's aid societies (CASs) 
government funding, 9505 
Children's health care, 1311 
Clean Water Act, S.O. 2006, c.22, 724 
Climatic changes, 1197 
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Colleges Collective Bargaining Act, 2008 (Bill 90) 
second reading, 2510 
Colleges of applied arts and technology (CAATs) 
Fanshawe College, 3394-3395, 7132 
Community care access centres (CCACs), 4124 
Community organizations 
Over 55, 9042 
Computed tomography (CT), 2369 
Condominium owners 
protection, 7260-7261 
Conferences/seminars/symposiums 
Leading the Way: Developing a Poverty Reduction 
Strategy for People with Disabilities, 5783 
Congratulatory remarks 
Sir Wilfrid Laurier Secondary School faculty and 
students, 5667 
Usher, Harold (councillor, London), 4295 
Construction industry 
use of Ontario wood products, 7948 
Consumer protection, 2361-2362 
energy contracts, 9492 
security deposits for utilities and disconnections, 9248 
Coroner inquests 
Elderkin, Linda and Paul Benson (died in fire), 268 
Coroners Act, R.S.O. 1990, c.C.37 
section 22 (Minister may direct coroner to hold inquest), 
4413 
Coroners Amendment Act, 2009 (Bill 115) 
second reading, 4413 
repeal of section 22 of Coroners Act, 4413 
third reading, 7022 
Corporations 
executive compensation caps for corporations receiving 
grant or loan from Ontario, 7049-7050 
Cosmetic Pesticides Ban Act, 2008 (Bill 64) 
second reading, 2021 
Countering Distracted Driving and Promoting Green 
Transportation Act, 2009 (Bill 118) 
second reading, 4100 
Dairy products industry, 8924-8925 
Developmental services institutions (DSI) 
closure, 5999 
Diamond Aircraft 
government funding, 3394 
Doctor shortage, 1312, 5686 
Domestic violence, 4979-4980 
Driver distractions, 4100 
Driver licences 
enhanced driver licences, 2330-2332 
senior drivers' conditional licence, 9055-9056, 9062 
Drivers 
impaired drivers, 6390 
driver licence suspension, 6391 
RIDE program, 8072 
new drivers, 6133-6134 
Driving 
ban on use of cellular telephones and electronic 
entertainment devices while driving, 4100 
Economic conditions, 3394-3395, 3667-3670 
Economic growth 
five-point economic plan, 3395 
Economic policy, 584 
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Education funding 
government funding, 386 
Education Quality and Accountability Office (EQAO) 
Ontario Secondary School Literacy Test (OSSLT), 7223- 
7224 
eHealth Ontario 
contracts 
public inquiry, 8277-8278 
Elections/by-elections 
barrier-free access, 8386 
Emergency management, 6643 
Employers 
requirement to contribute 1% of payroll amount to 
workforce training, 3262 
Employment-related benefits 
organ donor leave, 5456 
severance/termination payments, 6656-6657 
Employment Standards Amendment Act (Organ Donor 
Leave), 2009 (Bill 154) 
second reading, 5452-5453, 5456 
Employment Standards Amendment Act (Temporary Help 
Agencies), 2009 (Bill 139) 
second reading, 4883-4885, 5024 
third reading, 6350, 6352-6355 
Energy 
renewable energy, 5068-5069 
government funding, 7528 
Energy conservation 
smart meters, 5074 
Energy Consumer Protection Act, 2010 (Bill 235) 
second reading, 9492 
Environmental assessment process 
restriction on municipal proponents, 4317-4318 
Environmental protection, 1076 
European Union 
labour mobility, 8248 
Exercise, 246 
Exports, 462 
Family law 
reform, 4978-4981 
Family Statute Law Amendment Act, 2009 (Bill 133) 
second reading, 4978-4981 
third reading, 6618-6619 
public consultation, 6618-6619 
Federal government 
senate reform 
elected senate, 8514 
transfer payments 
equalization program, 3243 
Federal-provincial agreements/programs 
child care, 539 
Federal-provincial partnerships, 1106 
Fire escapes 
non-combustible fire escapes, 269 
Fire sprinklers 
mandatory fire sprinkler systems in retirement homes, 
9068 
Firefighters 
volunteer firefighters 
workers' compensation claims, 6858 
Fires 
Hagersville, 928 
Food safety, 4650-4651 
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Ramal, K. (LIB, London—Fanshawe) (continued) 
Food service premises 
disclosure of nutritional information for foods and drinks 
served on premises, 6066 
French-language debates 
Loi de 2008 sur I'accés aux dossiers d'adoption 
(modification de lois en ce qui conceme les 
Statistiques de |'état civil), projet de loi 12 
deuxiéme lecture, 753-754 
Loi de 2008 sur les services et soutiens favorisant 
l'inclusion sociale des personnes ayant une 
déficience intellectuelle, projet de loi 77 
deuxiéme lecture, 2043-2044 
troisieme lecture, 2763 
Loi de 2008 sur I'Office des télécommunications 
éducatives de langue frangaise de I'Ontario, projet 
de loi 55 
deuxiéme lecture, 1620-1621 
Genocide 
Ukraine (1932-1933), 1788 
Good Govemment Act, 2009 (Bill 212) 
second reading, 8385-8388 
Government notice of motions 
Legislative reform 
responded to, 1329-1330 
Government orders 
Ontario economy 
responded to, 3394-3395 
Government record 
Liberal (2003-2010) 
municipal government funding, 818, 820 
social housing, 717 
NDP (1990-1995) 
medical schools, 5686 
PC (1995-2003), 3394 
Greater Toronto and Hamilton Area Transit 
Implementation Act, 2009 (Bill 163) 
second reading, 5718-5721 
Green Energy and Green Economy Act, 2009 (Bill 150) 
second reading, 5068-5069, 5073-5075 
Handgun manufacturers and importers 
liability for harm caused by unlawful use of handguns, 
2537 
Handguns 
ban, 2537 
Harmonized sales tax, 5804, 8855 
Hate crime, 2126 
Health care 
London, 8731 
Health care funding 
accountability and oversight, 8434-8435 
government funding, 2368 
Healthy Food for Healthy Schools Act, 2008 (Bill 8) 
second reading, 243-246 
Highway safety, 1970 
aircraft enforcement program, 1970-19771 
ban on driving motorcycles with child passengers, 4486 
riding in back of commercial/towed vehicles prohibited, 
2179-2180 
exemptions, 2180 
Highway Traffic Amendment Act (Senior Driver's 
Conditional Licence), 2009 (Bill 221) 
first reading, 8655-8656 
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Highway Traffic Amendment Act (Speed-limiting 
Systems), 2008 (Bill 41) 
second reading, 1015, 1076-1079 
Hispanic Canadians, 9054 
Holiday messages, 4680 
Home insurance 
rental home insurance, 8319-8320 
Hospital beds 
critical care beds 
London Health Sciences Centre, 3186 
long-term-care beds, 9274 
Hospital services 
emergency 
information sheets for patients, 8896 
wait times, 3186, 8732 
Hospitals 
St. Joseph's Healthcare 
urgent-care centre, 5387 
Housing 
affordable 
authority of municipal governments to require 
affordable housing in new developments, 7537 
government funding, 7536 
Ideas for the Future Act, 2008 (Bill 100) 
second reading, 2986, 3029, 3119-3120 
Identity theft, 2361 
Income groups 
low 
government funding, 7389 
Income tax 
income splitting between married or common-law 
couples, 2552 
Income tax reduction, 8842 
Industry shutdowns 
Fiddleheads Bar & Grill, 3395 
Forfar Dairy Ltd., 3395 
Infants (newborn) 
medical care, 3275 
Institute for Competitiveness and Prosperity, 717-718 
International investment, 363 
Interprovincial agreements/programs, 461 
Interprovincial Policing Act, 2009 (Bill 203) 
second reading, 7721 
Interwrite Learning and elnstruction 
interactive classroom makeover contest, 5667 
Investing in Ontario Act, 2008 (Bill 35) 
second reading, 816, 818-820 
time allocation motion 
responded to, 1293 
Labour mobility, 8248-8250, 8291-8292 
Labourers' International Union of North America (Local 
1059) 
training trust fund, 5238 
Lake Huron Centre for Coastal Conservation 
green ribbon beach program, 724 
Landfill sites 
site 41 (Tiny township) 
certificate of approval, 8699-8700 
Landlord and tenant 
tenants’ protection, 268-269 
Legislative pages, 5453 
Legislative procedure 
private members’ public business, 2541 


SPEAKER INDEX / INDEX DES INTERVENANTS 


Ramal, K. (LIB, London—Fanshawe) (continued) 
Legislative proceedings 
televised 
Ontario Parliament Network, 3255-3256 
Legislative process 
family friendly reforms, 1329-1330 
Libraries/schools 
use of Internet filtering software, 7744-7745 
Libro Financial Group, 8829 
Local health integration networks (LHINs), 6412 
South West Local Health Integration Network, 9550 
Local news media 
government funding, 6672 
London Economic Development Corp., 5430 
Long-term-care facilities, 6691 
personal care, 4124 
Medical schools, 5686 
Medical transplants 
organ and tissue donation, 5452, 5456 
Melanoma, 2540 
Members'/ministers' birthdays 
Rinaldi, Lou (Northumberland—Quinte West), 40 
Members'/ministers' constituencies/constituency events 
London—Fanshawe 
Breakfast for Bursaries event, 8217 
city of London, 600 
community cleanup, 3536 
environmental protection, 1092-1093 
Think Global Act Local event, 6085 
Members‘/ministers' personal narratives, 1349, 3263, 3947 
Members/ministers quoting statements 
Gable, Michelle (student), 5624 
Institute for Competitiveness and Prosperity, 717-718 
Members'/ministers' remarks 
withdrawn, 3854 
Members’ statements 
After-school programs, 8034 
Anti-bullying initiatives, 4064 
Assistance to the disabled, 5999 
Association canadienne-frangaise de l'Ontario, 6849 
Bouji, Sam, 4581-4582 
Breakfast for Bursaries, 8217 
Canadian Cancer Society, 2529 
Chakma, Amit, 8354 
Child care centres, 1893 
Children's aid societies, 9505 
City of London, 600 
Climate change, 1197 
Community cleanup, 3536 
Defibrillation equipment, 4111-4112 
Diwali, 7924 
Education, 5623-5624 
Environmental protection, 1092-1093, 6085 
Federal-provincial fiscal policies, 3243 
Green power generation, 7528 
Hamka, Wajih, 7229 
Heart defibrillators, 1671 
Hickman, Shirley, 4474-4475 
Injured Workers’ Day, 2216 
Libro Financial Group, 8829 
London Economic Development Corp., 5430 
Long-term care, 9274 
Nesbitt, Christine, 9455 
Optometrists, 3776-3777 
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Over 55, 9042 
Red ribbon campaign, 4030 
ReForest London, 3930 
Research and innovation, 3381 
RIDE program, 8072 
School facilities, 6692 
Seniors' health services, 9550 
Sir Wilfrid Laurier Secondary School, 5667 
Skills training, 5238 
Student literacy, 7697 
Taxation, 8737 
TechAlliance, 7732-7733 
Ukrainian genocide, 4426 
Urgent care, 5387 
Usher, Harold, 4295 
Waste disposal, 5004-5005 
Mental health care 
reform, 4495 
Minimum wage, 382 
increase, 382 
Ministry of Economic Development and Trade 
Next Generation of Jobs Fund, 461, 2986, 3120, 3394 
Ministry of Education 
Parents Reaching Out grants, 5123-5124 
Reconnect to Your Future, 5623-5624 
Ministry of Education/Ministry of Health Promotion 
healthy schools recognition program, 5293-5294 
Ministry of Health and Long-Term Care 
assistive devices program, 3951 
Health Care Connect, 5687 
Ministry of Research and Innovation 
Ontario Research Fund (ORF), 3381 
Missing persons 
with dementia 
Silver Alert program, 8519 
Municipal Act, S.O. 2001, c. 25 
amended by Bill 212, 8386 
Municipal elections/by-elections 
date change to fourth Monday in October, 8386 
Municipal infrastructure, 1105 
government funding 
London, 818 
Municipalities 
federal government funding, 1106 
government funding, 920 
Musculoskeletal disorders (MSDs), 5577-5578 
National/independence/memorial days 
Holodomor Memorial Day, 5307 
Ukrainian genocide, 4426 
Non-profit organizations 
Threads of Life, 4474 
Nortel 
pension plans 
transfers on wind up, 8889 
Obesity, 246 
Occupational health and safety, 2570, 4080-4082 
Ontario budget speech (25 March 2008) 
responded to, 583-585, 667-668 
Ontario College of Trades, 7129-7130 
board of governors 
composition of board 
ban on donors of Working Families Coalition, 8122 
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Ramal, K. (LIB, London—Fanshawe) (continued) Pension funds 
Ontario College of Trades and Apprenticeship Act, 2009 transfer of locked-in pension funds to registered 
(Bill 183) retirement income funds, 6865-6866 
general discussion, 8122 Pension plans, 6459, 7248 
second reading, 7129-7130, 7132 reform, 9463-9464 
Ontario disability support program (ODSP), 4081 Persons with disabilities, 3951 
Ontario French-language Educational Communications barrier-free access, 4680 
Authority Act, 2008 (Bill 55) community-based services, 5999 
second reading, 1620-1622 developmental disabilities 
Ontario health insurance plan (OHIP) deinstitutionalization, 2053 
three-month waiting period, 584 government funding, 2044 
Ontario Labour Mobility Act, 2009 (Bill 175) services, 2043, 2065, 2819, 9406-9407 
second reading, 8248-8251, 8291-8292 government funding, 5783 
Ontario Recreation program, 6802 service agencies/application centres, 2772 
Ontario Tax Plan for More Jobs and Growth Act, 2009 inspections, 2772 
(Bill 218) services, 2763 
second reading, 8842, 8855 social inclusion, 2763 
Ontario Works program, 4081 volunteer payment 
Ontario Works program benefits excluded from determination of assets, 4680 
temporary care assistance (TCA), 3853 Pesticides/herbicides 
Opposition day motions, responded to ban on use and sale of cosmetic pesticides, 2021 
Child care, 3853-3854 Petitions 
Electronic health information, 8277-8278 Alma College, 1927 
Government accountability, 6018 Biogas facility, 5743 
Government spending, 5803-5805 Cemeteries, 8269 
Health care oversight, 8434-8435 Government services, 8223 
Hospital services, 6412 Hispanic community, 9048 
Tobacco control, 1489-1490 Multiple myeloma, 5007, 5244-5246 
Workplace insurance, 4080-4082 Sale of domestic wines and beers, 7880, 8271 
Young offenders, 3017-3018 Photo Card Act, 2008 (Bill 85) 
Optometrists, 3777 second reading, 2329-2333, 2337 
Oral questions, presented third reading, 3909 
Access to health care, 3186, 3275, 5686-5687 Photo identification cards, 2330-2331, 2337 
Assistance to the disabled, 5783-5784 cost, 2329-2330 
Children's health services, 1311-1312 enhanced photo cards, 2331 
Drinking and driving, 6390-6391 privacy/security of information, 2337, 3909 
Education funding, 5123-5124 Police officers 
Emergency preparedness, 6643 hiring, 4132 
Environmental protection, 1470-1471 use of tasers, 4422 
Food safety, 4650-4651 Police services 
Health care, 8731-8732 cross-border policing, 7721 
Highway safety, 1970-1971 Positron emission tomography (PET), 2368 
Human rights, 2126 Poverty, 386-387, 716-717 
Long-term care, 6691 Poverty Reduction Act, 2009 (Bill 152) 
Low-income Ontarians, 7389 second reading, 5256, 5565 
Minimum wage, 382 Poverty reduction strategy, 716-717, 5784 
Municipal finances, 1105-1106 Powers of attorney 
Occupational health and safety, 5577-5578 conditions to prevent abuse, 8715 
Public transit, 5315-5316 Private members’ public business 
Research and innovation, 5469-5470 Canadian Mass Transit Vehicles Act, 2008 (Bill 31) 
Services for the developmentally disabled, 9406 second reading, 461-462 
Sports and recreation infrastructure, 6802 Capping Executive Compensation Act, 2009 (Bill 180) 
Student achievement, 7223-7224 second reading, 7049-7050 
Use of tasers, 4422-4423 Children's Law Reform Amendment Act, 2008 (Bill 33) 
Workplace safety, 2570 second reading, 1348-1349 
The Original Cakerie Ltd. Children's Safety and Protection Rights Act, 2009 (Bill 
government funding, 3394-3395 130) 
Passports, 2330-2331 second reading, 6463-6464 
Pediatric surgery Condominium Owners Protection Act, 2009 (Bill 186) 
wait times, 3275 second reading, 7260-7261 
Pension Benefits Amendment Act, 2010 (Bill 236) Consumer Reporting Amendment Act, 2008 (Bill 75) 
second reading, 9463-9464 second reading, 2361-2362 
Pension benefits guarantee fund, 7248 Cultural diversity 


responded to, 7062-7063 
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Ramal, K. (LIB, London—Fanshawe) (continued) 


Day Nurseries Amendment Act (Not for Profit 
Corporations), 2008 (Bill 26) 
second reading, 538-539 
Diagnostic services 
responded to, 2368 
Education Amendment Act (Pupils with Diabetes), 2009 
(Bill 137) 
second reading, 5293-5294 
Education Statute Law Amendment Act (Electronic 
Sexual Material), 2009 (Bill 202) 
second reading, 7744-7745 
Electricity Amendment Act (Protection Against Security 
Deposits), 2009 (Bill 228) 
second reading, 9248 
Employment Standards Amendment Act (Protection for 
Artists), 2009 (Bill 165) 
second reading, 6245 
Environmental Assessment Amendment Act, 2008 (Bill 
123) 
second reading, 4317-4318 
Faimess for Families Act, 2008 (Bill 88) 
second reading, 2552 
Fire Protection and Prevention Amendment Act (Fire 
Sprinkler Retrofitting), 2009 (Bill 214) 
second reading, 9068 
Fire Protection Statute Law Amendment Act, 2009 (Bill 
14) 
second reading, 268-269 
Forest industry 
responded to, 7948 
Freedom of Information and Protection of Privacy 
Amendment Act (Institutions), 2009 (Bill 227) 
second reading, 9235-9236 
Fuel safety 
responded to, 3346-3347 
Handgun Manufacturers' and Importers’ Liability Act, 
2008 (Bill 82) 
second reading, 2537 
Healthy Decisions for Healthy Eating Act, 2009 (Bill 156) 
second reading, 6066 
Healthy schools 
responded to, 2376-2377 
Highway Traffic Amendment Act (Child Passengers on 
Motorcycles), 2008 (Bill 117) 
second reading, 4486 
Highway Traffic Amendment Act (Senior Driver's 
Conditional Licence), 2009 (Bill 221) 
second reading, 9055-9057, 9062 
Hispanic community 
responded to, 9054 
Holodomor Memorial Day Act, 2008 (Bill 61) 
second reading, 1788 
Holodomor Memorial Day Act, 2009 (Bill 147) 
second reading, 5307 
Human rights 
responded to, 9244 
Jay Lawrence and Bart Mackey Memorial Act (Highway 
Traffic Amendment), 2008 (Bill 74) 
second reading, 2179-2180 
Legislative channel 
responded to, 3255-3256 
Long-term care 
responded to, 4123-4124 
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Mental health and addiction services 
responded to, 4495 
Missing persons alert 
responded to, 8519 
News media 
responded to, 6672 
Ontario College of Trades 
responded to, 8122 
Pension Benefits Amendment Act (Transfers on Wind 
Up), 2009 (Bill 213) 
second reading, 8889 
Pension Benefits Amendment Act (Unlocking Pension 
Funds), 2009 (Bill 116) 
second reading, 6865-6866 
Pension plans 
responded to, 6459, 7248 
Planning Amendment Act (Enabling Municipalities to 
Require Inclusionary Housing), 2009 (Bill 198) 
second reading, 7536-7537 
Police officers 
responded to, 4131-4132 
Poverty 
responded to, 716-717 
Property Tax Deferral Act, 2008 (Bill 78) 
second reading, 2188 
Protection for workers 
responded to, 6656-6657 
Protection of Minors in Amateur Sports Act, 2009 (Bill 
30) 
second reading, 6874 
Protection of Vulnerable and Elderly People from Abuse 
Act (Powers of Attomey), 2009 (Bill 188) 
second reading, 8715-8716 
Public Hospitals Amendment Act, 2009 (Bill 216) 
second reading, 8896 
Red Tape and Regulatory Review Act, 2008 (Bill 57) 
second reading, 1147-1148 
Red Tape Reduction Policy Act, 2008 (Bill 121) 
second reading, 4138-4139 
Residential Tenancies Amendment Act (Rental 
Insurance), 2009 (Bill 209) 
second reading, 8319-8320 
Senators' Selection Act, 2009 (Bill 67) 
second reading, 8514-8515 
Single-Use Bottled Water Ban Act, 2008 (Bill 112) 
second reading, 3947 
Skills training 
responded to, 3262-3263 
Skin Cancer Prevention Act, 2008 (Bill 83) 
second reading, 2540-2542, 2547 
Small business 
responded to, 7748-7749 
Smoke-Free Ontario Amendment Act, 2008 (Bill 42) 
second reading, 551-552 
Smoke-Free Ontario Amendment Act (Cigarillos), 2008 
(Bill 124) . 
second reading, 4306 
Social Assistance Statute Law Amendment Act 
(Registered Disability Savings Plans), 2008 (Bill 94) 
second reading, 4680-4681 
Taxation Amendment Act (Equipment Purchased for 
Persons with Disabilities), 2008 (Bill 109) 
second reading, 3951-3952 
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Ramal, K. (LIB, London—Fanshawe) (continued) 
Tire disposal 
responded to, 928-929 
Waste Disposal Site 41 in the Township of Tiny Act, 
2009 (Bill 32) 
second reading, 8699-8700 
Waste Reporting Act, 2008 (Bill 105) 
second reading, 3354 
Water quality 
responded to, 724 
Workplace Safety and Insurance Amendment Act 
(Firefighters), 2009 (Bill 169) 
second reading, 6858, 6865-6866 
Workplace Safety and Insurance Board 
responded to, 4502 
Propane explosions 
Sunrise Propane, 3346 
Propane facilities 
institution of buffer zones, 3347 
Propane safety, 3347 
Provincial-aboriginal relations, 350 
Provincial Animal Welfare Act, 2008 (Bill 50) 
second reading, 1679 
Public education campaigns 
Bullying Awareness Week, 4064 
“Eat Local: Live Fresh," 2376-2377 
Emergency Preparedness Week, 6643 
Hispanic Heritage Month, 9054 
Injured Workers' Day, 2216 
International Mother Language Day, 7063 
Red ribbon campaign, 4030 
Public Sector Expenses Review Act, 2009 (Bill 207) 
second reading, 7566 
Public service, 1147 
Pupils with diabetes 
monitoring and treatment, 5293 
Recreational Infrastructure Canada (RInC) program, 6802 
Registered disability savings plans, 4680 
Regulations, 1147-1148, 3395-3396 
Regulatory bodies, 1147 
Religious holiday observance 
Diwali, 7924 
Reports 
A Fine Balance - Safe Pensions - Affordable Plans - 
Fair Rules (Report of the Expert Commission on 
Pensions), 7248 
Research and innovation, 3029 
Residential Tenancies Act, S.O. 2006, c.17, 8320 
Road safety, 6390 
Road Safety Act, 2009 (Bill 126) 
third reading, 6133-6134 
School breakfast programs, 244 
School cafeterias 
ban on trans fat in food and beverages, 244-246, 5293 
School facilities 
retrofit, 6692 
School vending machines 
ban on unhealthy food and beverages, 244-245, 5293 
Senior homeowners' property tax grants, 2188 
Services and Supports to Promote the Social Inclusion of 
Persons with Developmental Disabilities Act, 2008 
(Bill 77) 
second reading, 2043-2045, 2053, 2065 
third reading, 2762-2764, 2772, 2819 
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public consultation, 2772 
regulations, 2772 
Single-Use Bottled Water Ban Act, 2008 (Bill 112) 
second reading 
public consultation, 3947 
Sisters of St. Joseph of the Diocese of London, in Ontario 
Act (Tax Relief), 2009 (Bill Pr26) 
first reading, 6996 
Skilled trades, 7129, 7132 
Skills and trades centres 
government funding, 8122 
Skin Cancer Prevention Act, 2008 (Bill 83) 
first reading, 2136 
Small business, 4080-4081 
government assistance in complying with regulations, 
7749 
regulatory reduction, 4138 
Smoking, 551-552, 4306 
ban on smoking in cars with children present, 2541 
ban on smoking in workplaces/enclosed public places, 
551 
enforcement, 552 
Smoking cessation programs 
government funding, 551 
Speed limiters, 1015, 1077 
Stem cell research, 5452 
Tanning services/ultra-violet light treatment services 
sale or supply to persons under 19 prohibited, 2136, 
2540-2542 
Tax credits 
purchase of equipment or devices for persons with 
disabilities, 3952 
Tax rebates 
gasoline tax rebate 
construction, maintenance or operation of rapid transit 
or public transportation system, 819 
Tax reduction, 3395 
Taxation Amendment Act (Equipment Purchased for 
Persons with Disabilities), 2008 (Bill 109) 
second reading 
public consultation, 3951-3952 
TechAlliance, 7731-7732 
Technical safety standards, 8083-8084 
Technical Standards and Safety Statute Law Amendment 
Act, 2009 (Bill 187) 
second reading, 8083-8084, 8094-8095 
Temporary help agencies 
fees charged to employees, 4883 
regulation, 5024, 6352-6355 
Temporary help agency employees 
protection, 4883-4885, 6350 
TFO, 1620-1622 
educational programming, 1620-1621 
Thames Valley District School Board 
government funding, 7224 
Throne speech debate 
participation, 350, 358, 362-363, 386-387 
Time allocation motions 
Access to Adoption Records Act (Vital Statistics Statute 
Law Amendment), 2008 (Bill 12) 
responded to, 1747-1749 
Investing in Ontario Act, 2008 (Bill 35) 
responded to, 1293 
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Ramal, K. (LIB, London—Fanshawe) (continued) 
Workplace Safety and Insurance Amendment Act, 2008 
(Bill 119) 
responded to, 3890-3891 
Tire tax, 928-929 
Tobacco products 
illegal sale, 1489-1490, 3668, 4306 
Tourism industry, 2331, 2333 
Ontario tourism competitiveness study and action plan, 
2331 
Toxic substances 
reduction plan, 6327, 6374 
government funding, 6371-6372 
public participation, 6372 
Toxics Reduction Act, 2009 (Bill 167) 
second reading, 6327, 6371-6374 
public consultation, 6372 
Traffic congestion, 5719 
Transit systems 
gasoline tax funding, 5315-5316 
Move Ontario 2020 plan, 461 
Transportation infrastructure 
economic development, 5719-5720 
employment creation, 5719 
Tributes 
Bouji, Sam (CEO, Global companies), 4581-4582 
Chakma, Amit (president, Western University), 8354 
Nesbitt, Christine (Olympic gold medallist, speed 
skating, 2010 Winter Olympics), 9455 
Trucking industry, 1076 
Try Recycling Inc., 3354 
tipping fee, 928 
Ultra-violet light treatment services 
sale or supply of ultra-violet light treatment services to 
persons under 19 prohibited, 2136 
Universities/colleges 
government funding, 920-921, 3394 
Unlawful Firearms in Vehicles Act, 2008 (Bill 56) 
general discussion, 2537 
Volunteers, 6874 
Waste management/programs 
cleanup of Pottersburg Creek PCB storage site, 1470- 
1471 
contaminated waste, 5004-5005 
reporting of industrial, commercial and institutional 
waste, 3354 
tire recycling program, 928 
Women's services 
abused women, 4979-4980 
Workers 
injured workers, 2216 
skilled worker shortage, 7129 
skilled workers, 7130 
licensing, 7130 
training, 3262-3263 
Workers' compensation benefits 
coverage for construction workers, 3711, 3715-3719, 
3890-3891, 4080-4082 
Workers’ rights 
injured workers, 3715-3718 
Workplace Safety and Insurance Amendment Act, 2008 
(Bill 119) 
general discussion 
public consultation, 4081-4082 


second reading, 3711, 3715-3719 
time allocation motion 
responded to, 3890-3891 
Workplace Safety and Insurance Board (WSIB), 3715- 
3718, 4080-4082, 4502 
Young offenders 
punishment, 3017-3018 
Youth/student workers 
occupational health and safety, 2570 


Ramsay, D. (LIB, Timiskaming—Cochrane) 
After-school programs 
London, 8034 
Agencies/boards/commissions/etc. 
expenditures 
review by Integrity Commissioner, 7566 
Agricultural fairs 
International Plowing Match and Rural Expo, 2096, 
6693, 7484 
Automobile industry 
Woodstock Toyota, 3309 
Blueberries 
sale of, 640 
Capital works projects 
federal government funding, 2806 
Colleges of applied arts and technology (CAATs) 
Northern College, 8737 
Consumer protection 
energy contracts, 4526 
Crossworks Manufacturing Ltd., 5994 
Debates re answers to oral questions 
Electronic health information 
participation, 8666 
Government advertising 
participation, 3022-3023 
International trade 
participation, 860 
Taxation 
participation, 8667-8668, 8803-8804 
Diamond industry, 5993-5994 
diamond-creating centre, 5994 
Dollar 
Canadian 
exchange rates, 34 
Economic development 
northern Ontario, 33-34 
Electricity retailers/gas marketers, 7144 
contract overwriting, 4671 
contracts, 4669-4671 
cancellation fees, 4671 
cheque cashing, 4670 
reaffirmation letter, 4670 
two-price system, 4670-4671 
reaffirmation letter, 4114-4115 
Federal government 
transfer payments 
equalization program, 2806 
Forest industry, 9174-9175 
government funding, 3309 
northern Ontario, 34 
Government advertising expenditures 
fairness campaign, 3022 
Government contracts 
McKinsey and Co., 8666 
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Ramsay, D. (LIB, Timiskaming—Cochrane) (continued) 
Government orders 
Federal-provincial fiscal policies 
responded to, 2806 
Ontario economy 
responded to, 3308-3309 
Government record 
Liberal (2003-2010) 
education, 33-34 
Green economy, 3308 
Germany, 3308 
Harmonized sales tax 
impact on senior citizens, 8803-8804 
public consultation, 8803-8804 
Highway Traffic Amendment Act (Snow Plows), 2007 (Bill 
27) 
first reading, 286 
Internet 
energy internet, 3308 
Jennmar Corporation, 3444 
Literacy, 7697 
Mace, 5993 
Manufacturing industry 
government funding, 35 
Members'/ministers' remarks 
PC (2003-2010) 
Hudak, Tim (Niagara West-—Glanbrook), 8667 
Members'/ministers’ travel 
Pupatello, Sandra, 3309 
Members’ statements 
Blueberry pickers, 640-641 
Energy contracts, 4526 
International Plowing Match, 2096, 6693, 7484 
Manufacturing jobs, 3444 
Northern College, 8737 
Olympic torch relay, 8073 
Olympics ; 
Vancouver 2010 Winter Olympic 
torch relay, 8073 
1516495 Ontario Inc. Act, 2009 (Bill Pr18) 
first reading, 7153 
Ontario Energy Board Amendment Act, 2008 (Bill 131) 
general discussion, 4526, 7144 
first reading, 4114-4115 
Ontario Energy Board (OEB) 
complaints, 4669, 4671 
Oral questions, presented 
Consumer protection, 7144 
Diamond industry, 5993-5994 
Forest industry, 9173-9174 
Private members’ public business 
Ontario Energy Board Amendment Act, 2008 (Bill 131) 
second reading, 4669-4671, 4676 
Speaker 
election (28 November 2007) 
congratulatory remarks, 33 
Throne speech debate 
participation, 32-35 
Trade missions 
China, 860 


Rinaldi, L. (LIB, Northumberland—Quinte West) 
Aftermarket brake pads 
ban on use of asbestos, 7253 
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Agricultural industry, 4665 
Animal Health Act, 2009 (Bill 204) 
second reading, 8233-8235, 8237, 8448 
public consultation, 8237 
Awards 
Cross of Valour award, 39-40 
Barrie-Innisfil Boundary Adjustment Act, 2009 (Bill 196) 
second reading, 7495 
Boundary adjustment 
Barrie and Innisfil, 7495 
Budget Measures Act, 2009 (Bill 162) 
second reading, 6101, 6104-6105 
Budget Measures and Interim Appropriation Act, 2008 
(Bill 44) 
second reading, 841-844 
Budget Measures and Interim Appropriation Act, 2008 
(No. 2) (Bill 114) 
time allocation motion 
responded to, 3790-3791 
Buy Ontario policy, 4665 
Canadian soldiers, 225 
Carpools, 4215 
Cobourg Go Green Centre, 6079-6080 
Economic development, 9272 
Election Statute Law Amendment Act, 2010 (Bill 237) 
second reading, 9284-9285, 9657 
Electoral process reform, 9285-9286 
special ballots, 9657 
Energy 
renewable energy, 1205-1206, 9725-9726 
renewable energy projects 
First Light solar park, 1205 
Environmental assessment process 
restriction on municipal proponents, 4316 
Environmental Protection Act (Greenhouse Gas 
Emissions Trading), 2009 (Bill 185) 
second reading, 7322 
Festivals 
Warkworth Maple Syrup Festival, 5322 
Fruit wines 
sale at farmers' markets, 4665 
Government record 
Liberal (2003-2010) 
environmental protection, 7322 
hospitals, 91 
PC (1995-2003) 
government service transfer to municipal jurisdiction, 
1024 
Green Energy and Green Economy Act, 2009 (Bill 150) 
second reading, 5344-5345 
Greenbelt plan, 2707 
Greenhouse gas emissions 
reduction, 6079 
Harmonized sales tax, 6101 
impact on cell phone fees, 8648 
impact on manufacturing industry, 8106-8107 
impact on sport, recreation and physical activities, 8648 
Highway improvement 
government funding, 844 
Highway safety 
riding in back of commercial/towed vehicles prohibited, 
1726, 2178-2179 
exemptions, 2179 
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Rinaldi, L. (LIB, Northumberland—Quinte West) 
(continued) 
Highway Traffic Amendment Act (Speed-limiting 
Systems), 2008 (Bill 41) 
second reading, 1010-1011 
Home insurance 
rental home insurance, 8322 
Hospital redevelopment 
Belleville General Hospital, 90 
Hospital services 
critical care services, 4807 
Housing 
affordable 
authority of municipal governments to require 
affordable housing in new developments, 7533- 
7534 
Immigrants 
bridge training programs, 8029-8030 
Infrastructure Ontario 
municipal infrastructure investment initiative (MIll), 481 
Investing in Ontario Act, 2008 (Bill 35) 
second reading, 967-968, 1024 
Jay Lawrence and Bart Mackey Memorial Act (Highway 
Traffic Amendment), 2008 (Bill 74) 
first reading, 1726 
Labour mobility, 8662 
Lake Simcoe Protection Act, 2008 (Bill 99) 
second reading, 2707-2708, 2713 
Liquor Licence Amendment Act (Fruit Wine), 2009 (Bill 
132) 
second reading 
public consultation, 4665 
Livestock 
disease prevention and control, 8448 
traceability systems, 8233 
protection, 8233-8235 
Members'/ministers' constituencies/constituency events 
Northumberland—Quinte West 
Hospice Cup Challenge, 2134-2135 
riding of Northumberland—Quinte West, 1195, 7280 
ridings of Northumberland—Quinte West and 
Peterborough, 5040 
Members'/ministers' personal narratives, 7252 
Members/ministers quoting letters 
Chicken Farmers of Ontario, 8234 
Members/ministers quoting newspaper articles 
Cobourg Daily Star, 842-843 
The Independent (Brighton), 841-842 
Members/ministers quoting statements 
Ontario Federation of Agriculture, 8235 
Ontario Livestock and Poultry Council, 8223-8224 
Pick Ontario Freshness strategy, re, 667 
Quinte West Chamber of Commerce, 6105 
Members’ statements 
Beyond the Blue Box, 6233 
Canadian soldiers, 225 
Garrett, Chris, 39-40 
Hospice Northumberland Lakeshore, 2134-2135 
Mendes, Michelle, 6496 
Minor hockey, 5088 
Riding of Northumberland—Quinte West, 1195, 7280- 
7281 
Ridings of Northumberland—Quinte West and 
Peterborough, 5040 
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Small business, 5739-5740 
Warkworth Maple Syrup Festival, 5322 
Ministry of Agriculture, Food and Rural Affairs 
Ontario market investment fund (OMIF), 7388 
Pick Ontario Freshness strategy, 7387 
Ministry of the Environment 
community go green fund, 6080 
Ministry of Health and Long-Term Care 
surge management program, 4807 
Municipal infrastructure, 481 
government funding 
Northumberland—Quinte West, 841-842, 844, 967-968 
Natural disasters 
floods, 1060-1061 
Obituaries 
Mendes, Michelle (Canadian soldier killed in 
Afghanistan), 6496 
1173931 Ontario Limited Act, 2009 (Bill Pr21) 
first reading, 4912 
Ontario budget speech (25 March 2008) 
responded to, 594, 667 
Ontario Labour Mobility Act, 2009 (Bill 175) 
second reading, 8662, 8810 
Ontario Power Generation fossil-fuel generating stations 
closure, 1206-1207, 6079 
Opposition day motions, responded to 
Electronic health information, 8281-8282 
Oral questions, presented 
Agri-food industry, 7387 
Carpooling, 4215 
Flooding, 1060-1061 
Government services, 7871-7872 
Greenhouse gas emissions, 6079-6080 
Hospital services, 4807 
Infrastructure renewal, 481 
Promoting Ontario, 9272 
Public transportation, 3528-3529 
Renewable energy, 9725-9726 
Renewable energy and conservation, 1205-1206 
Research and innovation, 5321 
School transportation, 8027-8028 
Taxation, 8106-8107, 8648 
Tourism, 197 
Water quality, 995 
Pension Benefits Amendment Act, 2010 (Bill 236) 
second reading, 9349, 9715 
Pension plans 
reform, 9349, 9715 
Petitions 
Anti-smoking legislation, 484 
Decorations of bravery, 83 
Dental care, 5629 
Employment insurance, 658, 697-698, 748, 2093, 2575- 
2516 
Firearms contro}, 1257, 1375 
Hospital funding, 840 
Photo Card Act, 2008 (Bill 85) 
second reading, 2285 
public consultation, 2285 
Private members' public business 
Environmental Assessment Amendment Act, 2008 (Bill 
123) 
second reading, 4316-4317 
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Rinaldi, L. (LIB, Northumberland—Quinte West) 
(continued) 
Highway Traffic Amendment Act (Aftermarket Brake 
Pad Standards), 2009 (Bill 181) 
second reading, 7252-7253 
Jay Lawrence and Bart Mackey Memorial Act (Highway 
Traffic Amendment), 2008 (Bill 74) 
second reading, 2178-2179, 2184 
Liquor Licence Amendment Act (Fruit Wine), 2009 (Bill 
132) 
second reading, 4665-4666 
Planning Amendment Act (Enabling Municipalities to 
Require Inclusionary Housing), 2009 (Bill 198) 
second reading, 7533-7534 
Registered Retirement Savings Protection Act, 2010 
(Bill 96) 
second reading, 3562-3563 
Residential Tenancies Amendment Act (Rental 
Insurance), 2009 (Bill 209) 
second reading, 8321-8322 
Provincial parks 
Presqu'ile Provincial Park, 2708 
Public Sector Expenses Review Act, 2009 (Bill 201) 
second reading, 7559 
Public Vehicles Act, R.S.O. 1990, c.P.54, 4215 
Registered retirement income funds 
protection from creditors, 3562 
Rice Lake 
protection, 2713 
Road safety, 6440 
School boards 
governance 
reform, 7405 
School bus transportation 
procurement process, 8027-8028 
ServiceOntario 
expansion of services in rural Ontario, 7871-7872 
Small business, 3562, 5739 
taxation, 5740 
Speaker 
election (28 November 2007) 
congratulatory remarks, 39 
Sports teams 
Cobourg Scotiabank midgets, 5088 
Stonehedge Bio-Resources Inc., 5321 
Student Achievement and School Board Govemance Act, 
2009 (Bill 177) 
second reading, 7405 
Throne speech debate 
participation, 90-91, 437, 444-445 
Time allocation motions 
Budget Measures and Interim Appropriation Act, 2008 
(No. 2) (Bill 114) 
responded to, 3790-3791 
Tourism industry, 197 
Transportation, 3528-3529 
Transportation system 
government funding, 3529 
Water supply 
source protection, 995 


Runciman, R.W. (PC, Leeds—Grenville) 
Aboriginal blockades, 1245 
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Caledonia 
intervention of Minister of Aboriginal Affairs, 1966-1967 
Deseronto, 1466 
Highway 6 overpass, 1466, 1880-1881, 1883 
Aboriginal land claims 
Caledonia 
role of Minister of Aboriginal Affairs, 1917-1918 
Deseronto, 1417 
law enforcement, 1245 
Aboriginal protests, 1245 
Deseronto, 1466 
development sites in Brantford, 2121 
Administration of justice, 60-61, 3567-3569, 3634-3635, 
3638, 3653-3655, 3771 
collection of data re court wait times, plea bargains, bail 
violations, court adjournments, 60 
Krasniqi, Arber case, 4644-4645 
Agencies/boards/commissions/etc. 
expenditures 
accountability, 7664-7665 
Annual reports 
Office of the Auditor General of Ontario Annual Report 
(2008), 4572 
Office of the Auditor General of Ontario Annual Report 
(2009), 9140 
Appreciation 
Cowieson, Barbara (director, PC Party services), 2614 
Apprenticeship training 
ratio of ttadespeople to apprentices, 519, 1709, 3199 
Apprenticeship training programs 
grants given to International Union of Operating 
Engineers, Local 793, 2340, 2385-2386, 2483-2484 
Automobile industry, 5570 
auto sector investment fund, 1880 
disclosure of agreements with manufacturers, 1917 
employment, 4017 
Fiat Group, 1710 
General Motors of Canada Ltd. 
government funding, 2432 
job guarantee in return for government assistance, 
2432-2433 
layoffs, 1467, 1821-1822, 1879 
participation of Canadian Auto Workers required to 
access government loans, 4748-4749 
pension funds, 4101-4102 
government funding, 2432 
layoffs, 1916, 4143 
Retire Your Ride program, 5570-5571 
unemployment, 2286 
Automobile insurance benefits 
reduction of maximum benefit for non-catastrophic 
injuries to $25,000 
public consultation, 6845 
Automobiles 
provincial sales tax exemption on new car sales, 5569- 
5570 
Bail, 3634, 3653-3655, 3677, 4102 
O'Brien, Nathaniel (murder suspect), 3320-3321 
Bail hearings 
O'Brien Nathaniel (murder suspect), 3676-3677, 4645 
Budget, 496-497, 560-561, 3132, 3177, 3195-3196, 3229, 
3433, 4207-4208, 4779, 4813-4814, 4855-4856, 
4899, 5505-5506, 5569-5570, 5727-5728 
accountability measures, 6037 
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Runciman, R.W. (PC, Leeds—Grenville) (continued) 
balanced budget, 3481-3482 
impact on senior citizens, 5987-5988 
mini-budget, 2286-2287 
pre-budget consultations, 4208 
reserve funds, 3432 
savings, 3525 
Budget deficit, 3177-3178, 3196, 3432, 3453, 3482, 3525, 
4378-4379, 5795, 6036-6037, 6982, 7145, 9139-9140 
Budget Measures Act, 2009 (Bill 162) 
general discussion, 6222-6223 
public consultation, 6223, 6330 
Budget surplus, 3432 
transfer of funds to municipalities for infrastructure 
projects, 555-556 
Business 
government assistance, 6593 
regulation, 3200 
Capital tax, 3198-3200, 5505 
elimination, 330 
Chronic disease management, 2023 
Committee process 
Bill 218, 8973-8974 
Committees 
Select Committee on Elections, 2500-2501 
Select Committee on the Economy, 3316, 3433-3434, 
3452-3454, 3481 
Standing Committee on Finance and Economic Affairs, 
3453 
Community safety, 3635, 3638, 3653-3655 
Concurrence in supply debate (December 2009) 
participation, 9139-9142 
Construction industry 
underground economy, 4073 
Construction workers 
occupational health and safety, 3870 
Consumer reporting agencies 
duty to inform about missing or stolen information, 1726 
Coroner inquests 
power of Minister of Community Safety and Correctional 
Services to hold inquest repealed, 3539 
Corporate income tax, 3200 
Corporate tax reduction, 330, 375, 473, 5505 
Corporate taxes, 374-375, 3824, 5505-5506 
Correctional officers 
abuse of sick leave, 4572-4573 
Cosmetic Pesticides Ban Act, 2008 (Bill 64) 
general discussion, 1710 
Countryman's Estate Winery, 4662 
Court cases/actions 
Baltovich, Robert (re murder of Elizabeth Bain), 1246, 
1303-1304 
Varughese, Saramma and Susan John (murder 
victims), 3654, 4645 
Virgoe, David (street racing victim), 2344 
Crime 
youth crime, 2778, 2989 
Death investigation oversight council, 7653 
Diamond royalty, 61 
Driver licences 
graduated licences 
restriction from carrying more than one passenger 
aged 19 and under, 4144 
Eastern Ontario development fund, 2895, 4321-4322 
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Economic action plan, 4855 
Economic conditions, 18, 496, 764, 1508-1509, 1565, 
1600-1602, 2286, 2662, 2729, 2827, 2952, 2988, 
3132, 3195-3197, 3433, 3453, 3481-3482, 3524- 
3525, 3799-3802, 4072, 4207, 4321, 4643, 4779, 
4855, 5505, 5657 
Economic decline, 531, 560, 1416-1417, 1466, 1601, 
4855-4856, 4899 
government response, 5711 
Economic growth, 18-19, 61, 330-331, 1508, 2662, 2729, 
3453 
five-point economic plan, 1966, 2827, 3040, 3199, 
3524, 4814, 4855, 6547 
Economic policy, 330, 415, 2662 
Economic recovery, 560 
Economic statement, 2952, 2988, 3132, 3177, 3200, 
3228, 3481 
British Columbia, 3524 
22 October 2008, 3524-3525 
eHealth Ontario 
consultant fees, 7028 
consultants, 7140-7141 
Falk, Will (Accenture Inc.), 7219 
Merali, Allaudin (senior vice-president, corporate 
services, eHealth Ontario), 7077 
Yamashita, Miyo, 7222 
contracts, 7077, 7220, 7870 
Courtyard Group Ltd., 7219 
IBM, 7686 
expenditures, 7028, 7036, 7076-7081, 7141, 7145, 
7195, 7219, 7226, 8430 
Kramer, Sarah (former CEO), 7141 
salary/bonus, 7027 
procurement, 7140 
referral to Standing Committee on Public Accounts, 
TORE I1S 
review by Auditor General, 7195 
review by PricewaterhouseCoopers, 7193, 7270, 7275- 
7276 
sponsorship in eHealth conference, 7078, 7080 
Elections/by-elections 
campaign expenditures, 2500-2501 
Electricity rates 
increase, 3315, 5877 
Employment creation, 18, 1602, 4143 
by government, 607-608, 3197 
by private sector, 5505 
Employment Protection for Foreign Nationals Act (Live-In 
Caregivers and Others), 2009 (Bill 210) 
second reading, 8530-8532 
Employment standards 
allegations of abuse 
Dhalla, Ruby case, 6598-6599, 6636-6637, 6639- 
6641, 6681-6683, 6743-6744, 6800-6801, 8530- 
8531 
Exports, 3197 
Fatalities 
Varughese, Saramma and Susan John (murder 
victims), 3320-3321, 3568, 3653-3655, 3676-3677, 
3680 
Zaveda, Bailey (shooting victim), 3567, 3634, 3654, 
3770 


Federal government 
budget, 4779 
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senate reform 

elected senate, 8508-8515 
transfer payments 

equalization program, 1509, 2792-2793 


Ontario to receive equalization payment, 3823, 5775- 


5776 
increase, 2795 
Federal members'/ministers' remarks 
Liberal (2006-2009) 
Dion, Stéphane (Saint-Laurent—Cartierville), 415 
Film and television production industry 
cancellation of tax credits for offensive films, 2518 
Fiscal Responsibility Act, S.O. 2003, c.7, 3200 
Foot-and-mouth disease, 1710 
Fruit wines 
sale at farmers' markets, 4662-4663 
Gasoline prices 
increase, 5678-5679 
Government advertising 
requirement to contain numerical data that are 
supportable, 6744 
Government debt, 3198 


Government expenditures, 61-62, 2953, 3229, 4286, 6037 


increase, 3198, 6006-6007 
restraint measures, 4242, 4285-4286, 4415, 4468 
Government finance, 3176-3177 
Government investments, 47, 71-73, 6547 
investment losses, 72, 3081-3082 
review by Auditor General, 72-73, 3082 
Government notice of motions 
Select Committee on Elections 
responded to, 2500-2501 
Government orders 
Federal-provincial fiscal policies 
responded to, 2794-2795 
Ontario economy 
responded to, 3195-3201 
Government policy, 3196-3197, 3823 
Government record 
Liberal (1985-1990), 608 
government expenditures, 3198 
Liberal (2003-2010), 60, 3800-3801, 8045, 8101-8102 
economic growth, 329-330 
freedom of information, 7685-7686 
tax increases, 5795, 8798 
unemployment, 532 
NDP (1990-1995) 
government expenditures, 3198 
Government services 
reduction, 4572 
Green Energy and Green Economy Act, 2009 (Bill 150) 
general discussion, 5877-5878 
Greenhouse gas emissions 
reduction 
carbon tax, 2794 
Harmonized sales tax, 5610-5611, 5679, 5711-5713, 
5727-5728, 5776-5777, 5877, 5988-5989, 6073- 
6074, 6329-6330, 6484-6485, 6547-6548, 6745, 
6837-6839, 6984 
impact on condominium owners, 6983 
impact on construction jobs, 6483, 6548 
impact on electricity rates, 5988 
impact on family vacations, 6798 


impact on funeral services, 6983 

impact on homebuyers, 6074-6075, 6507-6508 

impact on housing industry, 6483-6484 

impact on sport, recreation and physical activities, 6799 

impact on tourism industry, 9127, 9141-9142, 9219 

public consultation, 8671-8672, 8679, 8981, 8992-8993, 
9140 

tax on Energy Star appliances, 5988 

transition benefit 


$1,000 for single parents or couples, 5658, 5713, 5728 


Highway service centres 
closure for refurbishment 
eastern Ontario, 4752 
H1N1 influenza A (swine flu), 6328-6329, 6431-6432 
emergency preparedness, 6382, 6431, 6433 
health plan for influenza pandemic, 6431-6433 
hospital capacity, 6383 
information updates, 6329 
Holiday messages, 4643 
Holidays 
Family Day, 19, 59 
Hospital beds 
closure, 889 
Hospital redevelopment 
Cornwall Community Hospital, 1110 
Housing construction, 3197 
Human smuggling, 8869 
Industry shutdowns, 3801 
Influenza assessment, treatment and referral centres, 
6382-6383 
Layoffs, 3524, 4643-4644 
Campbell Soup Company, 1467 
Legislative Assembly 
press gallery, 1951 
Legislative procedure 
conduct of House Proceedings 
naming of members from Bruce—Grey—Owen Sound 
and Lanark—Frontenac—Lennox and Addington, 
8981 
members/ministers must be in own seats for recorded 
vote, 8944, 8946 
motions, 3195 
order and decorum and conduct of members in the 
House, 7390 
Legislative proceedings 
televised, 1951-1952 
webstreaming, 1952 
Legislative process, 8046-8047, 8671-8672 
Bill 145, re, 4735 
family friendly reforms, 1097-1098, 1159-1160 
evening sittings, 1160-1161 
Legislative sessions, 7220 
Liqui-Force, 4321 
Liquor Licence Amendment Act (Fruit Wine), 2009 (Bill 
132) 
general discussion, 9223-9224 
first reading, 4115 
Liquor licences 
licence to sell fruit wines at farmers' markets, 4115 
Manufacturing industry 
jobs plan, 4143-4144, 4467-4468, 4644 
layoffs, 59, 3198, 3766 
Leeds—Grenville, 9127 
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unemployment, 374, 415, 473, 496, 560, 764-765, 
1202, 1600, 1602 
Bradley, Morris case, 889 
Members'/ministers' conduct, 6639 
Fonseca, Peter (Mississauga East-Cooksville) 
as Minister of Labour, 8530-8531 
Smitherman, George (Toronto Centre) 
Minister of Health and Long-Term Care, 1765 
Wynne, Kathleen (Don Valley West) 
as Minister of Education, 8530-8531 
Members'/ministers' expenditures 
Pupatello, Sandra (Minister of International Trade and 
Investment), 4907-4908 
Members'/ministers' privileges 
access to information, 559 
Members/ministers quoting books 
House of Commons Procedure and Practice (Robert 
Marleau, Camille Montpetit), 7645, 8672 
Members/ministers quoting documents 
Ontario Electrical League, 1709 
Members/ministers quoting electronic mail messages 
Earl, Wally (Green Things), 3801 
Gunthorpe, Roger (Kemptville), 3801 
Lagois, Herb (Lagois Drafting and Construction Inc.), 
3801 
Members/ministers quoting letters 
Dombrowsky, Leona (Minister of Agriculture, Food and 
Rural Affairs), 4663 
Etherington, Lee (president, Ontario Berry Growers 
Association), 4663 
Farmers’ Markets Organization, 4663 
Kimmett, Carl (president, Central Ontario Viniculture 
Association), 4663 
Montour, Bill (chief, Sex Nations Council), 1880 
Members/ministers quoting news media 
Canadian Press (CP), 7275-7276 
Members/ministers quoting newsletters 
International Union of Operating Engineers, Local 793, 
2341, 2386 
Members/ministers quoting newspaper articles 
Daily Commercial News and Construction Record, 3871 
Globe and Mail (Toronto), 519, 531, 3677 
Hamilton Spectator, 1966 
National Post (Toronto), 532 
Ottawa Citizen, 1509, 3085, 4783 
Ottawa Sun, 2254 
Toronto Star, 3765, 4748, 5711, 5713, 5776, 6547, 6852 
Members/ministers quoting reports 
Big Hit on GTA Middle-Class Homebuyers with the 
Ontario Budget's HST Proposals (Frank Clayton), 
6483 
Members/ministers quoting statements 
Adams, David (president, Association of International 
Automobile Manufacturers of Canada), 1880, 1917 
Ali, Moonie (director, Toronto Crime Stoppers), 2779 
Andrew, Judith (Ontario vice-president, Canadian 
Federation of Independent Business), 19 
Aunger, Pauline (president, Ontario Real Estate 
Association), 5711 
Camping in Ontario, 6799 
Dean, Mary (wife of Gordon Dean, former member, 
Wentworth), 7206 
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Haslam-Stroud, Linda (president, Ontario Nurses 
Association), 6383 
Heron, Hugh (president, Heathwood Homes), 6485 
King, William Lyon Mackenzie (tenth Prime Minister of 
Canada), 8981 
London Home Builders’ Association, 6485 
Low, Donald (medical director of laboratories, Ontario 
Public Health Agency), 6382 
Macartney, Gerry (CEO and general manager, London 
Chamber of Commerce), 19 
MacKenzie, Cynthia (chair, Greater Sudbury Chamber 
of Commerce), 474 
Martin, Roger (dean, Rotman School! of Business, 
University of Toronto), 2662, 3198 
McDonald, David (chair, Open Shop Contractors 
Association), 3870 
Ontario Chamber of Commerce, 4053 
Ontario Home Builders' Association, 6508 
Ontario Real Estate Association, 6485, 6507-6508 
Wamback, Joe (Canadian Crime Victims Foundation), 
2779 
Wernham Wealth Management Inc., 5987 
Members/ministers quoting television programs 
The National, 5712 
Members/ministers quoting websites 
New Zealand Parliament, 7646 
Outdoor Tourism Ontario, 6799 
Members'/ministers' record 
Liberal (2003-2010) 
Caplan, David (Don Valley East) 
as Minister of Health and Long-Term Care, 7140 
McGuinty, Dalton (Ottawa South) 
as Ontario Premier, 60, 7220 
NDP (1990-1995) 
Rae, Bob (York South) 
as Ontario Premier, 59-60 
Members'/ministers' remarks 
Liberal (1990-1995) 
McGuinty, Dalton (Ottawa South), 6074 
Liberal (1995-2003) 
Duncan, Dwight (Windsor—Walkerville), 5989 
McGuinty, Dalton (Ottawa South) 
as Leader of the Opposition, 2083-2084, 6036-6037, 
6593, 6681 
Pupatello, Sandra (Windsor West), 4908 
Liberal (2003-2010) 
Bryant, Michael (St. Paul's) 
as Minister of Economic Development, 6593 
Caplan, David (Don Valley East) 
as Minister of Health and Long-Term Care, 7275- 
7276 
Flynn, Kevin Daniel (Oakville), 4663 
McGuinty, Dalton (Ottawa South) 
as Ontario Premier, 5610, 6640 
Sorbara, Greg (Vaughan) 
as Minister of Finance, 1601 
Van Bommel, Maria (Lambton—Kent—Middlesex), 4663 
withdrawal requested, 1496 
withdrawn, 61, 71, 416, 948, 1160, 5611, 5658, 5989, 
6223, 6636-6637, 6639, 6798, 6839, 7270, 7276, 
8869 
Members’ statements 
Cowieson, Barb, 2614 
Municipal infrastructure, 555-556 
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Runciman, R.W. (PC, Leeds—Grenville) (continued) 
Private members' public business, 9223-9224 
Sewage treatment plant, 1460 
Taxation, 9127 
Water management, 465-466 

Migrant workers, 6383 

Minimum wage, 5728 

Ministerial responsibility, 7664-7665 

Ministerial statements, responded to 
Coroner's office, 3539, 7653 
Humanitarian crisis in Sri Lanka, 6852 
Sex offender registry, 189-190 

Ministry budgets 
review, 3316 

Ministry expenditures, 2952-2953, 4286 

Ministry of Citizenship and Immigration 
grants to community organizations 

police investigation, 234 
Ministry of Economic Development and Trade 
advanced manufacturing investment strategy (AMIS) 
program, 4143 
Next Generation of Jobs Fund, 3200, 4143-4144, 4207, 
4322 
biopharmaceutical investment program, 3200 

Ministry of Finance 
economic stimulus plan, 1965-1966 

Ministry of Training, Colleges and Universities 
second career strategy, 3199, 4207, 4322 
skills to jobs action plan, 519, 560 

Municipal infrastructure 
government funding, 3199 

Niagara Parks Commission 
untendered contract to Maid of the Mist Corp., 7766, 

7826, 8210 

Nurses 
layoffs, 889 

Offenders 
Arenburg, Jeffrey (paranoid schizophrenic) 

release, 127-128 
electronic monitoring, 3654-3655 
Weese, Kyle (accused of murder), 3638 
transfer of Christopher Goodwin to Keele Community 
Correctional Centre, 165 

Ontario budget speech (25 March 2008) 
responded to, 531-533 

Ontario budget speech (26 March 2009) 
responded to, 5711-5714 

Ontario College of Trades and Apprenticeship Act, 2009 

(Bill 183) 
time allocation motion 
responded to, 7851-7852 
Ontario French-language Educational Communications 
Authority Act, 2008 (Bill 55) 
second reading, 1951-1953 

Ontario health insurance plan (OHIP) 

inclusion of prostate-specific antigen test as insured 
service, 4782-4783 

Ontario Lottery and Gaming Corp. (OLG) 
executive salaries/bonuses, 829, 5776, 6184-6185 
wrong date on tickets, 6184 

Ontario Power Authority (OPA) 
executive salaries above $100,000, 829 

Ontario Power Generation fossil-fuel generating stations 
closure, 2482-2483 
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Ontario Society for the Prevention of Cruelty to Animals 
Amendment Act, 2007 (Bill 23) 
first reading, 229 
Ontario Tax Plan for More Jobs and Growth Act, 2009 
(Bill 218) 
second reading, 8798 
Opposition day motions, presented 
Government accountability, 6006-6007 
Government spending, 5794-5796 
Ontario economy, 1110, 3452-3454 
Rural schools, 2253-2254 
Taxation, 6506-6508 
Tobacco control, 1479-1480 
Violent crime, 3653-3655 
Workplace insurance, 4071-4074 
Young offenders, 3007-3009 
Opposition day motions, responded to 
Electronic health information, 7714-7715 
Health care oversight, 8430-8431 
Opposition parties 
role, 62 
Oral questions, presented 
Access to health care, 2023 
Agency spending, 6797-6798, 7766, 7826, 8210 
Air quality, 2482-2483 
Apprenticeship training, 519, 1709, 2340-2341 
Automobile industry, 1916-1917, 2432-2433, 4017, 
4101-4102, 4143-4144, 4748-4749, 5569-5571, 
6845 
Bain, Elizabeth, 1246, 1303-1304 
Correctional facility employees, 4572-4573 
Diagnostic services, 4782-4783 
Eastern Ontario development, 2895 
Electronic health information, 7027-7028, 7036, 7076- 
7081, 7140-7141, 7145, 7193, 7195, 7219, 7222, 
7226, 7270, 7685-7686 
Employment, 765, 1202 
Employment standards, 6598-6599 
Energy rates, 5877-5878 
Executive compensation, 828-829 
Family Day, 19 
Federal budget, 4779 
Government accountability, 6036-6037 
Government advertising, 6744-6745 
Government grants, 2483-2484 
Government investments, 47, 71-73, 3081-3082 
Government record, 7220, 8101-8102 
Government services, 4415-4416, 7431-7432 
Government spending, 607-608, 2518, 3316, 4285- 
4286, 4467-4468 
Green power generation, 6838-6839 
Health care funding, 889 
Highway service centres, 4752 
Human rights, 989-990 
Human trafficking, 8869 


Infectious disease control, 6328-6329, 6382-6383, 6431- 


6433 
International trade, 772, 833-834, 948-949 
Legislative reform, 1097-1098, 1159-1160 
Lord's Prayer, 1760-1761 
Manufacturing jobs, 1821-1822 
Minister's expenses, 4907-4908 
Minister's record, 7870 
Ministry of Citizenship and Immigration grants, 234 
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Runciman, R.W. (PC, Leeds—Grenville) (continued) 
Native land disputes, 1245, 1417, 1466, 1880-1881, 
1883, 1917-1918, 1966-1967, 2121 
Ontario budget, 496-497, 560-561, 4854-4855, 5727, 
6223 
Ontario economy, 18, 330-331, 415, 764, 1416-1417, 
1466-1467, 1508-1509, 1565, 1600-1602, 1813- 
1814, 1879-1880, 1965-1966, 2286-2287, 2662, 
2729, 2826-2827, 2952-2953, 2988, 3039-3040, 
3132, 3176-3178, 3228-3229, 3315-3316, 3432- 
3434, 3480-3482, 3524-3525, 3823-3824, 4207- 
4208, 4242, 4321-4322, 4643-4644, 4813-4814, 
4855-4856, 4898-4899, 5504-5505, 6547, 6593 
Ontario Lottery and Gaming Corp., 6184-6185 
Ontario public service, 5775-5776 
Parole system, 166 
Pension plans, 6222-6223 
Premier's comments, 1710 
Protection for workers, 6636-6637, 6639-6641, 6681- 
6683, 6743-6744, 6800-6801 
Release of psychiatric offender, 127-128 
Road safety, 2344, 4144, 6440 
School closures, 2083-2084 
Senior citizens, 5987-5988 
Sex offender registry, 166-167, 191-192, 230-231 
Skills training, 2385-2386 
Small business, 416-417, 3765-3766, 3870-3871, 4053- 
4054 
Taxation, 329-330, 373-375, 473-474, 5505-5506, 5610- 
5611, 5657-5658, 5678-5680, 5728, 5776-5777, 
5988-5989, 6037-6038, 6073-6075, 6329-6330, 
6483-6485, 6547-6548, 6798-6799, 6837-6838, 
6983-6984, 8679, 8992-8993 
Tire disposal, 606-607, 646-647 
Tobacco control, 1054-1055, 4572, 4803 
Tobacco smuggling, 686, 4378-4379 
Tourism, 9219 . 
TVOntario, 6982-6983 
Violent crime, 3320-3321, 3567-3569, 3634-3635, 3637- 
3638, 3676-3678, 3680, 3727, 3729-3730, 3770- 
3771, 4102-4103, 4644-4645 
Young offenders, 2988-2989 
Youth crime, 2778-2779, 3085 
PC Party, 345 
PC Party documents/plans 
six-point plan, 3200-3201 
Pension benefits guarantee fund, 6222-6223 
Petitions 
Driver licences, 9185 
Government services, 7655, 7839 
Prostate cancer, 241 
Taxation, 9183 
Plea bargaining 
Weese, Kyle (accused of murder), 3634, 3637, 3770 
Polls 
Bensimon Byrne, 1202 
Prayer in the Legislature 
removing the Lord's Prayer from the daily proceedings 
of the Legislature, 1760-1761 
Premier's attendance in legislature, 4813 
Premier's travel, 3481-3482 
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Private members’ public business 
Liquor Licence Amendment Act (Fruit Wine), 2009 (Bill 
132) 
second reading, 4662-4663, 4669 
Senators' Selection Act, 2009 (Bill 67) 
second reading, 8508-8510, 8515 
Property tax increases, 3315 
Public education campaigns 
Small Business Week, 3765 
Public inquiries 
bail system, 3634-3635, 3653, 3655, 3678, 3680 
Baltovich, Robert's prosecution, 1304 
death of Saramma Varughese and Susan John (murder 
victims), 4103 
Public Sector Expenses Review Act, 2009 (Bill 201) 
time allocation motion 
responded to, 7664-7665 
Public service, 3316 
increase, 1814 
salaries above $100,000, 607-608, 829, 3316, 5775- 
5776 
Reports 
Big Hit on GTA Middle-Class Homebuyers with the 
Ontario Budget's HST Proposals (Frank Clayton), 
6483, 6548 
Time for Action: A Report on Violence Affecting Youth 
(John Tory), 3007 
Road Safety Act, 2009 (Bill 126) 
general discussion 
public consultation, 4144 
Royal Commission on the Economic Union and 
Development Prospects for Canada, 8509 
Sales tax 
meals under $4, 6073-6074 
Schools 
closure 
rural Ontario, 2083-2084, 2253-2254 
moratorium, 2084 
Senators' Selection Act, 2009 (Bill 67) 
first reading, 1461 
Sentences (criminal procedure) 
pretrial custody credits, 3727, 3729-3730 
ServiceOntario 
closure of private licence and permit offices 
Brockville, 7431-7432 
Services and Supports to Promote the Social Inclusion of 
Persons with Developmental Disabilities Act, 2008 
(Bill 77) 
general discussion 
amendments, 3433, 3453 
Sewage treatment plants 
Merrickville-Wolford, 1460 
government funding, 1110 
Sex offender registry 
misallocation of operational funds, 166, 189, 191-192, 
234 
public inquiries, 190-191 
public inquiries, 230-231 
Sex offenders, 189 
registration, 189 
Small business, 416-417, 3765, 4072 
Smart Systems for Health Agency (SSHA) 
expenditures, 6797 
consultants, 6797 
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Runciman, R.W. (PC, Leeds—Grenville) (continued) 
review by Auditor General, 6797-6798 
Smog-related deaths, 2482-2483 
Smoke shops 
Argyle Street (Caledonia), 1054-1055, 1466 
Smoking 
prevention, 1054 
Smuggling, 686 
Speaker 
election (28 November 2007) 
congratulatory remarks, 18 
Speaker's rulings/statements quoted 
Speaker Carr, 7645-7646 
Speaker Curling, 7646 
Speaker Edighoffer, 7645 
Speaker Peters, 8205 
Standing Orders 
$.0. 40 Annual Reports and Other Sessional Papers - 
Distribution and background material, 8205, 8252 
S.O. 35 Routine Proceedings - Ministerial statements - 
Subject, 8205, 8252 
S.0. 23 Rules of Debate - Matters out of order in 
debate, 7581 
S.0. 37(a) Oral Questions, 7581, 7645 
S.O. 15(a) Order and Decorum and Conduct of 
Members - Naming a Member, 8981 
S.O. 15(c) Order and Decorum and Conduct of 
Members - Suspension for Session when force 
necessary, 8981 
$.O. 21(c) Privilege - Notice to Speaker, 8671 
S.0. 99(d) Written questions - Answers - delayed 
answers - decline to answer, 8794 
S.O. 23(i) Rules of Debate - Matters out of order in 
debate - Imputes false or unavowed motives, 7645 
Street racing 
prison sentences, 2344 
Tamil Canadians 
protests, 6852 
Tax increases, 497, 3177-3178, 3196, 5657, 5679, 5728 
Tax reduction, 61, 373, 532, 765 
Taxation policy, 889 
Technical Standards and Safety Statute Law Amendment 
Act, 2009 (Bill 187) 
second reading, 8044-8247 
EO 1952 
Throne speech debate 
participation, 59-62, 345 
Tibet 
anti-Chinese protests, 988 
government response, 946-947 
Time allocation motions 
Ontario College of Trades and Apprenticeship Act, 2009 
(Bill 183) 
responded to, 7851-7852 
Public Sector Expenses Review Act, 2009 (Bill 207) 
responded to, 7664-7665 
Tire tax, 606-607, 646-647 
Tobacco products 
illegal sale, 1479-1480 
impact on government revenue, 4378-4379 
regulation and enforcement, 4379 
sale to underage children, 4803 
Tobacco tax 
collection, 4572 
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law enforcement, 4572 
Toronto Public Transit Service Resumption Act, 2008 (Bill 
66) 
second reading, 1402-1403 
Trade missions 
China, 833-834, 948-949, 988 
travel expenses, 772 
Trade offices 
China, 772 
Tributes 
Dean, Gordon (former member, Wentworth), 7205-7206 
MacDonald, Donald (former member, York South), 1731- 
1732 
Runciman, Robert (interim leader of the opposition) 
responded to, 7218 
Truth and Transparency in the Justice System Act, 2006 
(Bill 178), 60-61 
TVOntario 
programming, 1952-1953 
staff salaries above $100,000, 6982-6983 
Unemployment, 1202, 1813-1814, 1965-1966, 4855- 
4856, 4899, 5657, 6223 
Unemployment rate, 3197, 5504-5505 
United States 
automobile industry, 4017, 4644 
economic conditions, 2826-2827 
unemployment rate, 5504 
Universities/colleges 
York University 
strike, 4729, 4733-4734 
Volvo Motor Graders Ltd. 
layoffs, 2988 
Water resources management 
Lake Ontario and St. Lawrence River, 465-466 
Workers 
out-migration of Ontario workers, 331, 3039-3040 
Workers’ compensation benefits 
coverage for construction workers, 3765, 3803, 3871, 
4053 
health care and equipment supplies 
purchases from preferred suppliers, 416 
Working Families Coalition, 3199, 4073, 7851-7852 
meeting with Minister of Finance, 2483-2484, 2500 
Workplace Safety and Insurance Amendment Act, 2008 
(Bill 119) 
general discussion, 3765-3766, 3870-3871, 4053-4054 
public consultation, 4071-4074 
second reading, 3799-3803 
Workplace Safety and Insurance Board (WSIB), 4072 
expenditures 
Hutcheon, Jill (president and CEO), 4415-4416 
fraudulent claims, 4073 
York University Labour Disputes Resolution Act, 2009 
(Bill 145) 
second reading, 4729, 4733-4735 
Young offenders, 2778-2779, 2988-2989 
publication of names of young offenders convicted of 
violent crimes, 3007-3008 
Youth crime, 3007-3008 
Youth Criminal Justice Act, S.C. 2002, c.1, 2989, 3007 
Youth violence 
expenses incurred during the review, 3085 
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Ruprecht, T. (LIB, Davenport) 
Aboriginal communities 
housing, 4246 
quality of life, 4247 
Anniversaries 
People's Republic of China 60th anniversary, 7734-7735 
Polish Constitution 217th anniversary, 1560 
Republic of Romania founding anniversary, 8949 
Republic of Turkey 86th anniversary, 8312 
State of Israel 60th anniversary, 1775 
Banks, 3387-3388 
Bible projects 
People of the World Inscribe the Bible, 4655 
Books 
Psycho-Cybemetics (Maxwell Maltz), 8138 
Toronto's Many Faces (Tony Ruprecht), 8138 
Budget, 5786-5787 
2004, 3387 
2005, 3387 
2006, 3387 
Canadian Energy Efficiency Alliance 
report card on energy efficiency, 3340 
Carbon monoxide detectors 
requirement to install carbon monoxide detectors in all 
residential buildings, 5861 
Community policing, 3762-3763 
Community safety, 3762-3763 
Consumer reporting agencies 
duty not to penalize consumers for applying for credit, 
1726, 2356 
duty not to report debts vacated after bankruptcy 
proceedings, 2357 
duty to delete unconfirmed information within 30 days, 
1726, 2356 
duty to disclose calculation of credit score, 2356 
duty to inform about missing or stolen information, 2356 
duty to provide full disclosure if credit denied, 1726- 
1727, 2356 
duty to report in writing only, 2356 
duty to report only inquiries resulting from applications 
for credit, 2356 
duty to retain information that is not contested legally, 
2356 
duty to truncate vital information, 1726, 2356 
Consumer Reporting Amendment Act, 2008 (Bill 75) 
first reading, 1726-1727 
Countering Distracted Driving and Promoting Green 
Transportation Act, 2009 (Bill 118) 
second reading, 4201-4202 
Credit inquiries, 2363 
Driver licences 
senior drivers' conditional licence, 9060 
Economic conditions, 3387-3388 
Economic growth 
five-point economic plan, 3388 
Economist magazine 
round table business conference, 5786 
Electrical safety 
power bars, 7057 
Electricity retailers/gas marketers 
contracts 
cancellation fees, 4675 
Employment creation, 463 


Financial literacy 
credit cards, 7942-7943 
Fire alarms 
interconnected fire alarms, 273 
Fire escapes, 273 
Firearms 
driving with unlawfully possessed firearm in motor 
vehicle prohibited, 1358 
Foreign caregivers 
protection, 6063 
Government orders 
Ontario economy 
responded to, 3387-3388 
Government record 
PC (1995-2003) 
budget deficit, 1285-1286 
Grand Avenue Holdings Ltd. Act, 2008 (Bill Pr2) 
first reading, 518 
Greater Toronto and Hamilton Area Transit 
Implementation Act, 2009 (Bill 163) 
second reading, 5814-5815 
Hispanic Canadians, 9055 
Identity theft, 2356-2357, 2362 
consumer protection, 2357 
Insurance industry 
use of credit scoring, 7924-7925 
International business enterprises, 3387-3388 
Investing in Ontario Act, 2008 (Bill 35) 
time allocation motion 
responded to, 1285-1287 
Medical research, 8924 
Members'/ministers' constituencies/constituency events 
Davenport 
heat loss from homes, 3340 
Members'/ministers' personal narratives, 2357, 4201-4202 
Members/ministers quoting books 
Toronto's Many Faces (Tony Ruprecht), 938-939, 9049 
Members/ministers quoting letters 
Allstate Insurance Company, 2362 
Members/ministers quoting reports 
Annual Report of the Office of the Privacy 
Commissioner of Canada, 2007 (Personal 
Information Protection and Electronic Documents 
Act), 2357 
Members/ministers quoting statements 
Reycraft, Doug (president, Association of Municipalities 
of Ontario), 1286 
Members’ statements 
Amateur Singing Contest, 6603 
Anniversary of Greek independence, 494 
Anniversary of Israel, 1775 
Anniversary of Polish Constitution, 1560 
Cultural festivals, 6850 
Insurance industry, 7924-7925 
International singing contest, 1724 
Medical research and innovation, 8924 
Mexican Independence Day, 7342 
Ontario budget, 5786-5787 
Pan American Games, 3191 
People of the World Inscribe the Bible, 4655 
People's Republic of China, 3001-3002, 7734-7735 
Republic of Turkey, 3688, 8312 
Romania, 4333-4334, 8949 
Vietnam, 7835-7836 
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Ruprecht, T. (LIB, Davenport) (continued) 
Movies 
An Inconvenient Truth, 273 
Multiculturalism, 9050 
Municipal Amendment Act (Green Roofs), 2009 (Bill 211) 
first reading, 8074 
National/independence/memorial days 
Azores Day, 6850 
Black History Month, 8137-8138 
Greek Independence Day, 494 
Mexican Independence Day, 7342 
People's Republic of China, 3001-3002 
Pope John Paul || Day, 4920-4921 
Republic of Turkey, 3688 
962 Bloor Street West Limited Act, 2009 (Bill Pr29) 
first reading, 8950-8951 
Nowruz, 938-939 
Ombudsman of Ontario, 3548 
Ontario Energy Board (OEB) 
complaints, 4675 
Oral questions, presented 
Aboriginal housing, 4246-4247 
Border security, 2348 
GO Transit, 6805-6806 
Rail line construction, 8498-8499 
Petitions 
Access to health care, 83, 138, 203, 242, 303, 342 
Bathurst Heights Adult Learning Centre, 4396-4397, 
4530 
Diabetes treatment, 8077-8078, 8119, 8155 
Employment insurance, 243, 425, 507, 1719, 2494- 
2495, 3384 
Federal electoral representation, 302-303 
Federal-provincial fiscal policies, 899-900, 959, 3188, 
3386-3387, 3500 
Fertility treatment, 3694, 4335, 7585-7586, 7928 
Firearms control; 1256, 1521, 1611-1612, 1667, 2093, 
2130, 2350-2351, 3693, 4399, 4913, 5838-5839, 
8039 
GO Transit tunnel, 28, 4336-4337, 7586-7587, 8696 
Hispanic community, 8657, 8695, 8739-8740, 8832, 
8874, 9046, 9552 
Identity theft, 29, 138, 2647-2648, 3189-3190, 3386, 
3542, 8118, 8556, 8794, 9553-9554 
Justice system, 4528, 4914, 5840, 8038, 8079 
Ontario budget, 8421, 8469 


Ontario Society for the Prevention of Cruelty to Animals, 


3543 
Protection for workers, 8555, 8792, 8834 
Public transit, 5892 
Rail line construction, 6451, 8040, 8119-8120, 8793 
Railroad bridge, 4257, 5891, 6453, 8741 
Refundable containers, 30, 241 
Photo Card Act, 2008 (Bill 85) 
general discussion, 2348 
Planning Amendment Act (Community Gardens), 2009 
(Bill 217) 
first reading, 8416 
Post-secondary education 
Reaching Higher: The McGuinty Government Plan for 
Postsecondary Education, 3387 
Private members' public business 
Black History Month Act, 2009 (Bill 207) 
second reading, 8137-8138 
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Canadian Mass Transit Vehicles Act, 2008 (Bill 31) 
second reading, 463-464 
Caregiver and Foreign Worker Recruitment and 
Protection Act, 2009 (Bill 160) 
second reading, 6063 
Consumer Reporting Amendment Act, 2008 (Bill 75) 
second reading, 2356-2358, 2362-2363 
Financial literacy 
responded to, 7942-7943 
Fire Protection Statute Law Amendment Act, 2009 (Bill 
14) 
second reading, 273-274 
Hawkins Gignac Act (Carbon Monoxide Detectors), 
2009 (Bill 143) 
second reading, 5861 
Highway Traffic Amendment Act (Senior Driver's 
Conditional Licence), 2009 (Bill 221) 
second reading, 9060 
Hispanic community 
presented, 9049-9050, 9055 
Home Energy Rating Act, 2008 (Bill 101) 
second reading, 3340 
Katelyn Bedard Bone Marrow Awareness Month Act, 
2007 (Bill 5) 
second reading, 279-280 
Kindness Week 
responded to, 7459-7460 
Municipal Residential and Commercial Surge Protector 
Act, 2009 (Bill 176) 
second reading, 7057 
Nowruz 
responded to, 938-939 
Ontario Energy Board Amendment Act, 2008 (Bill 131) 
second reading, 4675 
Pope John Paul II Day Act, 2009 (Bill 25) 
second reading, 4920-4921 
Property Tax Deferral Act, 2008 (Bill 78) 
second reading, 2186-2187 
Safer Communities and Neighbourhoods Act, 2010 (Bill 
106) 
second reading, 3762-3763 
Seniors' Ombudsman Act, 2008 (Bill 102) 
second reading, 3548 
Tire disposal 
responded to, 930-934 
Unlawful Firearms in Vehicles Act, 2008 (Bill 56) 
second reading, 1357-1358 
Property tax deferrals 
low-income senior citizens and persons with disabilities, 
2186-2187 
Psychoneuroimmunology, 280 
Public education campaigns 
Bone Marrow Awareness Month, 279-280 
Hispanic Heritage Month, 9049-9050, 9055 
Kindness Week, 7459-7460 
Romania, 4333 
Senior homeowners’ property tax grants, 2186 
Seniors' Ombudsman, 3548 
Singing contests 
amateur singing contest, 6603 
international singing contest, 1724 
Sports competitions 
Pan American Games bid (2015), 3191 
Stress, 280 
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Ruprecht, T. (LIB, Davenport) (continued) 
Time allocation motions 
Investing in Ontario Act, 2008 (Bill 35) 
responded to, 1285-1287 
Tire tax, 931 
Toronto Transit Commission (TTC) 
subway extension to Vaughan Corporate Centre, 463 
Transit systems 
GO Transit 
Georgetown south service expansion, 8498-8499 


noise reduction in west Toronto diamond project, 6805- 


6806 
government funding, 463 
Transportation infrastructure 
government funding, 3387 
Transportation services 
government funding, 5815 
Vietnam, 7836 
Waste management/programs 
tire recycling program, 931 


S 


Sandals, L. (LIB, Guelph) 
Access to Adoption Records Act (Vital Statistics Statute 
Law Amendment), 2008 (Bill 12) 
third reading, 1439 
Administration of justice, 3663 
Adoption disclosure, 1439 
Aftermarket brake pads 
ban on use of asbestos, 7249-7250, 7256 
standards and specifications, 6756-6757, 7249-7250, 
7256 
Agricultural industry, 3414, 6045 
research/development 
government funding, 1767 
Animal Health Act, 2009 (Bill 204) 
general discussion, 9647 
second reading, 8000 
Apprenticeship training, 3235 
Asbestos, 7255 
Auditor General 
report expenses for programs or services in annual 
report, 3754-3755 
role, 7708 
Automobile industry, 3412 
Awards 
Ontario Medal for Good Citizenship, 3777 
Bamco Custom Woodworking, 8033-8034 
Bridges 
Credit River (Georgetown), 6115 
Budget 
assistance to farmers, 6045-6046 
Budget Measures Act, 2009 (Bill 162) 
second reading, 6115-6117, 6119 
Budget surplus 
transfer of funds to municipalities for infrastructure 
projects, 1294-1295 
Bullying 
lesbian, gay, bisexual, transsexual, transgendered, 
intersexed, queer (LGBTTIQ) teens, 5549 
disciplinary measures for aggressors, 5536 
mandatory reporting of incidents, 5545, 5553 
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safety plans, 6971 
Buses 
GO Transit buses, 6115 
C. difficile outbreaks 
public inquiries, 2463 
Cable/satellite providers 
requirement to broadcast legislative proceedings of the 
province or territory, 3254 
Capital tax 
elimination, 3412 
Capital works projects, 3413 
government funding, 6189 
ChangeTheWorld: Ontario Youth Volunteer Challenge, 
6389 
Children's treatment centres 
government funding, 1166 
KidsAbility Centre for Child Development, 1165 
College of Physicians and Surgeons of Ontario (CPSO) 
registration policies, 4003-4004 
Colleges Collective Bargaining Act, 2008 (Bill 90) 
third reading, 2972 
Colleges of applied arts and technology (CAATs) 
collective bargaining 
inclusion of part-time and sessional employees, 2972 
Compensation 
Truscott, Steven (victim of miscarriage of justice), 1986- 
1988, 1993 
Congratulatory remarks 
Brooks, Marjorie (recipient, Ontario Medal for Good 
Citizenship), 3777 
Corporate tax exemptions 
Ontario tax exemption for commercialization (OTEC), 
3412 
eligibility for refund, 3118-3119 
Cosmetic Pesticides Ban Act, 2008 (Bill 64) 
second reading, 2019-2020, 2022 
Court cases/actions 
Truscott, Steven (victim of miscarriage of justice), 3016 
Crime, 4287 
Curriculum 
mathematics, 4928-4929 
Doctor shortage, 4003 
Doctors 
international medical graduates (IMGs), 4005 
Economic conditions, 3412 
Economic growth 
five-point economic plan, 3412 
Eden Mills cross-country ski club, 4865 
Education Amendment Act (Keeping Our Kids Safe at 
School), 2009 (Bill 157) 
second reading, 5523-5525, 5536, 5545, 5549, 5553, 
5602 
public consultation, 5523-5524 
third reading, 6832-6834, 6971, 7067 
public consultation, 7067 
Education Amendment Act (Progressive Discipline and 
School Safety), 2007 (Bill 212), 5525 
eHealth Ontario 
contracts 
public inquiry, 8275 
expenditures 
accountability, 7665 
referral to Standing Committee on Public Accounts, 
7707-7709 
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Sandals, L. (LIB, Guelph) (continued) 
Energy 
renewable energy, 9082-9083 
feed-in tariff, 5357 
renewable energy projects, 5357-5359 
wind farms 
Dufferin county, 345 
Energy conservation, 5358 
role of energy retailers, 9651 
Family health teams, 4004 
Fatalities 
Dupont, Lori (murder victim), 3963 
Federal members'/ministers' remarks 
Conservative (2006-2009) 
Flaherty, Jim (Whitby—-Oshawa) 
as Minister of Finance, 7476 
Festivals 
Hillside Festival, 5004 
Food 
Ontario grown, produced or processed food, 4784 
Freedom of Information and Protection of Privacy Act, 
R.S.O. 1990, c.F.31 
extension to hospitals, 8208-8210 
Full Day Early Leaming Statute Law Amendment Act, 
2010 (Bill 242) 
second reading, 9526, 9601-9602, 9625-9626, 9628 
Fundraising 
Bracelet of Hope campaign, 2967 
Masai for Africa campaign, 2967 
Go Green Ontario, 9549 
Good Government Act, 2009 (Bill 212) 
second reading, 8368 
Governance review committee, 8933 
Government-Ontario Medical Association agreements, 
3493 
Government orders 
Ontario economy 
responded to, 3412-3414 
Government record 
Liberal (2003-2010) 
accountability, 7665-7666 
automobile industry, 3077 
education, 1122 
NDP (1990-1995) 
education, 7411 
PC (1995-2003) 
education, 2268 
Graduation (statistics), 6833 
Green Energy and Green Economy Act, 2009 (Bill 150) 
second reading, 5357-5359 
Handguns 
ban, 3015-3016 
Harmonized sales tax, 6116-6117, 6119 
impact on employment, 7475-7476 
Health care 
accessibility, 4003 
Healthy Food for Healthy Schools Act, 2008 (Bill 8) 
general discussion, 2373-2374 
second reading, 206-209, 216, 250 
Highway Traffic Amendment Act (Aftermarket Brake Pad 
Standards), 2009 (Bill 181) 
first reading, 6756-6757 
H1N1 influenza A (swine flu), 6640 
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Hospital funding 
government funding 
Guelph General Hospital, 6409 
Hospitals 
Guelph General Hospital 
emergency mental health unit, 6144 
Housing 
affordable 
government funding, 6115-6116 
Ideas for the Future Act, 2008 (Bill 100) 
second reading, 3118-3120 
Immigrants 
services, 8309 
Income groups 
low 
government support, 325 
Income tax reduction, 6117 
Increasing Access to Qualified Health Professionals for 
Ontarians Act, 2008 (Bill 97) 
third reading, 4002-4005 
public consultation, 4002-4004 
Infrastructure Ontario 
municipal infrastructure investment initiative (MII), 822- 


Investing in Ontario Act, 2008 (Bill 35) 
time allocation motion 
responded to, 1294-1295 
Kindergarten 
full-day, 9526 
implementation, 9625-9626 
site selection process, 9602 
Labour mobility, 8282 
Layoffs, 3412 
Legislative proceedings 
televised 
Ontario Parliament Network, 3254 
Linamar Consumer Products 
Solaris lawn mower, 1664 
Livestock 
disease prevention and control 
traceability systems, 8000 
Local health integration networks (LHINs), 4003-4004 
Long-term care 
government funding, 3413 
Loretto Convent, 822-823 
Manufacturing industry 
government funding 
Guelph, 1122 
Medical schools 
satellite medical schools, 4003 
Members'/ministers' constituencies/constituency events 
Guelph Day, 1560 
Members'/ministers' personal narratives, 7249 
Members/ministers quoting electronic mail messages 
Slisarenko, Helmuth (garage owner), 7256 
Members/ministers quoting newspaper articles 
Guelph Mercury, 5684 
Members/ministers quoting reports 
Special Report: Ontario's Electronic Health Records 
Initiative (Office of the Auditor General of Ontario), 
8275-8276 
Members/ministers quoting statements 
Borden, Bob (chair, Upper Grand District School Board), 
208 
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Sandals, L. (LIB, Guelph) (continued) 


Closson, Tom (president, Ontario Hospital Association), 
8209 

Conseil ontarien des directrices et directeurs de 
l'éducation en langue frangaise, 2380 

Corter, Carl (chair, Atkinson Charitable Foundation in 
Early Child Development and Education), 9625 

Drone, Don (director of education, Wellington Catholic 
District School Board), 208 

Ecker, Janet (former member, Pickering-Ajax-Uxbridge), 
7476 

Hansenfratz, Linda (CEO, Linamar Consumer 
Products), 1664 

Mackinnon, Martha (Justice for Children and Youth), 
8934 

Marion, Ron (president, Association des conseils 
scolaires des écoles publiques de I'Ontario), 2380 

Pelletier, Gilles (executive director, Centre francophone 
de Toronto), 2380 

Rossi, Rocco (CEO, Heart and Stroke Foundation of 
Ontario), 207 

Taillefer, Paul (president, Association des enseignantes 
et des enseignants franco-ontariens), 2380 

Tremblay, Robert (president, Association franco- 
ontarienne des conseils scolaires catholiques), 2380 

Willett, Janice (former president, Ontario Medical 
Association), 2139 

Members'/ministers' remarks 

PC (2003-2010) 

Jones, Sylvia (Dufferin—Caledon), 3639 

Members’ statements 

Access to health care, 3493 

Bamco Custom Woodworking, 8032-8033 

Brooks, Marjorie, 3777 

Eden Mills ski club, 4865 

Guelph Day, 1560 

Guelph-Wellington Women in Crisis, 2038-2039 

Hillside Festival, 5004 

Loretto Convent, 822-823 

Low-income Ontarians, 325 

Masai for Africa campaign, 2967 

Mental health services, 6144 

Ontario Veterinary College, 6948 

Renewable energy, 9082-9083 

Science complex at University of Guelph, 185 

University funding, 9003 


Obesity 
children, 2373 
Occupational training programs, 3413-3414 
Ontario budget speech (26 March 2009) 
responded to, 5872 
Ontario child benefit (OCB) 
increase, 6116 
Ontario French-language Educational Communications 
Authority Act, 2008 (Bill 55) 
second reading, 1955 
third reading, 2380 
Ontario Labour Mobility Act, 2009 (Bill 175) 
second reading, 8292 
Ontario Poet Laureate, 8131 
Ontario Trillium Foundation, 8132 
Ontario Works program benefits, 3639 
temporary care assistance (TCA), 3638-3639 
Opposition day motions, responded to 
Electronic health information, 7707-7709, 8275-8276 
Hospital services, 6409 
Infectious disease control, 2463-2464 
Ontario economy, 1122-1123 
Rural schools, 2268-2269 
Violent crime, 3663 
Young offenders, 3015-3016 
Oral questions, presented 
Agri-food industry, 4783-4784 
Agricultural research, 1766-1767, 4151-4152 
Animal health, 9647 
Child care, 3638-3639 
Children's treatment centres, 1165-1166 
Energy conservation, 9549 
Freedom of information, 8209-8210 
Immigrant services, 8309 
Infectious disease control, 6640 
Mental health services, 4470-4471 
Municipalities, 6189 
Research and innovation, 953-954, 1663-1664, 5684- 
5685 
Rural Ontario, 6045-6046 
Skills training, 3235 
Taxation, 7475-7476 
University and college funding, 8868-8869 
Violent crime, 4287 
Volunteers, 2346-2347, 6388-6389 
Workplace safety, 3963-3964 


Mental health care, 4470-4471 
Ministry of Agriculture, Food and Rural Affairs 
Ontario market investment fund (OMIF), 4784 
Ministry of Agriculture, Food and Rural Affairs-University 
of Guelph agreements/partnerships, 4151-4152 
agricultural research and development, 1767 
research and education, 1560 
Ministry of Economic Development and Trade 
Next Generation of Jobs Fund, 3118 
Ministry of Education 
Safe Schools Action Team, 5523, 6832-6833 
Ministry of Health and Long-Term Care 
Health Care Connect, 3493 
Ministry of Research and Innovation 
innovation demonstration fund (IDF), 1664 
Municipal Elections Act, S.O. 1996, c. 32 
amended by Bill 212, 8368 


Pension plans 
defined benefit pension plans, 6116 
solvency payment deadlines extended to 10 years, 6116 
Pesticides/herbicides 
ban on use and sale of cosmetic pesticides, 2019-2020 
exemptions 
agricultural industry, 2020 
forest industry, 2020 
golf courses, 2020 
health risks, 2022 
Petitions 
University labour dispute, 4758 
Poets Laureate, 8131 
Pork 
safety, 6640 
Poverty Reduction Act, 2009 (Bill 152) 
second reading, 5202 
Poverty reduction strategy, 5202 
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Sandals, L. (LIB, Guelph) (continued) 
Private members’ public business 
Auditor General Amendment Act, 2008 (Bill 110) 
second reading, 3754-3755 
Curriculum 
responded to, 4928-4929 
Education Amendment Act (Pupils with Diabetes), 2009 
(Bill 137) 
second reading, 5292 
Healthy schools 
responded to, 2373-2374 
Highway improvement 
responded to, 6664-6665 
Highway Traffic Amendment Act (Aftermarket Brake 
Pad Standards), 2009 (Bill 181) 
second reading, 7249-7250, 7255-7256 
Legislative channel 
responded to, 3254 
Ministry of Govemment Services Amendment Act 
(Canadian Manufacturing and Assembly of 
Govemment Vehicles), 2008 (Bill 92) 
second reading, 3077 
Ontario Poet Laureate 
responded to, 8131-8132 
Truscott, Steven 
presented, 1986-1988, 1993 
Public education campaigns 
National Volunteer Week, 6388-6389 
Public Sector Expenses Review Act, 2009 (Bill 201) 
time allocation motion 
responded to, 7665-7666 
Pupils with diabetes 
monitoring and treatment, 5292 
training of staff members, 5292 
Reports 
Shaping a Culture of Respect in our Schools: Promoting 
Safe and Healthy Relationships (Report on Gender- 
based Violence, Homophobia, Sexual Harassment 
and Inappropriate Sexual Behaviour in Schools), 
5602, 6833, 6971 
Shaping Safer Schools: A Bullying Prevention Action 
Plan (Safe Schools Action Team), 5525 
Research and development programs/projects 
International Barcode of Life, 953-954 
Research and innovation 
government funding, 4151, 5684 
Rural Ontario, 6045 
government funding, 6046 
School board trustees, 8934 
autonomy, 8934 
School cafeterias 
ban on trans fat in food and beverages, 207-209, 250, 
2373-2374 
to serve healthy, local Ontario foods, 2374 
School safety, 6833 
principal to notify parents of victims, 6833-6834 
reporting of violent incidents, 5602 
School science strategy, 4928 
School vending machines 
ban on unhealthy food and beverages, 207, 250 
Schools 
government funding, 2268 
Sentences (criminal procedure) 
pretrial custody credits, 3663, 4287 
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Sexual harassment 
in schools, 5523-5524 
Smoke-Free Ontario Amendment Act, 2008 (Bill 69) 
second reading, 2136-2137, 2139 
Smoking, 2137 
ban on smoking in cars with children present, 2136- 
2137, 2139 
second-hand smoke, 2136-2137 
Social assistance benefits 
mandatory child benefits, 5202 
Student Achievement and School Board Governance Act, 
2009 (Bill 177) 
third reading, 8933-8934 
Student dropout rate, 1122 
Tax rebates 
gasoline tax rebate 
highway construction, maintenance or operation, 6664- 
6665 
TFO, 2380 
Throne speech debate 
participation, 345 
Time allocation motions 
Investing in Ontario Act, 2008 (Bill 35) 
responded to, 1294-1295 
Public Sector Expenses Review Act, 2009 (Bill 201) 
responded to, 7665-7666 
Tobacco products 
chewing, 2137 
Toronto's Poet Laureate 
Lee, Dennis, 8131-8132 
Toxic substances 
reduction plan, 6313-6314 
Toxics Reduction Act, 2009 (Bill 167) 
second reading, 6313-6314 
Transportation infrastructure 
government funding, 6115 
Universities/colleges 
government funding, 8868-8869 
University of Guelph, 1122, 9003 
University of Guelph 
Ontario Veterinary College, 6948 
science complex, 185 
Venture capital, 5685 
Volunteers, 2346-2347, 6388 
youth, 6389 
Websites 
www.stupid.ca (anti-smoking campaign), 2137 
Women's services 
abused women 
Guelph-Wellington Women in Crisis, 2038-2039 
Workers 
skilled worker shortage, 3235 
Workplace harassment/violence, 3963-3964 
Workplace Safety and Insurance Amendment Act, 2008 
(Bill 119) 
second reading, 3811 
York University Labour Disputes Resolution Act, 2009 
(Bill 145) 
second reading, 4734, 4760 
Young offenders 
publication of names of young offenders convicted of 
violent crimes, 3016 
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Savoline, J. (PC, Burlington) 
Adult education, 3190 
Agencies/boards/commissions/etc. 
expenditures 
review by Integrity Commissioner, 7605-7607 
subject to freedom of information requests, 9231-9232, 
9237 
Animal Health Act, 2009 (Bill 204) 
time allocation motion 
responded to, 8581 
Anniversaries 
Aldershot 50th anniversary, 2301 
Wheelabrator Group 100th anniversary, 3143 
Annual reports 
Office of the Auditor General of Ontario Annual Report 
(2008), 4604-4605 
Appreciation 
teachers, 3099 
Apprenticeship training 
ratio of tadespeople to apprentices, 7211-7212 
Automated external defibrillators (AED), 2908 
Automobile industry 
layoffs, 4228 
Awards 
2008 Sharing the Spirit Award of Excellence, 1558 
Barrie-Innisfil Boundary Adjustment Act, 2009 (Bill 196) 
second reading, 7507 
Boundary adjustment 
Barrie and Innisfil, 7507 
Budget 
pre-budget consultations, 4228, 4230 
Budget Measures Act, 2009 (Bill 162) 
time allocation motion 
responded to, 6167-6168 
Budget Measures and Interim Appropriation Act, 2008 
(Bill 44) 
third reading, 1900-1902 
Bullying, 5031, 5527, 7006-7012 
definition, 5531-5532 
lesbian, gay, bisexual, transsexual, transgendered, 
intersexed, queer (_GBTTIQ) teens, 6972 
disciplinary measures for aggressors, 5530-5532 
mandatory reporting of incidents, 5528-5530, 5533- 
5535 
prevention, 7014-7015 
support for victims, 5528-5529 
support for aggressors, 5528 
Burlington 
named fourth-best city in Canada, 7150-7151 
Burlington Performing Arts Centre 
government funding, 1900-1901 
Business 
regulation, 3114 
C. difficile, 1827-1828 
infection control in hospitals, 2027 
C. difficile outbreaks, 2206, 2457 
Ansell, Victor case, 2458 
Elliott, Jack case, 2457 
investigation, 8401 
Joseph Brant Memorial Hospital, 6415 
public inquiries, 2156-2157, 2458 
Cancer Care Ontario 
expenditures 
review by Auditor General, 8401 
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Cancer drugs 
Avastin, 7728-7729, 7962 
CARES, 3190 
GED preparatory program, 3185 
Catholic education, 2096-2097 
Child abuse, 3148 
Child custody 
relations with grandparents, 1347-1348 
Children's nutrition programs, 1131 
Commercial passenger vehicles 
licensing restrictions, 9172-9173 
Committee process 
Bill 42, 952 
Committees 
Select Committee on Elections, 9678 
Concurrence in supply debate (December 2008) 
participation, 4604-4606 
Construction industry 
underground economy, 3896 
Corporate tax exemptions 
Ontario tax exemption for commercialization (OTEC) 
eligibility for refund, 2977, 3111-3112 
Cosmetic Pesticides Ban Act, 2008 (Bill 64) 
second reading, 1854 
Court cases/actions 
Sampson, Katelynn (murder victim), 4150 
Doctor shortage, 4006 
Doctors 
international medical graduates (IMGs), 4007 
Domestic violence, 6629-6630 
criminalizing breach of restraining orders, 6631 
Domestic Violence Protection Act, S.O. 2000, c.33 
repealed by Bill 133, 6629 
Drivers 
age discrimination, 4545 
Early childhood education 
full-day learning for four- and five-year-old children, 6991 
Economic conditions, 3295-3296, 4229 — 
Economic decline 
government response, 2805 
Economic growth 
five-point economic plan, 3295 
Education Act, R.S.O. 1990, c.E.2 
O. Reg. 181/98 - Identification and Placement of 
Exceptional Pupils, 4605 
Education Amendment Act (Keeping Our Kids Safe at 
School), 2009 (Bill 157) 
general discussion, 6339-6340, 7075 
public consultation, 6339 
second reading, 5527-5537 
third reading, 6971-6973, 7005-7012, 7014-7015 
amendments, 6971-6972 
eHealth Ontario 
consultants, 7608-7609 
contracts 
Courtyard Group Ltd., 7823-7824, 8628-8629 
public inquiry, 8400-8401 
Hudson, Alan (former Chairman) 
appearance before Standing Committee on Public 
Accounts, 8628-8629 
Kramer, Sarah (former CEO), 8628-8629 
compensation/severance payments, 7607 
review by PricewaterhouseCoopers, 7608 
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Savoline, J. (PC, Burlington) (continued) 
Election Statute Law Amendment Act, 2010 (Bill 231) 
second reading, 9678-9681 
Elections/by-elections 
- barrier-free access, 9679 
third-party advertising, 9678-9679 
Electoral Boundaries Commission, 9679 
Electoral process reform, 9680-9681 
Employers 
requirement to contribute 1% of payroll amount to 
workforce training, 3261 
Employment creation, 3261 
Employment-related benefits 
holidays with pay, 5025 
organ donor leave, 5219 
Employment standards 
allegations of abuse 
Dhalla, Ruby case, 6642 
Employment Standards Act, S.O. 2000, c.41 
Termination and Severance of Employment, O. Reg. 
288/01, 5026 
Employment Standards Amendment Act (Organ Donor 
Leave), 2009 (Bill 154) 
second reading, 5219 
Employment Standards Amendment Act (Temporary Help 
Agencies), 2009 (Bill 139) 
second reading, 5024-5027, 5134-5135 
section 74.11, 5026 
subsection 74.4(2), 5026 
subsection 74.8(1), 5026-5027 
Energy 
renewable energy 
feed-in tariff, 5361-5362 
Energy conservation 
smart meters, 9503-9504 
Family law 
restraining orders, 1998 
Family Statute Law Amendment Act, 2009 (Bill 133) 
third reading, 6629-6632 
Fatalities 
Copithorn, Jennifer (murder victim), 6630 
Dupont, Lori (murder victim), 6630 
Hadley, Gillian (murder victim), 6630 
Sampson, Katelynn (murder victim), 3148, 6630 
Federal government 
transfer payments 
equalization program, 2805 
Freedom of Information and Protection of Privacy 
Amendment Act (Institutions), 2009 (Bill 227) 
first reading, 8831 
Full Day Early Leaming Statute Law Amendment Act, 
2010 (Bill 242) 
second reading, 9527-9528 
Good Govemment Act, 2009 (Bill 212) 
second reading, 8400-8403, 8473-8474 
Government accountability, 8400-8401 
Government expenditures, 3296 
accountability, 1901-1902 
Government orders 
Committee sittings 
responded to, 4228-4230 
Federal-provincial fiscal policies 
responded to, 2805-2806 
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Ontario economy 
responded to, 3295-3298 
Government record 
PC (1995-2003), 3297 
economic growth, 3261 
Government role, 3261 
Graduation (statistics), 5325-5326 
Green Energy and Green Economy Act, 2009 (Bill 150) 
second reading, 5344, 5361-5362, 5443 
Harmonized sales tax, 6167-6168 
public consultation, 8684, 8750-8751 
Health care 
accessibility, 4006 
Burlington, 4824 
electronic health care, 4006 
out-of-country, 9726 
Health care funding 
Burlington, 5127-5128 
Healthy Food for Healthy Schools Act, 2008 (Bill 8) 
second reading, 250, 489-491 
third reading, 1130-1132 
Home energy audits, 5443 
Home insurance 
rental home insurance, 8320-8321 
Hospital expansion 
Joseph Brant Memorial Hospital, 6275, 8788 
Hospital funding 
government funding, 1900 
high-growth hospitals, 296 
Joseph Brant Memorial Hospital, 2206, 4325, 4332 
Sault Area Hospital, 2206 
Hospital services 
Burlington, 6415, 6418 
emergency, 6415 
Hospitals, 6389-6390 
Joseph Brant Memorial Hospital 
infection control, 1900 
Housing 
affordable 
government funding, 8611-8612 
Ideas for the Future Act, 2008 (Bill 100) 
general discussion, 3297 
second reading, 2977, 3111-3112, 3114 
Immunization 
H1N1 influenza A (swine flu) 
lineups at clinics, 8454 
Increasing Access to Qualified Health Professionals for 
Ontarians Act, 2008 (Bill 97) 
third reading, 4005-4007 
Kindergarten 
full-day 
program cost, 9527 
site selection process, 9527-9528 
Labour mobility, 8250 
audiologists and speech-language pathologists, 8815 
Language instruction 
English as a second language (ESL) 
government funding, 692 
Layoffs, 4229 
Brampton, 4228 
Cambridge, 4229 
Chatham, 4229 
Cornwall, 4229 
Guelph, 4229-4230 
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Savoline, J. (PC, Burlington) (continued) 
Hamilton, 4230 
Legislative procedure 
personal attacks on members, 2788-2789 
Legislative process 
family friendly reforms, 1156 
Livestock 
disease prevention and control 
traceability systems, 8581 
Local health integration networks (LHINs), 4325, 4332 
Manufacturing industry 
layoffs, 1901, 2977 
unemployment 
Bradley, Morris case, 1202 
Marijuana 
regulations, 4822-4823 
Kindos, Ted case, 4822-4823, 6946 
Members'/ministers' conduct 
Watson, Jim (Ottawa West—Nepean) 
as Minister of Municipal Affairs and Housing, 9039 
Members'/ministers' constituencies/constituency events 
Burlington 
Halton Mentoring Partnership, 1359 
Members'/ministers' personal narratives, 5537 
Members/ministers quoting committee submissions 
Canadian Children's Rights Council, 7011 
Decker, Thomas (officer, Toronto Police Service), 7010 
Elementary Teachers' Federation of Ontario, 7010 
Justice for Children and Youth, 7010 
London Anti-Bullying Coalition, 7007 
Ontario English Catholic Teachers’ Association, 7011 
Ontario Principals’ Council, 7010 
Sebben, Karen, 7008-7009 
Members/ministers quoting electronic mail messages 
Bill 119, re, 3896 
Bill 126, re, 4543 
Members/ministers quoting letters 
Bill 119, re, 3895 
Members/ministers quoting newspaper articles 
Brantford Expositor, 4229 
Daily Commercial News and Construction Record, 7212 
Hamilton Spectator, 2156 
Toronto Star, 2782, 4228 
Members/ministers quoting reports 
Ontario Learns: Strengthening our Adult Education 
System, 3190 
Shaping a Culture of Respect in our Schools: Promoting 
Safe and Healthy Relationships (Report on Gender- 
based Violence, Homophobia, Sexual Harassment 
and Inappropriate Sexual Behaviour in Schools), 
S500 
Members/ministers quoting statements 
Association of Canadian Search, Employment and 
Staffing Services, 5026 
constituents, re Bill 167, 6375 
Cowley, Peter (Fraser Institute), 6080 
Gill, Alex (executive director, Ontario Environmental 
Industry Association), 3112 
Harrison, John P. (Professor (Emeritus), Department of 
Physics, Queen's University), 8336 
student statements re Bill 157, 5534 
victim impact statement re Bill 157, 6972-6973, 7005- 
7006 
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Wynne, Kathleen (former public school trustee, Toronto 
District School Board), 1048 
Members'/ministers' remarks 
Liberal (1995-2003) 
McGuinty, Dalton (Ottawa South) 
as Leader of the Opposition, 2260 
Liberal (2003-2010) 
Caplan, David (Don Valley East) 
as Minister of Health and Long-Term Care, 4824 
McGuinty, Dalton (Ottawa South) 
as Ontario Premier, 898 
Wynne, Kathleen (Don Valley West) 
as Minister of Education, 1048, 2437, 4604, 5528- 
5533 
withdrawn, 692, 8454 
Members’ statements 
Aldershot, 2301 
C. difficile, 1827-1828 
Catholic school trustees, 2096-2097 
City of Burlington, 7150-7151 
Class size, 2904 
Education, 6193 
Education funding, 3190 
Halton Mentoring Partnership, 1359 
Health care, 4824, 5127 
Joseph Brant Memorial Hospital, 6275, 8788 
Legislative reform, 1156 
Local health integration networks, 4332 
Minister's comments, 2788-2789 
School pools, 1048 
School principals, 4425-4426 
School safety, 4153, 6339-6340 
Small business, 4062-4063 
Smart meters, 9503-9504 
Smoking ban, 6603 
Wheelabrator, 3143 
World Catholic Education Day, 1558 
Ministerial responsibility, 7610 
Ministerial statements, responded to 
Affordable housing, 8611-8612 
Black History Month, 5043 
Child Abuse Prevention Month, 3148 
Education Week, 1412-1413 
Healthy schools, 2908 
School boards, 6649-6650 
School safety, 4657-4658 
Student achievement, 5325-5326 
Woman Abuse Prevention Month, 8418 
World Teachers’ Day, 3099 
Ministry of Education 
expenditures 
Eventfully Yours, 2669 
hotel and conference expenses, 4421 
pupil accommodation review guidelines, 2237 
school information finder, 6193 
Municipal Elections Act, S.O. 1996, c. 32 
amended by Bill 212, 8402 
Municipal elections/by-elections 
date change to fourth Monday in October, 8401-8402 
National/independence/memorial days 
Black History Month, 5043 
Nuclear safety, 9317 
Obesity 
children, 491, 1131 
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Office of the Chief Veterinarian, 8581 
Ontario College of Teachers 
discipline committee to determine cases of professional 
misconduct, 5532 
Ontario College of Trades, 7211-7212 
Ontario College of Trades and Apprenticeship Act, 2009 
(Bill 183) 
second reading, 7211-7212 
Ontario French-language Educational Communications 
Authority Act, 2008 (Bill 55) 
second reading, 1627-1631 
Ontario health premium, 692, 3261, 3296, 4230, 4325, 
4332 
Ontario Labour Mobility Act, 2009 (Bill 175) 
second reading, 8250, 8815 
Ontario Lottery and Gaming Corp. (OLG) 
expenditures 
disclosure, 7608 
Ontario Principals’ Council, 4425 
Ontario Works program benefits 
temporary care assistance (TCA), 3854-3855 
Opposition day motions, responded to 
Child care, 3854-3855 
Electronic health information, 8628-8629 
Hospital services, 6414-6415 
Infectious disease control, 2457-2458 
Rural schools, 2259-2260 
Taxation, 8750-8751 
Oral questions, presented 
C. difficile, 2027 
Cancer treatment, 7728-7729, 7962 
Child protection, 4150 
Class size, 2782 
Committee business, 952 
Education, 6804 
Education funding, 2669, 3185, 6187-6188 
Elementary teachers, 4694, 4750, 4804-4805 
Employment, 1202 
Flu immunization, 8454 
Full-day kindergarten, 6991 
Government regulations, 4822-4823, 6946 
Hospital funding, 296, 2206, 4325 
Hospital infrastructure, 6389-6390 
Infectious disease control, 2156-2157 
Ministerial responsibility, 9039 
Ministry spending, 4421 
Nuclear industry, 9317 
Ontario budget, 692 
Protection for workers, 6642 
School calendar, 5126 
School closures, 741-742, 898, 1104-1105, 2091, 2127, 
2237 
School safety, 2961, 3377-3378, 3772-3773, 3966 
School transportation funding, 1055 
School trustees, 1889, 2392, 2438 
Student achievement, 6080 
Student safety, 5031, 5380-5381, 7075 
Taxi operators, 9172-9173 
Teachers' pensions, 771 
Toronto Catholic District School Board, 6747 
Transportation infrastructure, 9726 
Payday loan industry, 1398 
regulation, 1579-1581 
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Payday loans 
interest rates, 1579 
Payday Loans Act, 2008 (Bill 48) 
second reading, 1398, 1579-1581 
public consultation, 1580 
PC Party documents/plans, 3298 
Pension plans 
division of value upon dissolution of marriage, 6631 
Pesticides/herbicides 
ban on use and sale of cosmetic pesticides, 1854 
Petitions 
Air-rail link, 4660 
Child care, 3931 
Class size, 2785 
Diabetes treatment, 4634 
Education, 6815 
Education funding, 3187-3188 
Electronic health information, 9182 
Imagine Adoption, 8076 
Lord's Prayer, 484, 2526 
Pope John Pau! Il, 1171 
School closures, 2397 
Taxation, 6605, 6952, 7211, 7489, 7781, 8315, 8831, 
8953, 9007-9008, 9085, 9331, 9507-9508 
Workplace insurance, 5630 
Poverty Reduction Act, 2009 (Bill 152) 
second reading, 5257-5260 
Private members’ public business 
Children's Law Reform Amendment Act, 2008 (Bill 33) 
second reading, 1347-1348 
Freedom of Information and Protection of Privacy 
Amendment Act (Institutions), 2009 (Bill 227) 
second reading, 9230-9232, 9237 
Lori Dupont Act (Domestic Violence Protection), 2008 
(Bill 10) 
second reading, 1998 
Property Tax Deferral Act, 2008 (Bill 78) 
second reading, 2188-2189 
Residential Tenancies Amendment Act (Rental 
Insurance), 2009 (Bill 209) 
second reading, 8320-8321 
Skills training 
responded to, 3260-3261 
Smoke-Free Ontario Amendment Act, 2008 (Bill 42) 
second reading, 545-546, 553 
Tire disposal 
responded to, 931 
Wind turbines 
responded to, 8336 
Property tax deferrals 
low-income senior citizens and persons with disabilities, 
2188-2189 
Public education campaigns 
Woman Abuse Prevention Month, 8418 
World Teachers’ Day, 3099 
Public Sector Expenses Review Act, 2009 (Bill 201) 
second reading, 7605-7610 
Red Tape Commission, 3261 
Reports 
School Report Cards (Fraser Institute), 6080 
Shaping a Culture of Respect in our Schools: Promoting 
Safe and Healthy Relationships (Report on Gender- 
based Violence, Homophobia, Sexual Harassment 
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and Inappropriate Sexual Behaviour in Schools), 
4657-4658, 5380 
Road Safety Act, 2009 (Bill 126) 
second reading, 4542-4545 
public consultation, 4542-4545 
School board trustees, 6649 
Catholic school trustees, 2096-2097 
code of conduct, 6649-6650 
School boards, 4605 
governance, 6650 
Schoo! bus transportation 
government funding, 1055 
School cafeterias 
ban on trans fat in food and beverages, 250, 489-490 
School closures, 1104, 2091, 2127 
Fitzroy Centennial Public School, 1055 
Phelps Central Public School, 741-742, 898, 1055 
School principals, 4425-4426 
School safety, 2961, 3377-3378, 4657-4658 
reporting of violent incidents, 2961, 3772-3773, 3966, 
4150, 4153, 5031, 5380, 7075 
School year 
start of classes before or after Labour Day, 5126 
Schools 
closure 
rural Ontario, 2127, 2237, 2259-2260, 6188 
Services and Supports to Promote the Social Inclusion of 
Persons with Developmental Disabilities Act, 2008 
(Bill 77) 
third reading, 2772 
Sexual assault crisis centres 
Nina's Place, 1998 
Small business 
regulation, 3260-3261 
taxation, 3112 
Smoke-Free Ontario Amendment Act, 2008 (Bill 42) 
general discussion, 1156, 6603 
first reading, 468 
Smoke-Free Ontario Amendment Act, 2008 (Bill 69) 
second reading, 2078-2081 
Smoking, 553 
ban on smoking controlled substances in public places, 
468, 545, 2078-2080 
ban on smoking in cars with children present, 2078-2079 
second-hand smoke, 546 
Special education 
government funding, 4605-4606 
Special-needs students, 4605 
individual education plans, 6188 
Standing Orders 
S.O. 99(d) Written questions - Answers - delayed 
answers - decline to answer, 7481 
Student achievement, 6080, 6649 
Student debt, 1580 
Student evaluation, 6804 
pan-Canadian assessment program (PCAP), 1412-1413 
Teacher collective bargaining 
Elementary Teachers' Federation of Ontario, 4694, 
4750, 4804-4805 
Teacher pension funds, 771 
Teacher-student ratios 
cap, 2782, 2904 
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Teachers 
layoffs, 1105 
Technical Standards and Safety Authority (TSSA) 
appointment of directors, 8489 
Technical Standards and Safety Statute Law Amendment 
Act, 2009 (Bill 187) 
second reading, 8489 
Television programs 
Studio 2, 1629 
Temporary help agencies 
fees charged to client, 5026-5027 
TFO 
educational programming, 1627, 1630 
location of offices in Toronto, 1630-1631 
oversight of government funding, 1628-1629 
Time allocation motions 
Animal Health Act, 2009 (Bill 204) 
responded to, 8581 
Budget Measures Act, 2009 (Bill 162) 
responded to, 6167-6168 
Workplace Safety and Insurance Amendment Act, 2008 
(Bill 119) 
responded to, 3895-3896 
Tire tax, 931 
Tobacco products 
illegal sale, 1130, 2079 
Toronto Catholic District School Board 
school board trustees 
access to benefits provided to employees, 6747 
conflict of interest, 6650 
expenditures, 1889, 2392, 2437, 6649 
Toronto District School Board 
swimming pools 
closure, 1048 
Toxic substances 
reduction plan 
definition of toxic substance, 6374, 6377 
Toxics Reduction Act, 2009 (Bill 167) 
second reading, 6374-6375, 6377 
public consultation, 6377 
TVOntario 
programming, 1629 
Unemployment, 5024 
United States 
Massachusetts Toxics Use Reduction Act, 6374-6375 
Victims of crime 
Marshall, Patricia (victim of criminal harassment) 
withdrawal of charges against offender, 8418 
Violence against women, 8418 
Voters' lists 
accuracy, 8402 
Waste management/programs 
waste diversion, 931 
Wind turbines 
health effects 
moratorium on new projects pending review of health 
effects, 8336 
Workers 
temporary workers, 5025 
elect to work status, 5025 
work assignment, 5026 
training, 3260 
Working Families Coalition, 9679 
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Workplace Safety and Insurance Amendment Act, 2008 
(Bill 119) 
general discussion, 4062-4063 
time allocation motion 
public consultation, 3896 
responded to, 3895-3896 
Workplace Safety and Insurance Board (WSIB), 3895 


Scott, L. (PC, Haliburton—Kawartha Lakes—Brock) 
Aboriginal land claims 
Brantford 
compensation for residents and businesses, 1366 
Aboriginal protests 
development sites in Brantford, 1366 
Aboriginal youth 
smoking, 1871 
Access to Adoption Records Act (Vital Statistics Statute 
Law Amendment), 2008 (Bill 12) 
general discussion, 1350 
Adoption disclosure 
no-contact notice, 1350 
Advertising agencies 
Bensimon Byrne, 4469 
Agricultural industry 
government funding, 3037 
Annual reports 
Environmental Commissioner of Ontario Annual Report, 
2005-2006 (Neglecting Our Obligations), 725 
Environmental Commissioner of Ontario Annual Report, 
2006-2007 (Reconciling Our Priorities), 38-39, 50, 
725 
Apprenticeship training 
ratio of tradespeople to apprentices, 2510, 2829, 2850- 
2852, 3036 
Apprenticeship training programs 
fuel industry, 3345-3346 
Automobile industry, 3037, 4293-4294 
General Motors of Canada Ltd. 
job guarantee in return for government assistance, 
2353 


layoffs, 1464, 2353, 4264 

Bail hearings, 654 
Bridges 

replacement 

County Road 24, 1548 

British Columbia 

regulatory reduction, 4138 
Budget 

pre-budget consultations, 4263-4264 
Budget deficit, 3535-3536 
Business investment taxes, 3467 
C. difficile, 2996 
C. difficile outbreaks 

public inquiries, 1979, 2389, 2461-2462 
Cable/satellite providers 

requirement to broadcast legislative proceedings of the 

province or territory, 3256-3257 

Camping, 4138 
Cancer, 2368 
Central East Correctional Centre 

contagious virus, 654, 694 
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Child and Family Services Statute Law Amendment Act, 
2009 (Bill 103) 
second reading, 3366 
Child care, 544-545 
Chronic diseases, 3936-3937 
Cities and towns 
growth, 39 
Clean Water Act, S.O. 2006, c.22, 725, 4264 
Colleges Collective Bargaining Act, 2008 (Bill 90) 
second reading, 2509-2510 
public consultation, 2510 
Colleges of applied arts and technology (CAATs) 
collective bargaining, 2509 
Fleming College, 2509-2510 
Centre for Alternative Wastewater Treatment, 2509 
government funding, 2510 
Committees 
Select Committee on Mental Health and Addictions, 
4494 
Select Committee on the Economy, 3467-3468 
Standing Committee on Finance and Economic Affairs, 
3467 
Community health centres (CHCs), 365 
Congratulatory remarks 
athletes, 2842-2843 
Hodgson, Cody and Matthew Duchene (Ontario Hockey 
League), 1360 
Construction industry 
underground economy, 3898-3899 
Coroner inquests 
Dupont, Lori (murder victim) 
jury recommendations, 1999 
Corporate tax exemptions 
Ontario tax exemption for commercialization (OTEC) 
eligibility for refund, 3030, 3034, 3036-3037 
Corporate taxes, 3036 
Correctional centres 
youth facilities, 3366 
Cosmetic Pesticides Ban Act, 2008 (Bill 64) 
general discussion, 2523, 2605 
consultation with Ontario Pesticides Advisory 
Committee, 2523 
public consultation, 2606 
second reading, 2022-2023 
third reading, 2632-2634 
Cross-border travel _ 
requirement for passport/identity card, 2333 
Dairy Farmers of Ontario 
elementary school milk program, 2374, 3248 
Debates re answers to oral questions 
Tobacco control 
requested, 1088, 1497-1498, 3470-3471 
participation, 1497-1498, 3469-3470 
Diabetes, 3935-3937 
Driver licences, 2339 
graduated licences 
restriction from carrying more than one passenger 
aged 19 and under, 4154 
Economic conditions, 3242-3243, 3467 
Economic growth, 459, 762 
Electoral constituencies 
boundaries, 3555 
renaming of Chatham—Kent-Essex to 
Chatham—Kent—Leamington, 3555 
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(continued) 
Electronic health records, 3936 
Employment-related benefits 
employee wage security program, 110 
Endangered Species Act, 2007 (Bill 184) 
general discussion, 2633-2634 
Environmental assessment process, 4138 
Environmental stewards, 725 
Family health teams, 365, 3936 
Family law 
restraining orders, 1999 
Farmers 
hog farmers 
government funding, 460, 4263 
Farmers conservation plan 
alternate land use services (ALUS), 725 
Federal gas tax, 1548 
Fire alarms 
interconnected fire alarms, 274 
visual fire alarms in public buildings, 3952 
Frost Centre Institute, 2495 
Fuel industry technician advisory committee, 3345 
Government debt, 3535 
Government orders 
Committee sittings 
time allocation motion 
responded to, 4263-4264 
Government record 
Liberal (2003-2010) 
environmental protection, 50 
Great Lakes Recreational Products Inc., 459 
Hazardous waste management, 292 
monitoring of hazardous waste shipment, 196, 199-200 
Healthy Food for Healthy Schools Act, 2008 (Bill 8) 
second reading, 321-322 
Highway improvement 
Highway 407 east extension, 4264 
Highway safety, 4558-4561 
Highway Traffic Amendment Act (Speed Limiters), 2006 
(Bill 115), 413 
Highway Traffic Amendment Act (Speed-limiting 
Systems), 2008 (Bill 41) 
second reading, 1067-1071, 1174 
public consultation, 1069-1070 
Hospital beds 
long-term-care beds, 4124-4125 
Simcoe—Grey, 4124 
Hospital services 
Stevenson Memorial Hospital 
closure of birthing unit, 4124 
Hospitals 
reporting on C. difficile rates, 1761-1762, 2997 
Ideas for the Future Act, 2008 (Bill 100) 
second reading, 3029-3030, 3034-3039 
Infrastructure Ontario 
municipal infrastructure investment initiative (MIII), 1548 
Juno Awards 
Ryder, Serena (recipient, best new artist), 757-758 
Lake Huron Centre for Coastal Conservation 
green ribbon beach program, 724-725 
Lake Simcoe 
protection, 590 
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Layoffs 
Campbell Soup Company, 1464 
Dell Inc., 1464 


Legislative proceedings 

televised, 1953 

Ontario Parliament Network, 3256 

Liberal Party 

2008 Holiday Trillium Dinner, 4058 
Long-term-care facilities, 4124-4125 

regulations, 4138 
Lori Dupont Act (Domestic Violence Protection), 2008 (Bill 

10) 


general discussion, 2251 
Manufacturing industry 
jobs plan, 4527 
layoffs, 110 
unemployment, 459, 762-763, 1464 
Members'/ministers' personal narratives, 550, 3256, 4124 
Members/ministers quoting committee submissions 
CropLife Canada, 2632-2633 
Martin, Roger (dean, Rotman School of Business, 
University of Toronto), 3037 
Ontario Fruit and Vegetable Growers’ Association, 2633 
Scotts Canada, 2633 
Members/ministers quoting electronic mail messages 
Bill 119, re, 3899 
Yardy, Stephen, 4560 
Members/ministers quoting letters 
Witmer, Elizabeth re Bill 69, 1875-1876 
Members/ministers quoting magazine articles 
Briefly Speaking (official magazine of the Ontario Bar 
Association), 4494 
Dialogue, 2852 
Members/ministers quoting newspaper articles 
Brantford Expositor, 1366 
Brock Citizen, 4563 
Globe and Mail (Toronto), 39, 50 
Haliburton Echo, 4561 
Hamilton Spectator, 2389 
Kawartha Lakes This Week, 4560-4561 
Kingston Whig-Standard, 1869 
National Post (Toronto), 2634 
Ottawa Citizen, 2632 
Peterborough Examiner, 2852 
Thunder Bay Chronicle, 3924 
Toronto Sun, 3469 
Members/ministers quoting press releases 
Ministry of Revenue, 996 
Registered Nurses' Association of Ontario, 2632 
Members/ministers quoting reports 
Office of the Auditor General of Ontario Annual Report 
(2007), 196 
Members/ministers quoting statements 
Canada Safety Council, 1069 
Canadian Automobile Association, 1069 
Canadian Cancer Society, 1870-1871 
Canadian Diabetes Association, 3937 
de Wilde, Lisa (CEO, TVOntario), 3256 
Dial One Wolfedale Electric, 2852 
McCarter, Jim (Auditor General of Ontario), 292 
Ontario Chamber of Commerce, 2852 
Ontario Federation of Agriculture, 2023, 2633 
Ontario Home Builders' Association, 2852, 2858 
Ontario Lung Association, 1872 
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(continued) 
Open Shop Contractors Association, 2852 
Pollution Probe, 1069 
Rossi, Rocco (CEO, Heart and Stroke Foundation of 
Ontario), 1872 
Scotts Canada, 2023 
Sharp, Deborah and Del (owners, Sharp Electronic), 
3899 
Stewart, Steve (electrician, Haliburton—Kawartha 
Lakes—Brock), 2852 
Strasberg, Suzanne (Ontario Medical Association), 1872 
Willett, Janice (former president, Ontario Medical 
Association), 1871 
Members'/ministers' remarks 
Liberal (1995-2003) 
Bartolucci, Rick (Sudbury), 3898 
Caplan, David (Don Valley East), 3898 
Duncan, Dwight (Windsor—Walkerville), 2461 
McGuinty, Dalton (Ottawa South) 
as Leader of the Opposition, 2461-2462 
Pupatello, Sandra (Windsor West), 2461 
Smitherman, George (Toronto Centre—Rosedale), 
1979-1980 
Liberal (2003-2010) 
Bradley, James J. (St. Catharines) 
as Minister of Transportation, 4559 
Duncan, Dwight (Windsor—Tecumseh) 
as Minister of Finance/Chair of Management Board 
of Cabinet, 4263 
Mitchell, Carol (Huron—Bruce), 2634 
Smitherman, George (Toronto Centre) 
as Minister of Health and Long-Term Care, 1979 
withdrawn, 2578 
Members' statements 
Automobile industry, 2353, 4293-4294 
C. difficile, 1979-1980 
Community health centres, 365 
Employment supports, 4527 
Environmental protection, 38-39 
Frost Centre Institute, 2495 
Hockey, 1360 
Ontario economy, 3242-3243, 3535-3536 
Ontario Summer Games, 2169 
Road safety, 4154 
Ryder, Serena, 757-758 
Tobacco control, 4582 
Tourism, 2577-2578 
Mental health care 
reform, 4494 
Ministerial statements, responded to 
Healthy schools, 3691 
Olympic and Paralympic athletes, 2842-2843 
Research and innovation, 762, 1051-1052, 1463-1464 
Sexual harassment, 2251-2252 
Smoke-free Ontario and strategy, 1506 
Smoking cessation, 1199 
Speed-limiting systems, 413 
Ministry of Children and Youth Services 
Best Start plan, 544 
expenditures, 544 
Ministry of Economic Development and Trade 
Next Generation of Jobs Fund, 3035 
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Ministry of Education/Ministry of Health Promotion 
healthy schools recognition program, 3691 
Ministry of Health Promotion 
expenditures, 4469 
Ministry of Natural Resources 
Living Legacy, 1780 
Ministry of Research and Innovation 
budget increase, 3035-3036 
Ontario innovation agenda, 1464 
Municipal Property Assessment Corp. (MPAC), 4138 
Municipalities 
government funding, 1145 
Omega-3 fatty acids, 3248 
Ontario budget speech (25 March 2008) 
responded to, 590-591 
Ontario French-language Educational Communications 
Authority Act, 2008 (Bill 55) 
second reading, 1953 
Ontario health insurance plan (OHIP) 
inclusion of prostate-specific antigen test as insured 
service, 3924 
provision of insulin pumps and supplies as insured 
service, 3936 
Ontario health premium, 3535 
Opposition day motions, responded to 
Infectious disease control, 2461-2462 
Ontario economy, 3467-3468 
Tobacco control, 1486-1487 
Oral questions, presented 
Apprenticeship training, 2829 
C. difficile, 2389, 2996-2997 
Correctional facilities, 654, 693-694 
Environmental protection, 50 
Hazardous waste, 196, 199-200, 292 
Infectious disease control, 1761-1762 
Ministry spending, 4469 
Native land disputes, 1366 
Pesticides, 2523, 2605-2606 
Prostate cancer screening, 3924 
Rail service, 381 
Small business, 4057-4058 
Tobacco control, 740, 996, 1211, 1471-1473, 1712- 
1713, 3324 
Workplace insurance, 4247 
Pesticides/herbicides 
ban on use and sale of cosmetic pesticides, 2605-2606, 
2632-2634 
exemptions 
agricultural industry, 2022 
2,4-D, 2523 
Petitions 
Access to health care, 175 
Anti-smoking legislation, 746, 1170-1171, 1375, 2244 
Apprenticeship training, 2673-2674, 2739, 2962 
Child care, 4396 
Gasoline prices, 3188-3189, 3934, 4530 
Highway 35, 29, 203, 242, 303, 572, 1669, 2612, 2964, 
3543 
Hospital funding, 4398 
Hospital services, 2645 
Lord's Prayer, 484, 571, 657, 1169-1170, 1313, 1611, 
2131-2132, 2245, 2528 
Workplace insurance, 4258, 4300, 4480-4481 
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(continued) 
Philip Morris Inc. 
investment of taxpayer money in tobacco stocks, 3324, 
3469-3470 
Photo Card Act, 2008 (Bill 85) 
second reading, 2329, 2333, 2339 
Photo identification cards, 2329, 2339 
Police officers 
hiring 
government funding, 1873-1874 
Polygamy, 2252 
Positron emission tomography (PET), 2368-2369 
Private members’ public business 
Apprenticeship training 
presented, 2850-2852, 2858 
Canadian Mass Transit Vehicles Act, 2008 (Bill 31) 
second reading, 459-460 
public consultation, 460 
Children's Law Reform Amendment Act, 2008 (Bill 33) 
second reading, 1349-1350 
Day Nurseries Amendment Act (Not for Profit 
Corporations), 2008 (Bill 26) 
second reading, 544-545 
Diabetes Awareness Month Act, 2008 (Bill 113) 
second reading, 3935-3937 
Diagnostic services 
responded to, 2368-2369 
Employment Standards Amendment Act (Wage 
Security), 2007 (Bill 6) 
second reading, 110 
Fire Protection Statute Law Amendment Act, 2009 (Bill 
14) 
second reading, 274 
Fuel safety 
responded to, 3345-3346 
Healthy schools 
responded to, 2374 
Legislative channel 
responded to, 3256 
Long-term care 
responded to, 4124-4125 
Lori Dupont Act (Domestic Violence Protection), 2008 
(Bill 10) 
second reading, 1999 
Mental health and addiction services 
responded to, 4494-4495 
Milk in schools 
responded to, 3248 
Property Tax Deferral Act, 2008 (Bill 78) 
second reading, 2187 
Provincial Parks and Major Provincial Tourist Attractions 
Sign Act, 2008 (Bill 21) 
second reading, 1779-1780 
Public Transportation and Highway Improvement 
Amendment Act (Assistance to Municipalities), 2008 
(Bill 38) 
second reading, 1547-1548 
Red Tape Reduction Policy Act, 2008 (Bill 121) 
second reading, 4137-4138 
Registered Retirement Savings Protection Act, 2010 
(Bill 96) 
second reading, 3561-3562 
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Representation Amendment Act, 2008 (Bill 104) 
second reading, 3555 
Signage to Promote Ontario Grown Agricultural Food 
Products Act, 2008 (Bill 98) 
second reading, 3059-3060 
Smoke-Free Ontario Amendment Act, 2008 (Bill 42) 
second reading, 550 
Smoke-Free Ontario Amendment Act (Cigarillos), 2008 
(Bill 124) 
second reading, 4303 
Strandherd-Armstrong bridge 
responded to, 1145 
Taxation Amendment Act (Equipment Purchased for 
Persons with Disabilities), 2008 (Bill 109) 
second reading, 3952-3953 
Water quality 
responded to, 724-725 
Propane explosions 
Sunrise Propane, 3345 
Property tax assessment, 4138 
Property tax deferrals 
low-income senior citizens and persons with disabilities, 
2187 
Property values 
Haliburton—Kawartha Lakes—Brock, 2187 
Protecting Children and Youth from Second-Hand Smoke 
in Automobiles Act, 2007 (Bill 11) 
general discussion, 1869 
Provincial parks, 1779 
Kawartha Highlands Provincial Park, 1780 
Provincial parks and tourist attractions 
bilingual signs, 1780 
Public education campaigns 
ban on smoking in cars with children present, 2559 
Diabetes Awareness Month, 3935-3937 
Sexual Harassment Awareness Week, 2251 
shop locally campaign, 459 
World Diabetes Day, 3936 
World School Milk Day, 2790, 3248 
Railways 
Peterborough to Toronto, 381, 460 
Registered retirement savings plans 
protection from creditors, 3561-3562 
Regulations, 4125, 4138 
Reports 
Canadian Community Health Survey, 2559 
Research and innovation, 1463-1464 
government funding, 762 
Retail sales tax 
elimination of retail sales tax from accommodations and 
attractions, 2577 
rebate for vehicles purchased to transport persons with 
permanent physical disabilities, 3952 
Retail stores 
layoffs, 110 
Road Safety Act, 2009 (Bill 126) 
general discussion 
public consultation, 4154 
second reading, 4558-4563 
public consultation, 4557-4561 
Sanofi Pasteur Canada 
research facility 
government funding, 1052 
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(continued) 
School cafeterias 
to serve healthy, local Ontario foods, 2374 
School safety, 3691 
Severe acute respiratory syndrome (SARS) 
public inquiries, 2461-2462 
Sexual harassment, 2251 
Signage 
promotion of agricultural food products 
farmers permitted to post seasonal, directional signs 
on land adjacent to highways, 3060 
Small business, 3561-3562 
regulatory reduction, 4137-4138 
Smoke-Free Ontario Amendment Act, 2008 (Bill 69) 
second reading, 1869-1877, 1879 
third reading, 2559-2560 
Smoke shops . 
Argyle Street (Caledonia), 1199, 1211, 1471, 1473, 
1506, 1712-1713 
Smoking, 1471 
ban on smoking controlled substances in public places, 
550, 1876, 2560 
ban on smoking in cars with children present, 1506, 
1869, 1871-1873, 2559-2560 
enforcement, 1873-1875, 2559 
public education, 1876 
second-hand smoke, 1870-1871 


Haliburton—Kawartha Lakes—Brock, 4264 
Training programs, 4527 
Transportation infrastructure 
Strandherd-Armstrong bridge 
construction, 1145 
Trent-Severn Waterway, 1780 
TVOntario, 3256 
Universities/colleges 
graduate work, 1464 
Victims of domestic violence 
protection, 1999 
Volatile fuels 
handling, 3345 
Water supply 
source protection, 725 
Workers’ compensation benefits 
coverage for executive officers of construction 
companies, 3898 
exemption for executive officers of construction 
companies, 4247 
Workplace Safety and Insurance Amendment Act, 2008 
(Bill 119) 
general discussion, 4058 
public consultation, 4264 
time allocation motion 
responded to, 3898-3899 
Young offenders, 3366 


Smoking cessation, 1199 Sergio, M. (LIB, York West) 


Smuggling, 740 
Social Assistance Statute Law Amendment Act 
(Registered Disability Savings Plans), 2008 (Bill 94) 
general discussion, 3952 
Speed limiters, 413, 1071, 1174 
impact on greenhouse gas emissions, 1067-1068 
Speed limits 
regulation and enforcement, 1069 
Sports competitions: 
Ontario Summer Games, 2169 
Paralympic Games, 2842 
Strobe alarms, 274 
Tax credits 
purchase of equipment or devices for persons with 
disabilities, 3952-3953 
Taxation Amendment Act (Equipment Purchased for 
Persons with Disabilities), 2008 (Bill 109) 
second reading 
public consultation, 3953 
Time allocation motions 
Committee sittings 
responded to, 4263-4264 
Workplace Safety and Insurance Amendment Act, 2008 
(Bill 119) 
responded to, 3898-3899 
Tobacco Control Statute Law Amendment Act, S.O. 2005, 
c.18, 2560 
Tobacco products, 1869 
ban on sale of cigarillos/flavouring agents, 4303 
regulating package size, 4303 
illegal sale, 996, 1089, 1486, 1497-1498, 1874-1875, 
1877, 4303, 4582 
labelling, 4303 
Tobacco tax, 4582 
Tourism industry, 2329, 2577-2578 
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Agencies/boards/commissions/etc. 
expenditures 
review by Integrity Commissioner, 7592 
Appreciation 
Hicks, Steven (sergeant, Toronto Police Service, 31 
Division), 4655 
Autism 
research funding, 2788 
Budget Measures Act, 2009 (Bill 162) 
second reading, 6113, 6122 
Condominium corporations, 7259 
boards of directors, 7259 
reserve funds 
installation of renewable energy/energy efficient 
technologies, 7259 
repair/replacement of common elements, 7259 
serving as consumer protection agency, 7259 
Condominium Review Board, 7259 
Disclosure 
use of property for marijuana grow operations, 227 
Doctors, 1370 
Driver education/training, 4462 
Driver licences 
senior drivers’ conditional licence, 9061 
Electricity rates 
billing, 4675-4676 
schools, 6884 
Electricity retailers/gas marketers 
contracts 
cheque cashing, 4676 
Energy 
renewable energy projects 
schools, 6884, 6994 
Film advertising 
Righteous Kill, 2838 
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Sergio, M. (LIB, York West) (continued) 
Fire Protection and Prevention Amendment Act (Fire 
Sprinkler Retrofitting), 2009 (Bill 214) 
first reading, 8265 
Fire sprinklers 
mandatory fire sprinkler systems in retirement homes, 
7452, 9002, 9062-9063, 9069 
Generation Change leadership initiative, 4655 
Government record 
Liberal (2003-2010), 6122 
Grow Ops Disclosure Act, 2007 (Bill 18) 
first reading, 227 
Harmonized sales tax, 6113 
impact on senior citizens, 8258-8259, 8762 
Health professionals 
expansion of scope of practice, 6916 
shortage, 4001 
Hispanic Canadians, 9054-9055 
Hospital funding 
government funding, 1370-1371 
Hospital services 
emergency 
information sheets for patients, 8895-8896 
Increasing Access to Qualified Health Professionals for 
Ontarians Act, 2008 (Bill 97) 
third reading, 4001 
Interprovincial Policing Act, 2009 (Bill 203) 
second reading, 7888, 7893, 7901 
Legislative procedure 
motions 
time allocation motions, 6122-6123 
Medical procedures 
wait times 
Humber River Regional Hospital, 1371 
Members'/ministers' constituencies/constituency events 
York West 
community services, 823 
MusiCan, 226-227 
Members’ statements 
Black Creek Pioneer Village, 7923-7924 
Community services, 823 
Fire safety, 9002 
Generation Change leadership initiative, 4655-4656 
Infrastructure program funding, 7083-7084 
MusiCan, 226-227 
Ontario Research Fund, 2788 
Renewable energy, 6994 
School breakfast program, 8112 
Skills training, 2400 
Sports clinic, 5833 
Violence in entertainment, 2838 
Warren, Brian, 9322 
Mining Amendment Act, 2009 (Bill 173) 
second reading, 6537 
Mining industry 
regulations, 6537 
Ministry of Research and Innovation 
Ontario Research Fund (ORF), 2788 
Ministry of Training, Colleges and Universities 
second career strategy, 2400 
Nurses, 1370 
Ontario Tax Plan for More Jobs and Growth Act, 2009 
(Bill 218) 
second reading, 8762 
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Oral questions, presented 
Hospital funding, 1370-1371 
School facilities, 6884 
Taxation, 8258-8259 
University labour disputes, 4211-4212 
Payday loan industry 
regulation, 2405 
Payday Loans Act, 2008 (Bill 48) 
third reading, 2405 
Petitions 
Employment insurance, 4634-4635 
Federal-provincial fiscal policies, 5132-5133 
Firearms control, 1374-1375, 3051, 5093, 5134 
Lord's Prayer, 1315, 1926 
Non-profit housing, 427 
Violence in entertainment, 2837 
Police services 
cross-border policing, 7888, 7893 
Private members’ public business 
Condominium Owners Protection Act, 2009 (Bill 186) 
second reading, 7259 
Fire Protection and Prevention Amendment Act (Fire 
Sprinkler Retrofitting), 2009 (Bill 214) 
second reading, 9062-9063, 9069 
Fire safety 
responded to, 7452 
Fuel safety 
responded to, 3345 
Highway Traffic Amendment Act (Senior Driver's 
Conditional Licence), 2009 (Bill 221) 
second reading, 9061 
Hispanic community 
responded to, 9054-9055 
Ontario Energy Board Amendment Act, 2008 (Bill 131) 
second reading, 4675-4676 
Public Hospitals Amendment Act, 2009 (Bill 216) 
second reading, 8895-8896 
Seniors' Ombudsman Act, 2008 (Bill 102) 
second reading, 3544-3545, 3551 
Propane explosions 
Sunrise Propane, 3345 
Public education campaigns 
Hispanic Heritage Month, 9054-9055 
Public Sector Expenses Review Act, 2009 (Bill 201) 
second reading, 7592 
Regulated Health Professions Statute Law Amendment 
Act, 2009 (Bill 179) 
second reading, 6916 
Road Safety Act, 2009 (Bill 126) 
second reading, 4462 
School breakfast programs, 8112 
School facilities 
retrofit, 6884 
Senior citizens 
protection, 3544-3545, 3551 
Seniors' Ombudsman, 3544-3545 
Seniors' Ombudsman Act, 2008 (Bill 102) 
first reading, 2840 
Student Achievement and School Board Govemance Act, 
2009 (Bill 177) 
second reading, 7402 
Tourist attractions 
Black Creek Pioneer Village, 7923-7924 
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Sergio, M. (LIB, York West) (continued) 
Tributes 
Warren, Brian (former professional football player, 
Toronto Argonauts, activist), 9322 
Universities/colleges 
York University — 
collective bargaining, 4212 
federal-provincial funding, 7083-7084 
strike, 4211 


Shurman, P. (PC, Thornhill) 
Agencies/boards/commissions/etc. 
expenditures 
accountability, 7657-7658 
Airports 
Buttonville airport 
subsidy, 5083 © 
Amateur sports programs 
criminal record checks, 6873-6874 
Arab-\lsraeli conflict, 9554-9556 
Arts and culture 
government funding, 827 
Autism services, 3051-3052 
intensive behavioural intervention (IBI), 715 
Automobile industry 
layoffs, 3076 
Automobiles 
government purchase of automobiles made in Ontario, 
3075 


Awards 
Ontario Award for Paramedic Bravery, 4931-4932 
Back to Work Act (York University), 2008 (Bill 135) 
general discussion, 4689 
first reading, 4391 
Bankruptcies 
Grant Forest Products, 9640, 9674-9675, 9692 
Budget, 3312 
Budget deficit, 3668, 5649 
Budget Measures Act, 2009 (Bill 162) 
time allocation motion 
responded to, 6165-6166 
Budget Measures and Interim Appropriation Act, 2008 
(No. 2) (Bill 114) 
second reading, 3668, 3673 
Bullying 
lesbian, gay, bisexual, transsexual, transgendered, 
intersexed, queer (LGBTTIQ) teens, 7068 
mandatory reporting of incidents, 5536, 5548, 7065- 
7067 
C. difficile outbreaks 
deaths of senior citizens, 3047-3048 
Capital works projects 
ReNew Ontario, 3533 
Casinos 
Casino Windsor, 7768 
Child care, 541-542 
Quebec, 541-542 
Children's mental health care 
government funding 
York Region, 9501-9502 
Clotheslines 
ban, 2542 
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Corporate tax exemptions 
Ontario tax exemption for commercialization (OTEC) 
eligibility for refund, 3033, 3038 
Corporations 
executive compensation caps for corporations receiving 
grant or loan from Ontario, 7050 
Cosmetic Pesticides Ban Act, 2008 (Bill 64) 
general discussion, 2643, 5647-5648 
third reading, 2624-2626 
Countering Distracted Driving and Promoting Green 
Transportation Act, 2009 (Bill 118) 
second reading, 4096-4101 
public consultation, 4097-4100 
Court cases/actions 
Dupont, Lori (murder victim), 1999-2000 
Debates re answers to oral questions 
Forest industry 
requested, 9674-9675 
participation, 9674-9675 
Government contracts 
requested, 8631-8632 
participation, 8631-8632 
Doctor shortage, 1791-1792 
government response, 2889 
Doctors 
international medical graduates (IMGs) 
removing barriers, 2885-2886 
Domestic violence, 1999 
Driver distractions, 4097-4101 
Driver licences, 2334 
duplication, 2334-2335 
enhanced driver licences, 2334 
graduated licences 
restriction from carrying more than one passenger 
aged 19 and under, 4462 
Drivers 
age discrimination, 4564, 4567 
impaired drivers, 4563-4566 
Driving 
ban on use of cellular telephones and electronic 
entertainment devices while driving, 4097-4101 
Economic conditions, 3132-3133, 3310, 5065-5066 
Economic decline, 3309 
government response, 2867-2868, 3066 
international, 6166 
Economic growth 
five-point economic plan, 3310-3311 
Economic statement, 3133 
Education Amendment Act (Keeping Our Kids Safe at 
School), 2009 (Bill 157) 
second reading, 5536, 5548 
third reading, 6833-6834, 6836-6837, 7065-7068 
amendments, 7066 
public consultation, 6834 
Election Statute Law Amendment Act, 2010 (Bill 231) 
second reading, 9284, 9665, 9673-9674 
Electoral process reform, 9665, 9673-9674 
Electrical safety 
mandatory installation of surge protectors in new 
residential and commercial construction, 7053-7054 
Electricity rates, 5080 
Employment creation 
by government, 3311 
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Shurman, P. (PC, Thornhill) (continued) 
Employment-related benefits 
employee wage security program, 108 
organ donor leave, 5456, 5459 
severance/termination payments, 6654 
Employment Standards Amendment Act (Organ Donor 
Leave), 2009 (Bill 154) 
second reading, 5456, 5459 
Employment Standards Amendment Act (Temporary Help 
Agencies), 2009 (Bill 139) 
third reading, 6218-6219 
Energy 
nuclear energy, 5072 
renewable energy, 5065, 5069 
Environmental Protection Act (Greenhouse Gas 
Emissions Trading), 2009 (Bill 185) 
second reading, 7322-7323, 7326, 7329, 7628-7632, 
7634 
Exports, 3311 
Family law 
restraining orders, 2000 
Fatalities 
Patterson, Paul Wayne (paramedic), 4931 
Federal government 
transfer payments 
equalization program, 3310 
universal child care benefit (UCCB) program, 542 
Fire detectors, 269 
Fire escapes 
non-combustible fire escapes, 269 
Fire Protection and Prevention Act, S.O. 1997, c.4, 269 
Firearms 
ban on illegal firearms in vehicles, 2542 
Firefighters, 269 
collective bargaining, 269 
retirement age, 269 
Flight training, 4462 
Food service premises 
disclosure of nutritional information for foods and drinks 
served on premises, 6066-6068 
Forest industry 
government funding, 9639-9640, 9692 
Franco-Ontarians, 1624 
French-language debates 
Affaires d'intérét public émanant des députes 
Loi de 2009 sur I'érection de panneaux dans les parcs 
provinciaux et a l'emplacement d‘importantes 
attractions touristiques provinciales, projet de loi 
21 
deuxiéme lecture, 1777-1778 
Déclarations ministérielles et reponses 
Drapeau franco-ontarien, 2842 
Journée de sensibilisation a la prévention des 
mauvais traitements a l'égard des personnes 
agées, 3329 
Journée internationale de la francophonie, 5476-5477 
TFO, 826-827 
Loi de 2008 sur I'Office des té/6communications 
éducatives de langue francaise de |'Ontano, projet 
de loi 55 
deuxiéme lecture, 1624-1627, 1632 
troisiéme lecture, 2381 
Questions orales 
Subventions destinées a l'éducation, 2293-2294 
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French-language education 
federal government funding, 2294, 2381 
Full Day Early Leaming Statute Law Amendment Act, 
2010 (Bill 242) 
second reading, 9441, 9636 
Gasoline prices, 2332 
Good Goverment Act, 2009 (Bill 212) 
third reading, 9010-9012 
Government accountability, 9031 
Government accounting, 614 
Government expenditures, 827 
increase, 3311 
Government investments 
investment losses, 149 
Government orders 
Federal-provincial fiscal policies 
responded to, 2866-2868 
Ontario economy 
responded to, 3309-3312 
Government policy, 715 
Government record 
Liberal (2003-2010), 1123, 2868, 9315-9316 
Government revenue, 613-614 
Green Energy and Green Economy Act, 2009 (Bill 150) 
general discussion, 5080, 5647 
impact on senior citizens, 5122-5123 
second reading, 5065-5067, 5069, 5072 
Greenhouse gas emissions 
reduction 
cap and trade system (emissions trading), 2495, 7322- 
7321, 7326, 7329, 7628-7632, 7634 
carbon tax, 2495 
Harmonized sales tax, 6166 
impact on real estate industry, 5734 
impact on senior citizens, 9473 
public consultation, 8682-8683, 8747-8748 
transition benefit 
$1,000 for single parents or couples, 5734 
Health care, 623, 5845 
Vaughan, 682 . 
Health care funding 
government funding, 5845 
health-based allocation model (HBAM), 504 
Heart disease, 5090-5091 
Highway safety, 1184 
ban on driving motorcycles with child passengers, 4486- 
4487 
Highway Traffic Amendment Act (Speed-limiting 
Systems), 2008 (Bill 41) 
second reading, 1184, 1188, 1191-1194 
public consultation, 1192 
Holocaust, Jewish (1939-1945), 6449 
Holocaust Memorial Day Act, S.O. 1998, c.25, 6449 
Home energy audits, 5065-5066, 5079 
Hospital beds 
acute care beds, 5845 
long-term-care beds, 5845-5846 
Hospital construction 
Vaughan Hospital, 623, 682, 1664-1665 
Hospital funding 
government funding, 131 
905 region, 504 
Hospitals 
mortality rates, 131-132 
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Shurman, P. (PC, Thornhill) (continued) 
reporting on C. difficile rates, 3047 
Human rights, 4632 
Ideas for the Future Act, 2008 (Bill 100) 
second reading, 3033, 3038 
Immigrants 
language training, 1168 
poverty, 715 
visible minority, 715 
Increasing Access to Qualified Health Professionals for 
Ontarians Act, 2008 (Bill 97) 
second reading, 2884-2887, 2889 
Industry shutdowns 
Canac Kitchens Ltd., 2159 
Gibbard Furniture Shops Ltd., 3311 
Inflation, 3310 
Interim supply motions 
responded to, 149-151 
Israeli Apartheid Week, 9554-9558, 9561 
Kindergarten 
full-day, 9441 
program cost, 9636 
Labour relations, 4707-4709 
Language instruction 
English as a second language (ESL), 1627 
Law enforcement, 2542-2543 
Legislative procedure 
ministerial statements, 4297 
speech should be related to topic being discussed, 9477 
Legislature schedule/agenda, 4692 
Literacy, 5108 
Local news media 
government funding, 6667-6669 
Long-term-care facilities 
standard of care, 1764 
Lori Dupont Act (Domestic Violence Protection), 2008 (Bill 
10) 
general discussion, 8017 
Manufacturing industry, 2159 
layoffs, 3310-3311 
unemployment, 2159-2160 
Medical transplants 
organ and tissue donation, 5459 
presumed consent, 5456 
Members'/ministers' constituencies/constituency events 
Thornhill 
Distinguished Budget Presentation Award to city of 
Vaughan, 9273 
Members'/ministers’ inaugural speeches, 622-624 
Members'/ministers' personal narratives, 107, 1193-1194, 
1555, 1617, 4462, 4924, 5845, 6834 
Members/ministers quoting electronic mail messages 
Bill 126, re, 4565 
Bryans, Dave (president, Ontario Convenience Stores 
Association), 954 
Members/ministers quoting letters 
Marin, André (Ombudsman of Ontario), 3546 
Symons, Peter (constituent), 2887 
Members/ministers quoting lyrics 
Seven Little Girls, 4097 
Members/ministers quoting newspaper articles 
National Post (Toronto), 8278 
Windsor Star, 7427 
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Members/ministers quoting press releases 
Ministry of Education, 1624 
Members/ministers quoting statements 
Canadian Chamber of Commerce, 7326, 7631-7632 
Caroll, Warren (president, Thornhill Seniors Club), 2185 
Chertoff, Michael (secretary, U.S. Dept. of Homeland 
Security), 2336 
Eng, Susan (vice-president of advocacy, Canada's 
Association for the Fifty Plus), 2184-2185 
Ki-moon, Ban (secretary general, United Nations), 4632 
Ontario Estate Association, 5065-5066 
Ontario Federation of Agriculture, 2625 
Ontario Fruit and Vegetable Growers' Association, 2626 
Ontario Vegetation Management Association, 2626 
Paquin, Claudette (CEO, TFO), 1625, 2382 
Perley, Michael (Ontario Campaign for Action on 
Tobacco), 2141 
Petro-Canada, 2625 
Robbins, Wayne (chief nuclear officer, Ontario Power 
Generation), 9551 
Shaw, Jim (CEO, Shaw Communications Inc.), 6668 
Members/ministers quoting websites 
Health Canada, 2643 
United Nations, 4632 
ziofascism.net, 9555 
Members'/ministers' remarks 
Liberal (1990-1995) 
McGuinty, Dalton (Ottawa South), 5079 
Liberal (1995-2003) 
McGuinty, Dalton (Ottawa South) 
as Leader of the Opposition, 9031 
Smitherman, George (Toronto Centre—Rosedale), 
6165 
Liberal (2003-2010) 
Best, Margarett (Scarborough—Guildwood) 
as Minister of Health Promotion, 954 
Bryant, Michael (St. Paul's) 
as government House leader, 4098 
Smitherman, George (Toronto Centre) 
as Deputy Premier, 4099 
Zimmer, David (Willow dale), 8279 
PC (2003-2010) 
Scott, Laurie (Haliburton—Kawartha Lakes—Brock), 
2140 
withdrawn, 1464, 3133, 5279, 5734 
Members' statements. 
Autism treatment, 3051-3052 
City of Vaughan, 9272-9273 
Education labour dispute, 3967 
Filipino community, 7834 
Holocaust Memorial Day, 6142-6143 
Israeli Apartheid Week, 4654, 5086-5087, 6691 
McGuinty, Dalton and David, 2495 
Nuclear power facilities, 9551 
Passover, 6047 
Philippines Independence Day, 2529-2530 
Raywal Odour Residents Watch, 2742 
Rogers, Ted, 4388-4389 
Rosh Hashanah, 2904, 7436 
Seniors, 5832 
Seniors’ Month, 2248 
Sexual reassignment surgery, 2038 
Toronto Catholic District School Board, 2353-2354 


SPEAKER INDEX / INDEX DES INTERVENANTS 


Shurman, P. (PC, Thornhill) (continued) 
University labour dispute, 4475, 4687, 4755-4756, 4785- 


construction costs for Windsor Energy Centre, 7689- 
7690, 7727, 8599, 8647, 8822 


4786 
Vaughan hospital services, 682 
Volunteers, 65 
York subway extension, 5284 
Ministerial statements, responded to 
Asian and South Asian Heritage Month, 6563 
Citizenship Week, 8035-8036 
Cultural funding, 827 
Franco-Ontarian flag, 2842 
Heart Month, 5090-5091 
International Volunteer Day, 4477-4478 
National Volunteer Week, 1413, 6146 
Ontario Elder Abuse Awareness Day, 3329 
Portuguese Canadian community, 2450 
Seniors’ Month, 2304 
South Asian and Asian Heritage Month, 1464 
Ministry of Culture 
budget increase, 827 
Ministry of Research and Innovation 
Ontario venture capital fund, 9577 
Ministry of Training, Colleges and Universities 
Employment Ontario 
literacy and basic skills programs 
government funding, 5107-5108 
Multiculturalism, 935-936, 7059-7060 
Municipal infrastructure 
government funding, 3533 
National/independence/memorial days 
Holocaust Memorial Day, 1617, 6142-6143, 6449 
Philippines Independence Day, 2529-2530 
Portuguese History and Heritage Month, 2450 
South Asian Heritage Month, 1464, 6563 
Natural disasters 
storms 
Tropical Storm Ketsana (Philippines), 7834 
Nicotine replacement therapy products 
government to cover costs, 769 
retail sales tax, 5950 
Nowruz, 934-936 
Obituaries 


Rogers, Ted (CEO, Rogers Communications Inc.), 4388- 


4389 
Occupational Health and Safety Amendment Act 
(Violence and Harassment in the Workplace), 2009 
(Bill 168) 
second reading, 8013, 8016-8017 
Office of the Premier 
hiring of communications adviser, 4419-4420 
Ombudsman of Ontario, 3546 
1068080 Ontario Limited Act, 2008 (Bill Pr14) 
first reading, 2840 
Ontario French-language Educational Communications 
Authority Act, 2008 (Bill 55) 
second reading, 1624-1627 
third reading, 2380-2382 
Ontario health insurance plan (OHIP) 
health card 
renewal, 2887 
sexual reassignment surgery 
coverage, 2038 
Ontario health premium, 614 
Ontario Lottery and Gaming Corp. (OLG), 7640 
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contract awarded to H.H. Angus & Associates Ltd. for 
operation of Windsor Energy Centre, 8257-8258, 
8299-8301, 8599, 8631-8632 
lawsuit by Buttcon Energy Inc. over violation of 
agreement re Windsor Energy Centre, 7426-7427, 
7476, 7521 
Ontario Power Generation nuclear generating stations 
Pickering nuclear generating station 
rebuilding of Pickering B, 9551 
Opposition day motions, responded to 
Electronic health information, 8278-8279 
Ontario economy, 1123 
Taxation, 8747-8748 
Tobacco control, 1490-1491 
Oral questions, presented 
Buttonville airport, 5083 
C. difficile, 3047-3048 
Children's mental health services, 9501-9502 
Education funding, 2294 
Education labour dispute, 4025 
Energy conservation, 5079-5080 
Forest industry, 9639-9640, 9692 
GO Transit, 238-239 
Government contracts, 8257-8258, 8299-8301, 8599 
Government record, 9031, 9315-9316 
Government services, 4419-4420 
Hospital funding, 131-132, 504, 1664-1665 
Infrastructure program funding, 3533 
Language training, 1168 
Long-term care, 1764 
Manufacturing jobs, 2159-2160 
Municipal taxation, 3180 
Ontario budget, 613-614 
Ontario economy, 3132-3133 
Ontario Lottery and Gaming Corp., 7426-7427, 7476, 
7521, 7689-7690, 7727, 7768, 8647 
Pesticides, 2643 
Research and innovation, 9577 
Senior citizens, 5122-5123 
Smoking cessation, 769-770, 5950 
Taxation, 5734, 8682-8683 
Tobacco control, 954, 996, 1101, 5279-5280 
University labour disputes, 4215-4216, 4381-4382, 
4471, 4520, 4621, 4689, 4692-4693, 4746, 4775- 
4776, 4799-4800 
Windsor Energy Centre, 7640, 8822 
Paramedics, 4930-4932 
Passover, 6047 
Passports, 2336 
Pension Benefits Amendment Act, 2010 (Bill 236) 
second reading, 9469-9471, 9473 
Pension funds 
transfer of locked-in pension funds to registered 
retirement income funds, 6868-6869 
Pension plans 
reform, 9469-9470 
full windups, 9470 
grow-in benefits, 9471 
Pesticides/herbicides 
ban on use and sale of cosmetic pesticides, 2542, 2624- 
2626 
glyphosate, 2625 
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Shurman, P. (PC, Thornhill) (continued) 
2,4-D, 2643 
Petitions 
Education labour dispute, 4115, 4300 
Lord's Prayer, 697 
Pension plans, 6652-6653 
Taxation, 7656-7657, 9006, 9554 
University labour dispute, 4481 
Photo Card Act, 2008 (Bill 85) 
second reading, 2332-2338 
Photo identification cards, 2334-2336 
basic photo cards, 2335 
combined photo cards, 2335-2336 
cost, 2338 
enhanced photo cards, 2335 
privacy/security of information, 2338 
radio frequency identification chip technology, 2335- 
2336 
Population 
visible minority, 935 
Population growth, 715 
York region, 623 
Poverty, 935, 5271-5272 
Poverty Reduction Act, 2009 (Bill 152) 
second reading, 5271-5272 
Poverty reduction strategy, 714-715, 5272 
Power Corporation Amendment Act, S.O. 1992, c.10, 
5079 
Private members’ public business 
Capping Executive Compensation Act, 2009 (Bill 180) 
second reading, 7050 
Cultural diversity 
responded to, 7059-7060 
Curriculum 
responded to, 4923-4924 
Day Nurseries Amendment Act (Not for Profit 
Corporations), 2008 (Bill 26) 
second reading, 541-542 
Employment Standards Amendment Act (Wage 
Security), 2007 (Bill 6) 
second reading, 107-108 
Employment supports 
responded to, 3066-3067 
Fire Protection Statute Law Amendment Act, 2009 (Bill 
14) 
second reading, 269 
Health care 
responded to, 5845-5846 
Health promotion 
responded to, 1791-1792 


Healthy Decisions for Healthy Eating Act, 2009 (Bill 156) 


second reading, 6066-6068 
Highway Traffic Amendment Act (Child Passengers on 
Motorcycles), 2008 (Bill 117) 
second reading, 4486-4487 
Israeli Apartheid Week 
presented, 9554-9556, 9561 
Labour Relations Amendment Act (Certification), 2008 
(Bill 65) 
second reading, 1554-1556 
Literacy and basic skills 
responded to, 5107-5108 
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Lori Dupont Act (Domestic Violence Protection), 2008 
(Bill 10) 
second reading, 1999-2000 
Ministry of Government Services Amendment Act 
(Canadian Manufacturing and Assembly of 
Govemment Vehicles), 2008 (Bill 92) 
second reading, 3075-3076 
Municipal Residential and Commercial Surge Protector 
Act, 2009 (Bill 176) 
second reading, 7053-7054 
News media 
responded to, 6667-6669 
Northem York Region Power Conservation Act, 2008 
(Bill 79) 
second reading, 2850 
Nowruz 
responded to, 934-936 
Ontario Award for Paramedic Bravery Act, 2009 (Bill 
136) 
second reading, 4930-4932 
Pension Benefits Amendment Act (Unlocking Pension 
Funds), 2009 (Bill 116) 
second reading, 6868-6869 
Poverty 
responded to, 714-715 
Property Tax Deferral Act, 2008 (Bill 78) 
second reading, 2184-2186, 2191 
Protection for workers 
responded to, 6654 
Protection of Minors in Amateur Sports Act, 2009 (Bill 
30) 
second reading, 6873-6874 
Provincial Parks and Major Provincial Tourist Attractions 
Sign Act, 2008 (Bill 21) 
second reading, 1777-1778 
Red Tape Reduction Policy Act, 2008 (Bill 121) 
second reading, 4139-4140 
Seniors' Ombudsman Act, 2008 (Bill 102) 
second reading, 3545-3547 
Skin Cancer Prevention Act, 2008 (Bill 83) 
second reading, 2542-2543 
Smoke-Free Ontario Amendment Act (Cigarillos), 2008 
(Bill 124) 
second reading, 4305-4306 
Truth About Caledonia Act, 2009 (Bill 146) 
second reading, 5495-5496 
Workplace Safety and Insurance Amendment Act 
(Firefighters), 2009 (Bill 169) 
second reading, 6868-6869 
Workplace Safety and Insurance Board 
responded to, 4503-4504 
Private schools 
government funding, 2294 
Property Tax Deferral Act, 2008 (Bill 78) 
general discussion, 2248, 2304 
first reading, 1981-1982 
Property Tax Deferral Act, 2009 (Bill 177) 
first reading, 6234 
Property tax deferrals 
low-income senior citizens and persons with disabilities, 
1981-1982, 2184-2186, 2191, 2304 
Provincial parks and tourist attractions 
bilingual signs, 1777-1778 
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Shurman, P. (PC, Thornhill) (continued) 
Public education campaigns 
Brush-a-mania, 5832 
Citizenship Week, 8035-8036 
Colour of Poverty campaign, 715 
Heart Month, 5090 
International Mother Language Day, 7059-7060 
International Volunteer Day, 4477 
National Volunteer Week, 1413, 6146 
Ontario Elder Abuse Awareness Day, 3329 
Seniors' Month, 2248, 2304 
Public inquiries 
administration of justice, law enforcement and 
ownership of land within Haldimand Tract, 5495- 
5496 
Public Sector Expenses Review Act, 2009 (Bill 201) 
time allocation motion 
responded to, 7657-7659 
Public service 
hiring freeze, 4419 
Raywal Kitchens 
emission of fumes, 2742 
Regulated Health Professions Amendment Act, 2009 (Bill 
141) 
general discussion, 5647 
Religious holiday observance 
Rosh Hashanah, 2904, 7436 
Reports 
Cigarette Butt Study (Canadian Convenience Stores 
Association), 1101 
Service Needs Assessment for Identification of 
Vaughan Hospital Services Needs (Deloitte Inc.), 
682 
Retail sales tax 
elimination of retail sales tax from accommodations and 
attractions, 2336 
Retirement 
abolition of mandatory retirement, 5832 
Road Safety Act, 2009 (Bill 126) 
second reading, 4462, 4563-4567 
public consultation, 4462, 4563-4566 
School board trustees 
autonomy, 7402 
code of conduct, 7352 
School boards 
governance 
reform, 7352, 7402, 7414-7415 
School cafeterias 
ban on trans fat in food and beverages, 2542 
School safety 
reporting of violent incidents, 6833-6834, 6837 
Schools 
William Lyon Mackenzie Collegiate Institute 
switch (solar and wind initiatives towards change), 
4924 
Science/technology, 4924 
Senior citizens, 3329 
employment-related benefits, 5832 
protection, 3546 
Seniors’ Ombudsman, 3545-3547 
Services and Supports to Promote the Social Inclusion of 
Persons with Developmental Disabilities Act, 2008 
(Bill 77) 
third reading, 2822 
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Small business, 3311-3312 
regulatory reduction, 4139-4140 
Smoke-Free Ontario Amendment Act, 2008 (Bill 69) 
second reading, 1910, 2140-2143 
Smoke shops 
Argyle Street (Caledonia), 5648 
Smoking, 5647, 5651 
ban on smoking in cars with children present, 1910, 
2140, 2542, 5648 
enforcement, 2141 
public education, 2141 
Smoking cessation programs, 770 
Speaker 
election (28 November 2007) 
congratulatory remarks, 65 
Special-needs children 
government funding, 622-623 
Special-needs schools 
Zareinu Educational Centre of Metropolitan Toronto, 
149-151 
Speed limiters 
vehicle exemptions, 1191 
Speed limits, 1188 
Student Achievement and School Board Govemance Act, 
2009 (Bill 177) 
second reading, 7352, 7402, 7414-7415 
section 4, 7402 
Supply Act, 2008 (Bill 45) 
second reading, 622-624 
Tanning services/ultra-violet light treatment services 
sale or supply to persons under 19 prohibited, 2542- 
2543 


Tax credits 
manufacturing investment tax credit, 3066-3067 
Technical Standards and Safety Statute Law Amendment 
Act, 2009 (Bill 187) 
second reading, 8046 
Temporary help agencies, 6218-6219 
TFO, 1632, 2381-2382 
educational programming, 1624-1625 
separation from TVOntario, 1625-1626 
Time allocation motions 
Budget Measures Act, 2009 (Bill 162) 
responded to, 6165-6166 
Public Sector Expenses Review Act, 2009 (Bill 201) 
responded to, 7657-7659 
York University Labour Disputes Resolution Act, 2009 
(Bill 145) 
responded to, 4791 
Tobacco Control Statute Law Amendment Act, S.O. 2005, 
C16e1401 
Tobacco Damages and Health Care Costs Recovery Act, 
2009 (Bill 155) 
second reading, 5647-5651 
Tobacco Master Settlement Agreement, 5649 
Tobacco products 
ban on retail display of cigarettes, 954, 2542 
ban on sale of cigarillos/flavouring agents, 4305-4306 
illegal sale, 996, 1101, 1490-1491, 1910, 4305, 5279- 
5280, 5648-5650 
impact on convenience stores, 2142-2143 
Tobacco products manufacturers 
recovery of tobacco-related health care costs from 
manufacturers, 5649, 5651 
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Shurman, P. (PC, Thornhill) (continued) 
Tobacco-related diseases, 5648 
Toronto Catholic District School Board 
school board trustees 
expenditures, 2353-2354 
Toronto city council 
municipal government taxes, 3180 
Toronto District School Board 
swimming pools 
closure, 8980 
Toronto Public Transit Service Resumption Act, 2008 (Bill 
66) 
second reading, 1403-1404 
Toronto Transit Commission (TTC) 
strike 
resumption of service, 1403-1404 
Yonge subway line extension to York region, 5284 
Tourism industry, 2332 
Traffic congestion 
Greater Toronto Area (GTA), 623-624 
Transit systems 
GO Transit, 238-239 
Trucking industry 
regulation, 1194 
Trucks 
equipping trucks with chips to facilitate border crossing, 
2332 


speed limit capped at 105 km. per hour, 2542 
Unemployment rate, 3310, 5080 
Union certification 
card-based certification, 1555 
secret ballot vote, 1555 
United Nations (UN) 
Universal Declaration of Human Rights, 4632 
Universities/colleges 
strike, 4799 
York University 
collective agreements, 4391 
collective bargaining, 3967, 4216, 4706, 4708-4709, 
4714, 4800 
strike, 3967, 4025, 4215, 4381-4382, 4391, 4471, 
4475, 4520, 4621, 4687, 4689, 4692, 4706-4709, 
4746, 4755-4756, 4776, 4785-4786, 4799-4800 
Volunteers, 65, 1413, 4477-4478, 6146 
youth, 4478, 6146 
Voters/voting 
voter turnout, 9284 
Water supply 
fluoridation 
Montreal, 6066-6067 
Workers’ compensation benefits 
coverage for construction workers, 3718, 3723-3724 
Workplace harassment/violence, 8013 
Workplace Safety and Insurance Amendment Act, 2008 
(Bill 119) 
second reading, 3718, 3723-3724 
Workplace Safety and Insurance Board (WSIB) 
unfunded liability, 4503-4504 
York University Labour Disputes Resolution Act, 2009 
(Bill 145) 
second reading, 4706-4709, 4714-4715, 4723, 4726, 
4733, 4738 
time allocation motion 
responded to, 4791 


Youth/students 
smoking, 1490 
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Agricultural fairs 
International Plowing Match and Rural Expo, 7068 
Animal Health Act, 2009 (Bill 204) 
time allocation motion 
presented, 8571 
Appointment of Information and Privacy Commissioner 
presented, 6975-6976 
Awards 
ECO Recognition Award 
St. Lawrence Parks Commission (Frontenac Arch 
Biosphere Reserve), 3774 
Bail, 3665 
Bone marrow 
donation, 280 
registry, 280-281 
transplantation, 280-281 
Budget, 6040-6041 
early disclosure of budget documents, 5621 
pre-budget consultations, 4258-4259 
Budget deficit, 9417 
Budget Measures Act, 2009 (Bill 162) 
time allocation motion 
presented, 6151-6152 
Child care 
federal government funding, 9421-9422 
Child protection, 4971 
Colleges of applied arts and technology (CAATs) 
Sheridan Institute of Technology and Advanced Learning 
Sheridan IC3D video game, 9423 
Committee process 
Bill 218, 8973-8974, 9129 
Committee schedules/agendas, 4637 
Committees . 
Committee of the whole House 
appointment of presiding officer, 7283 
Community newspapers 
retail sales tax, 26 
Community safety, 3666 
Construction industry 
underground economy, 3886-3887 
Construction workers 
occupational health and safety, 3887 
Corporate tax reduction, 6041, 6077 
Corporate taxes 
federal-provincial harmonization, 734, 1572 
Crime 
gun-related crime, 3665 
DERTOUR Travel Academy, 4384-4385 
Domestic violence, 4971 
eHealth Ontario 
contracts, 7870 
review by PricewaterhouseCoopers, 7278 
Employment Protection for Foreign Nationals Act (Live-In 
Caregivers and Others), 2009 (Bill 210) 
second reading, 8164 
Family law 
reform, 4970-4971 
Family Statute Law Amendment Act, 2009 (Bill 133) 
second reading, 4970-4972, 5020-5021 
third reading, 6627-6628 
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Smith, Hon. M.M. (LIB, Nipissing) (continued) 
Federal government 
transfer payments 
Canada health and social transfer, 9418-9419 
Federal-provincial agreements/programs 
Canada-Ontario immigration agreement, 9420 
Festivals, 6438-6439 
Brantford International Jazz Festival, 8351-8352 
Toronto International Film Festival 
government funding for completion of Toronto 
International Film Festival Bell Lightbox facility, 
7270 
French-language debates 
Déclarations ministérielles et reponses 
Impdt des sociétés, 734 
Semaine nationale du tourisme, 7156 
Good Government Act, 2009 (Bill 212) 
second reading, 8394-8395 
technical briefings for members, 8395 
time allocation motion 
presented, 8557 
third reading, 9008-9009 
Government notice of motions 
Federal government policy 
presented, 9416-9424 
Government orders 
Committee sittings 
presented, 4161-4163 
time allocation motion 
presented, 4258-4259 
Government record 
Liberal (2003-2010) 
health care, 9419-9420 
Greater Toronto and Hamilton Area Transit 
Implementation Act, 2009 (Bill 163) 
time allocation motion 
presented, 5963 
Green Energy and Green Economy Act, 2009 (Bill 150) 
general discussion, 9419, 9423-9424 
Handguns 
ban, 3665 
Harmonized sales tax, 6077, 8673-8674 
impact on tourism industry, 6041, 6841, 9219 
Health care 
wait times 
reduction, 9419 
Highway improvement 
Highway 11/17, 1030 
Holiday messages, 4638 
Immigrants 
services 
access to federal government services, 9420 
Information and Privacy Commissioner of Ontario, 6975- 
6976 
Investing in Ontario Act, 2008 (Bill 35) 
second reading, 1030, 1042 
Jurors 
criminal record checks, 9008 
Kindergarten 
full-day, 9417 
Law enforcement, 3665 
Legislative procedure 
matters before the court, 3543-3544 
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members/ministers must be in own seats for recorded 
vote, 8944 
oral questions, 7196 
tabling of documents, 8827 
Legislature schedule/agenda, 4606-4607, 4755, 4796 
Members'/ministers' personal narratives, 280-281 
Members'/ministers’ privileges 
wearing of mittens, 9165 
Members/ministers quoting newspaper articles 
North Bay Nugget, 1030, 1042 
Members/ministers quoting statements 
Advocates’ Society, 4970 
Andrew, Judith (Ontario vice-president, Canadian 
Federation of Independent Business), 734 
Cannavino, Tony (president, Canadian Police 
Association), 3665 
Crispino, Len (president, Ontario Chamber of 
Commerce), 734 
MacQuarrie, Barbara (community director, Centre for 
Research and Education on Violence against 
Women and Children), 4970 
McClean, Rosemarie (Senior V.P., members services, 
Ontario Teachers' Pension Plan), 4970 
McGregor, Heather (CEO, YWCA Toronto), 4970 
Millar, Derry (Treasurer, Law Society of Upper Canada), 
4970 
North Bay city council resolution 2009-765 re: 
harmonized sales tax, 9157 
Siddiqui, Shahina (executive director, Islamic Social 
Services Association), 4970 
Sirois, Ghislaine (executive director, Action ontarienne 
contre la violence faite aux femmes), 4970 
Toronto Board of Trade, 734 
Members'/ministers' remarks 
Liberal (2003-2010) 
Caplan, David (Don Valley East) 
as Minister of Health and Long-Term Care, 7278 
withdrawn, 893 
Mining Amendment Act, 2009 (Bill 173) 
time allocation motion 
presented, 7784 
Ministerial statements, presented 
Corporate tax, 734 
National Tourism Week, 7155-7157 
Ministers redirecting oral questions, 2609, 5236, 8992 
Ministry of Revenue 
Onttaxs, 2568 
Ministry of Tourism 
Celebrate Ontario, 6438, 7078, 7156, 8215 
fun pass, 7078 
Municipal infrastructure 
federal government funding, 9422 
government funding 
Nipissing, 1042 
Niagara Parks Commission, 5575 
appointment of commissioners, 9171-9172 
governance, 5575 
untendered contract to Maid of the Mist Corp., 7766- 
7767, 7826, 8210 
Occupational Health and Safety Amendment Act 
(Violence and Harassment in the Workplace), 2009 
(Bill 168) 
time allocation motion 
presented, 9095 
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Smith, Hon. M.M. (LIB, Nipissing) (continued) 
Olympics 
Vancouver 2010 Winter Olympics, 9222 
Ontario College of Trades and Apprenticeship Act, 2009 
(Bill 183) 
time allocation motion 
presented, 7842 
Ontario Tax Plan for More Jobs and Growth Act, 2009 
(Bill 218) 
third reading, 9157 
Opposition day motions, responded to 
Violent crime, 3665-3666 
Oral questions, responded to 
Agency spending, 7766-7767, 7826, 8210 
Corporate tax, 1571-1572 
DERTOUR Travel Academy, 4384-4385 
Environmental protection, 3773-3774 
Government appointments, 9171-9172 
Minister's record, 7870 
Niagara Parks Commission, 5575 
Olympic torch relay, 9222 
Retail sales tax, 26, 231-232 
Small business, 2568 
Snowmobiling, 4579-4580 
St. Lawrence Parks Commission, 5882 
Taxation, 6040-6041, 6076-6077, 6841 
Tourism, 2781-2782, 3137, 3275-3276, 4823, 4943- 
4944, 5465, 6438-6439, 7078, 7269-7270, 8069- 
8070, 8110, 8215, 8351-8352, 9219 
Post-secondary education 
Reaching Higher: The McGuinty Government Plan for 
Postsecondary Education, 9421 
Premier's attendance in legislature, 4938 
Private members' public business 
Katelyn Bedard Bone Marrow Awareness Month Act, 
2007 (Bill 5) 
second reading, 280-281 
Public education campaigns 
Bone Marrow Awareness Month, 280-281 
National Tourism Week, 7155-7156 
Public inquiries 
scope and cost management, 9008 
Public Sector Expenses Review Act, 2009 (Bill 201) 
time allocation motion 
presented, 7657 
Reports 
Discovering Ontario: A Report on the Future of Tourism 
(Ontario Tourism Competitiveness Study), 4823, 
4943-4944 
Retail sales tax 
collection of outstanding accounts receivable, 231-232 
Sentences (criminal procedure) 
pretrial custody credits, 3665 
Sign language interpreters, 6889 
Small business, 6841 
Snowmobiling, 4580 
safety, 4580 
Speaker's rulings/statements quoted 
Speaker Carr, 5621, 7278-7279 
Speaker Turner, 5621 
St. Lawrence Park Commission, 5882 
Standing Orders 
S.O. 37(a) Oral Questions, 9321 
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S.O. 38(a) Routine Proceedings - May not appeal 
rulings - Notice of questions for adjournment 
proceedings, 7648, 9321 

S.O. 13(b) Order and Decorum and Conduct of 
Members - No debate on or appeal from decision of 
Speaker, 7648 

S.O. 13(d) Order and Decorum and Conduct of 
Members - Speaker to preserve order, 8675 

S.O. 23(g) Rules of Debate - Matters out of order in 
debate - Matters sub judice, 3543-3544 

Summit meetings 
Ontario Tourism Summit, 3137, 3275 
Technical Standards and Safety Statute Law Amendment 
Act, 2009 (Bill 187) 
time allocation motion 
presented, 8635-8636 
Time allocation motions 
Animal Health Act, 2009 (Bill 204) 
presented, 8571 
Budget Measures Act, 2009 (Bill 162) 
presented, 6151-6152 
Committee sittings 
presented, 4258-4259 
Good Government Act, 2009 (Bill 212) 
presented, 8557 

Greater Toronto and Hamilton Area Transit 

Implementation Act, 2009 (Bill 163) 
presented, 5963 

Mining Amendment Act, 2009 (Bill 173) 
presented, 7785 

Occupational Health and Safety Amendment Act 
(Violence and Harassment in the Workplace), 2009 
(Bill 168) 

presented, 9095 
Ontario College of Trades and Apprenticeship Act, 2009 
(Bill 183) 
presented, 7842 
Public Sector Expenses Review Act, 2009 (Bill 201) 
presented, 7657 

Technical Standards and Safety Statute Law 

Amendment Act, 2009 (Bill 187) 
presented, 8635-8636 

Workplace Safety and Insurance Amendment Act, 2008 

(Bill 119) 
presented, 3886-3887 
York University Labour Disputes Resolution Act, 2009 
(Bill 145) 
presented, 4790-4791 
Tourism industry, 2781-2782 
Brant 
government funding, 8352-8353 
government funding, 2781-2782, 3137, 3276, 6040, 
7156, 8069-8070, 8110, 8215 
Greater Toronto Area (GTA), 7269-7270 
marketing campaign 
There's No Place Like This, 2782, 7078, 7156 

Ontario tourism competitiveness study and action plan, 
2782, 3137, 3275-3276 

training of workers, 7156 

Tourism regions, 4944 
Travel information centres, 7156 
Universities/colleges 
Nipissing University and Canadore College 
joint library, 9421 
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Smith, Hon. M.M. (LIB, Nipissing) (continued) 
York University 
collective bargaining, 4790-4791 
strike, 4790-4791 
Violence, 3665-3666 
War of 1812 
bicentennial celebration, 7156 
Workers' compensation benefits 
coverage for construction workers, 3886-3887 
Workplace Safety and Insurance Amendment Act, 2008 
(Bill 119) 
time allocation motion 
presented, 3886-3887 
Workplace Safety and Insurance Board (WSIB), 3887 
York University Labour Disputes Resolution Act, 2009 
(Bill 145) 
time allocation motion 
presented, 4790-4791 


Smitherman, G. (LIB, Toronto Centre) 
AbitibiBowater 
electricity rates, 4696-4697 
sale of hydro dams, 4648 
Aboriginal communities 
health care, 615, 1307 
Aboriginal healing and wellness strategy (AHWS), 615 
Aboriginal health access centres (AHACs) 
government funding, 1308 
Addiction treatment programs 
youth 
government funding, 993-994 
AIDS (disease), 42 
Appointment process, 480 
Appointments 
Arnett, Jim (special adviser on auto restructuring), 4465 
Apprenticeship training, 3221 
ARISE Technologies (photovoltaic cells manufacturer, 
Waterloo), 6568 
Atomic Energy of Canada Ltd., 4653 
Automobile industry, 4102, 4465, 5384, 5460 
Ford Motor Company of Canada 
Essex engine plant, 612 
General Motors of Canada Ltd. 
layoffs, 1158 
Ontario automotive strategy fund, 3220 
pension funds, 4101-4103 
Bail, 6046 
Bruce Power, 3830 
Budget, 5460, 5879, 6137-6138, 6141-6142, 7073 
presentation of 2003 budget at Magna International, 
6141 
public consultation, 6141 
Budget Measures Act, 2009 (Bill 162) 
general discussion, 6138, 6141 
Budget surplus 
transfer of funds to municipalities for infrastructure 
projects, 420 
Buy Ontario policy, 7726 
C. difficile, 2996-2997 
infection control in hospitals, 1884-1885, 2024-2025, 
2027-2028 
C. difficile outbreaks, 2085-2086, 2155-2157, 2202, 2234- 
2235, 2237-2238 
coroner inquests, 1971 


public inquiries, 1971, 2083, 2120, 2124, 2156-2157, 
2202, 2345-2346, 2433, 2602, 2635-2636 
Cancer 
colorectal cancer, 480 
Cancer drugs, 2518 
Avastin, 1370 
Cancer screening programs 
colorectal cancer screening program, 480 
Capital works projects, 3220-3221, 5575 
government funding, 3184, 3221-3222, 4644, 52814, 
5575, 5777-5778 
as part of economic stimulus package, 7635 
ReNew Ontario, 3533 
Child care, 2203, 2521, 4470 
D grade, 2521 
national child care program, 2521 
Child care centres 
Treasure Island Daycare Centre, 3832 
Children's health care, 1311-1312 
Children's mental health care, 1658 
Chronic disease management, 2023 
Coal, 6078 
Collective agreements 
Ontario Nurses' Association, 830-831 
Community care access centres (CCACs), 1716-1717 
Community health centres (CHCs), 379-381, 1308 
satellite centres, 380 
Computed tomography (CT) 
Groves Memorial Community Hospital, 133 
Consumer protection 
energy contracts, 7144-7145 
sub-metering electricity in apartments/apartment 
buildings, 7145 
Coroner inquests 
Casa Verde nursing home (North York), 1657 
Dupont, Lori (murder victim), 1206 
Corporations 
executive compensation caps for corporations receiving 
grant or loan from Ontario, 6939-6940 
Court cases/actions 
Chen, David (store owner charged with kidnapping for 
apprehending thief), 8303 
Dental care ' 
availability of cone beam CT scanners in dental offices, 
992-993 
Diabetes 
management, 2024 
Dialysis, 2523-2524 
nocturnal dialysis, 1970 
DMI Industries (wind tower manufacturers, Fort Erie), 6568 
Doctor fees/salaries, 295-296 
Doctor shortage, 1312, 1660-1661 
Hearst, 2033 
Doctors, 1370 
accepting new patients, 1517 
international medical graduates (IMGs) 
removing barriers 
five-point action plan, 2581 
residency training, 2580-2581 
practise in Ontario, 1517 
Domtar Inc. 
shutdown, 3872 
Drug abuse treatment programs, 337 
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Smitherman, G. (LIB, Toronto Centre) (continued) 
Early childhood education 
full-day learning for four- and five-year-old children, 4470 
Economic conditions, 6137 
Economic development 
northern Ontario, 7770 
Economic growth 
five-point economic plan, 612, 1167, 3039-3040 
Education, 2437 
eHealth Ontario 
contracts, 7823-7824, 7866-7867 
IBM, 7724-7725, 7730, 7764, 7866 
Electric lines, 5031 
government funding, 4994 
Lake Huron, 3373 
Electricity infrastructure, 7031 
Electricity rates, 5878 
increase, 3315, 3318, 5121-5123, 5427, 5578 
industrial rates, 3872-3873, 4646-4647 
Germany, 3872 
low-income energy consumers, 5421 
schools, 6884 
time-of-use rates, 6838-6839 
Electricity supply, 2830-2831, 3872, 5831 
Electronic health records, 8142, 8145 
Emergency management 
pandemic, 1819-1820 
quarantine of VIA Rail train (Foleyet, 9 May 2008), 1820- 
1821, 1887 
Employment creation, 1159, 1166-1167, 5124-5125, 
5879, 7635 
by private sector, 608 
Energy 
fossil fuels 
reduction in reliance, 6568 
nuclear energy, 3274-3275, 3318, 4288, 4521, 5315, 
6940 


renewable energy, 3272, 3274-3275, 3372-3373, 3375, 
3530, 3642-3643, 3872, 4420, 4901-4902, 5008- 
5010, 5121, 5578, 5878-5879, 6227-6228 

feed-in tariff, 4952 
renewable energy projects, 4943, 4951-4952, 5030 
aboriginal participation, 6569, 7389 
domestic content requirements, 4019, 4943, 4952, 
4996-4997, 5031, 5778, 5990 
employment creation, 6332, 6568, 7822 
EPCOR Utilities Inc., 3374-3375, 3530 
schools, 6884 
Verdant Power tidal power project, 3272 
wind farms, 3372, 3530, 3872 
Energy conservation, 2830-2831, 3318, 4951-4952, 4998- 
4999, 5010, 5123, 5878, 6569, 6839, 7145 
government funding, 6043 
Energy efficiency, 4952 
Explosions 
2 Secord Avenue, 7690 
Family health teams, 296, 380 
Fatalities 

Coxon, Florence (nursing home resident), 1603, 1656- 

1657 


Federal government 
transfer payments 
equalization program, 6135-6136 
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Federal-provincial-municipal partnerships 
infrastructure, 4779-4780 
Forums (discussion and debate) 
Grow North forum, 4857-4858 
Fossil-fuel generating stations, 6044 
French-language debates 
Déclarations ministérielles et reponses 
Journée mondiale du SIDA, 42-43 
Government accounting, 614 
Government advertising 
bus shelter advertisement re Bill 150, 5419-5420 
powerWISE energy conservation 
Suzuki, David's role in energy conservation 
advertising campaign, 4420 
Government-business partnerships, 3220 
Government-business relations, 3220 
Government orders 
Ontario economy 
responded to, 3219-3222 
Government record 
Liberal (2003-2010) 
health care, 7824-7825 
nurses, 830 
NDP (1990-1995) 
hospital budgets, 2994 
hospital construction, 131 
nurses, 895 
standard of care in long-term-care facilities, 521 
universities/colleges, 4692 
PC (1995-2003), 1159-1160 
long-term-care standards, 1657 
mental health care, 1658 
standard of care in long-term-care facilities, 520 
Government service transfer to municipal jurisdiction 
hospital capital costs 
York region, 4942 
Government services 
government funding, 1159 
reduction, 415 
Green economy, 5009 
Green Energy and Green Economy Act, 2009 (Bill 150) 
general discussion, 4943, 4994-4997, 5118-5119, 5121- 
5122, 5124, 5421, 5427, 5578, 5831, 5878, 5943, 
5990, 6043, 6078, 6839, 6883 
amendments, 6267-6268, 6272 
impact on electricity rates, 5878, 5943, 6267, 6435 
public consultation, 5879, 6267-6268, 6272 
first reading, 4951 
ministerial statement, 4951-4953 
second reading, 5008-5010 
third reading, 6568-6569 
Growth plan, 6943 
Handwashing, 6043 
Harmonized sales tax, 6135-6136, 7074 
Health care, 175, 2204 
alternate level of care, 2238 
employment, 233 
privatization, 3237 
Health care funding 
government funding, 174-175, 890, 2518 
Ottawa, 1607 
Health care workers, 2567-2568 
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Smitherman, G. (LIB, Toronto Centre) (continued) 
Health regulatory colleges 
duty to help internationally trained health professionals 
practise in Ontario, 2580 
Health Services Appeal and Review Board, 1511-1512 
HIV (virus) 
drugs 
lsentress, 43 
federal government funding, 43 
tests, 42 
Home care, 773, 836, 1511, 1716-1717 
government funding, 233-234, 1511-1512 
public consultation, 836 
wait times, 956-957 
Home energy audits, 4952, 4999, 5010, 5079-5080, 5312, 
6272, 6332 
Home energy inspectors 
search warrant, 5118-5119, 5121 
Hospices (terminal care) 
government funding 
Hospice Renfrew, 80 
Hospital beds 
long-term-care beds, 421 
Hospital budget deficits, 990 
Hospital budgets 
Rouge Valley Health System, 830 
St. Joseph's Healthcare, 6043 
Hospital construction, 504, 4942-4943, 5280-5281 
government funding, 74-76, 4906 
Sarnia, 77 
Halton Healthcare Services, 3322 
Humber River Regional Hospital, 2208-2209 
Oakville-Trafalgar Memorial Hospital, 4108, 4622-4623 
Vaughan Hospital, 1664-1665 
Hospital expansion 
Milton District Hospital, 6843 
Hospital! funding 
government funding, 990, 2206, 4905 
Brampton Civic Hospital, 73 
high-growth hospitals, 296-297 
Joseph Brant Memorial Hospital, 2206 
Montfort Hospital, 2238 
905 region, 504 
Ottawa, 1607 
Sault Area Hospital, 2206 
Hospital redevelopment, 3486, 3533 
Hospital reporting 
infectious diseases, 6043 
Hospital services 
Brampton Civic Hospital, 74, 130-131 
contracted services, 6043 
emergency, 74, 1164, 1310-1311 
government funding, 1164 
Hamilton, 1164-1165 
Hamilton Health Sciences, 2642 
Kitchener—Waterloo, 1164 
McMaster University Medical Centre, 2993-2996 
wait times, 1371, 2024, 2238 
Hospitals 
Brampton Civic Hospital, 73, 168-169 
Bridgepoint Hospital 
replacement of personal support workers with 
registered practical nurses, 2207 
Credit Valley Hospital, 3221 
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Hamilton General Hospital, 3221 
Henderson General Hospital, 3221 
lease of space, 169 
Montfort Hospital, 1606, 3221 
mortality rates, 132 
North Bay Regional Health Centre, 3222 
oversight by Ombudsman, 2209, 2637 
reporting on C. difficile rates, 1761-1762, 1768, 1971, 
2082-2083, 2085, 2120, 2157, 2162, 2433, 2996 
reporting on patient safety indicators, 2085, 2120, 2124, 
2205, 2234, 2345, 2568, 2602, 2635 
Royal Ottawa Hospital, 1606 
York region, 4906 
Hydro One 
Bruce to Milton transmission project 
voluntary settlement, 6644 
Hydro Québec 
wind farm, 4020 
Income tax reduction, 6137-6138, 7074 
Increasing Access to Qualified Health Professionals for 
Ontarians Act, 2008 (Bill 97) 
first reading, 2580 
ministerial statement, 2580-2581 
Infectious diseases 
prevention/control of infectious diseases, 2125 
Infrastructure Canada 
Building Canada Fund (BCF), 3272 
Infrastructure Ontario 
municipal infrastructure investment initiative (MII), 610 
Kindergarten 
government funding, 1658 
Legislative process 
Bill 150, re, 5009-5010 
family friendly reforms, 1160 
Legislature schedule/agenda, 4693 
Local health integration networks (LHINs), 2123 
Long-term-care facilities, 198 
government funding, 520-521, 564 
medication management, 171, 198 
oversight by Ombudsman, 2637 
personal care, 198, 1657 
staff, 1603, 1657 
standard of care, 338, 421, 477, 520-521, 526, 564, 
1603, 1713, 1763-1764, 2639 
Long-term-care funding 
government funding, 520, 564 
Lotteries 
fraud, 4817-4818 
Macular degeneration, 335 
Manufacturing industry 
layoffs, 949-950 
Medical isotopes 
shortage, 135 
Medical officers of health, 2162 
Medical procedures 
wait times, 195, 1164, 1371 
Humber River Regional Hospital, 1371 
Medical schools 
satellite medical schools 
Windsor, 1312 
Members'/ministers' correction of record, 1770 
Members‘/ministers' personal narratives, 3221 
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Smitherman, G. (LIB, Toronto Centre) (continued) 
Members/ministers quoting books 
Public Power: The Fight for Publicly Owned Electricity 
(Howard Hampton), 3873, 4647 
Members/ministers quoting letters 
Yakabuski, John re Algonquin College, 610 
Members/ministers quoting newspaper articles 
Globe and Mail (Toronto), 653 
Members/ministers quoting reports 
Office of the Auditor General of Ontario Annual Report 
(2007), 195 
Members/ministers quoting statements 
Bresnahan, Percy (mayor, South Algonquin), 6435 
Capponi, Pat (mental health advocate), 6137, 6141-6142 
Grinspun, Doris (executive director, Registered Nurses’ 
Association of Ontario), 890 
Lambert, Janet (chair, Ontario Long-Term Care 
Association), 526 
Moritz, Marion (executive director, Orleans Urgent Care 
Clinic), 1517 
Neumann, Ken (national director, United Steelworkers 
Union), 4996 
Schabas, Richard (medical officer of health, Hastings 
and Prince Edward counties), 2156 
Vrebosch, Bill (mayor, East Ferris), 610 
Yusuf, Salim (professor of medicine, McMaster 
University), 2995 
Members’/ministers' record 
Liberal (2003-2010) 
Smitherman, George (Toronto Centre) 
as Minister of Health and Long-Term Care, 7916, 
7919-7920 
Members'/ministers' remarks 
PC (1995-2003) 
Chudleigh, Ted (Halton), 6803 
Harris, Michael (Nipissing) 
as Ontario Premier, 2636 
Tory, John (Dufferin—Peel-Wellington—Grey) 
as Leader of the Opposition, 612 
PC (2003-2010) 
Hardeman, Ernie (Oxford), 614 
Yakabuski, John (Renfrew-Nipissing—Pembroke), 
6839 
withdrawn, 3178, 6136 
Members'/ministers' resignations 
Smitherman, George (Toronto Centre), 9224 
Mental health care, 1666, 2524 
transfer from Rouge Valley Ajax hospital to Scarborough 
Centenary site, 957-958, 1662-1663 
Miller's Creek Marina (Niagara Parkway) 
lease-out, 2608 
Minimum wage, 3570 
increase, 610, 4466, 4468 
Ministerial statements, presented 
Foreign-trained doctors, 2580-2581 
Renewable energy and energy conservation, 4951-4953 
World AIDS Day, 42-43 
Ministers redirecting oral questions, 128, 232, 417-418, 
420, 423, 521, 1160, 1162, 1364-1366, 1424, 1760, 
1965-1968, 2157-2158, 2203, 2340, 2342-2344, 
2434-2435, 2514, 2516-2517, 2565, 2569, 2637, 
2830, 3236, 3238, 3315, 3371, 3569, 3571, 3636, 
3729, 3733, 3767-3769, 3826, 3921, 4104, 4143, 
4146, 4284-4285, 4468, 4471, 4517-4518, 4520, 


4645, 4693, 4698, 4822, 4858, 4940, 5313, 5378- 
5379, 5427, 5579, 5824, 5877, 5879-5880, 6038- 
6039, 6041, 6265-6266, 6268, 6594-6595, 6837, 
6839, 6845, 7074, 7771, 7826-7827, 8141, 8260 
Ministry of Children and Youth Services 
Best Start plan, 4470 
Ministry of Health and Long-Term Care 
aging-at-home strategy, 173 
inspection and enforcement, 194 
nursing graduate guarantee, 1972-1973 
Sapsford, Ron (Deputy Minister of Health and Long- 
Term Care) 
salary, 7825 
Municipal infrastructure 
government funding, 3272, 4644, 4749 
Natural disasters 
tornados (20 August 2009) 
Town of Blue Mountains, 7435 
Natural gas generating stations 
northern York region, 2830, 3925 
NDP 
Buy Ontario strategy, 5378-5379 
NDP documents/plans 
universities/colleges, 4692 
Northern Ontario 
economic conditions, 6137 
grants 
northern health travel grant (NHTG) program, 2523- 
2524 
Nuclear generating stations, 3275 
Nuclear industry, 3875 
Nurse practitioners, 830, 1973 
Nurses, 1370, 1972-1973 
hiring, 608 
layoffs 
Rouge Valley Health System, 829-830, 890-891, 895- 
896, 1206 
safety, 1206-1207 
Nursing students/graduates, 1972 
Ontario child benefit (OCB), 3570, 4466-4467, 5879 
Ontario-China relations, 3531-3532 
Ontario disability support program (ODSP) benefits, 4468- 
469 


Ontario health insurance plan (OHIP) 
three-month waiting period 
elimination, 498 
Ontario health premium, 614 
Ontario Lottery and Gaming Corp. (OLG), 4817 
leadership, 4817-4818 
purchase of foreign-made cars as casino contest prizes, 
5384 
Ontario Power Authority (OPA) 
Demand Response 2, 4697 
expenditure on conservation and contracts for gas-fired 
and renewable generation, 3319 
integrated power system plan (IPSP), 2830-2831 
proposed construction of gas-fired generating station in 
Clarkson (Mississauga) 
impact on air quality, 7477-7478 
renewable energy supply II! procurement, 4693-4694 
Ontario Power Generation fossil-fuel generating stations 
closure, 3872, 5943 
Nanticoke generating station, 3830 
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Smitherman, G. (LIB, Toronto Centre) (continued) 


Ontario Power Generation gas-fired generating station 
southwest GTA, 4250 
Ontario Power Generation hydroelectric generating 
stations 
Robert H. Saunders generating station, 3272 
Ontario Power Generation nuclear generating stations 
construction cost overrun, 5785 
Darlington nuclear generating station, 5315 
building of new reactors, 4653 
purchase of nuclear reactors, 5994-5995 
withdrawal of Westinghouse Electric Co. from bidding 
to build new reactors, 4288 
Pickering nuclear generating station 
rebuilding of Pickering B, 3871 
Ontario Recreation program, 6802 
Oral questions, responded to 
Aboriginal health care, 1307-1308 
Access to health care, 195, 295-296, 652-653, 1164- 
1165, 1310-1311, 1517-1518, 1662-1663, 2023- 
2024 
Addiction services, 993-994 
Air quality, 7388-7389, 7477-7478 
Automobile industry, 4101-4102, 4465, 5460-5461 
C. difficile, 1884-1885, 2024-2025, 2027-2028, 2602, 
2635-2636, 2996-2997 
Cancer screening, 480 
Cancer treatment, 1370 
Child care, 2202-2203, 2521, 3832, 4470, 5463 
Children's health services, 1311-1312 
Children's mental health services, 1658 
Chiropractic and physiotherapy services, 174-175 
Community care access centres, 1716-1717 
Community health centres, 379-381 
Consumer protection, 7144-7145 
Development in Niagara, 2608 
Diagnostic services, 992-993 
Dialysis, 1970 
Disaster relief, 7435 
Doctor shortage, 1660-1661 
Doctors' services, 2033 
Drug treatment programs, 337 
Electricity generation, 4250 
Electricity infrastructure, 7031 
Electricity supply, 2830-2831, 3829-3830, 3871-3872, 
3925-3926 
Electronic health information, 7724-7725, 7765, 7823- 
7824, 7829-7830, 8142-8143, 8145 
Energy conservation, 4998-4999, 5079-5080 
Energy policies, 4420 
Energy rates, 4994-4995, 5878-5879, 5942-5943, 6267- 
6268, 6435 
Executive compensation, 6939-6940 
Forest industry, 4646-4648, 4696-4697 
Government advertising, 2995 
Government appointments, 480-481 
Government spending, 607-608, 2518, 7824-7825 
Green power generation, 4901-4902, 4943, 4996-4997, 
5030-5031, 6044, 6078-6079, 6227-6228, 6272, 
6332, 6838-6839 
Health care, 168-169, 173, 615, 2208-2209 
Health care funding, 133, 2522 
Health care workers, 2207 
Health insurance for immigrants, 498-499 
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Home care, 233-234, 773, 836, 956-957, 1511-1512 

Hospice care, 80 

Hospital funding, 73-77, 130-132, 296-297, 504-505, 
990, 1370-1371, 1606-1607, 1664-1665, 2206- 
2207, 2238, 4108, 4905-4906, 4942-4943 

Hospital services, 957-958, 2642, 3322-3323, 4622- 
4623, 6843 

Human rights, 3531-3532 

Hydro rates, 3318-3319, 5421, 5578, 5831, 6042-6043 

Hydro transmission line, 6644 

Infectious disease control, 1761-1762, 1768, 1971, 
2082-2083, 2085-2086, 2120-2121, 2123-2125, 
2155-2157, 2202, 2204-2205, 2234-2235, 2237- 
2238, 2345-2346, 2433-2434, 2567-2568, 3236- 
3237, 6043 

Infrastructure program funding, 3533, 4749, 4779-4780, 
5280-5281, 5575 

Infrastructure renewal, 3272 

International trade, 953, 3184, 3875, 6846-6847 

Job creation, 5777-5779, 7635, 7822-7823 

Labour relations, 7434 

Law enforcement, 8303 

Legislative reform, 1159-1160 

Local health integration networks, 2123, 2993-2996 

Long-term care, 198-199, 338, 421, 477-478, 520, 526, 
564, 1603, 1656-1657, 1713, 1763-1764, 2639, 
5461-5462 

Low-income Ontarians, 610, 612-613 

Macular degeneration, 335 

Manufacturing and forestry sector jobs, 4857-4858 

Manufacturing jobs, 612, 949-950, 1158-1159, 1166- 
1167, 3372-3373, 3825, 3828-3829, 3872-3873, 
5378-5379 

Medical isotopes, 134-135 

Member's advertising, 5419-5420 

Mental health services, 1666, 2524-2525 

Minister's record, 7916, 7919-7920 

Municipal finances, 3767 

Municipal infrastructure, 420, 610 

Municipal planning, 6943 

Northern health travel grant, 2523-2524 

Northern Ontario development, 7770 

Nuclear energy, 3274-3275, 4288, 4653, 5315-5316, 
5785, 6882-6883 

Nuclear safety, 4521 

Nuclear waste, 6940-6941 

Nurses, 829-831, 890-891, 895-896, 1206-1207, 1972- 
1973 

Ontario budget, 520-521, 614, 5879, 6137-6138, 6141- 
6142 

Ontario economy, 415-416, 3039-3040, 3315, 4643- 
4644, 6594 

Ontario Lottery and Gaming Corp., 4817-4818, 7428- 
7429 

Patient safety, 54-55 

Pension plans, 4103, 6139-6140, 8304-8305 

Pharmacists’ dispensing fees, 171 

Physiotherapy services, 239 

Poverty, 1368-1369, 1764-1765, 3570-3571, 4465-4469 

Premier's record, 7866-7867 

Prescription drugs, 194, 2209-2210 

Private career colleges, 7429 

Provincial purchasing policy, 5384, 5990, 5994-5995 

Public health, 1819-1821, 1887, 2162 
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Smitherman, G. (LIB, Toronto Centre) (continued) Earth Hour, 4952 
Public transit, 4822, 4946, 6270, 6434-6435, 6553- International Day Against Homophobia, 1984-1985 
6554, 6803, 6988 World AIDS Day, 42-43 
Renewable energy and conservation, 3374-3375, 3530- Public health units, 2162 
3531, 3642-3643, 4019-4020, 4693-4694, 4997, government funding, 3237 
5118-5119, 5121, 5124-5125 Public service, 6136 
Salary disclosure, 7825 salaries above $100,000, 607, 610, 950 
School facilities, 6884, 7385 Rainbow Health Ontario, 1985 
School trustees, 2438 Reports 
Senior citizens, 5122-5123 Clarkson Airshed Study: A Scientific Approach to 
Services for the developmentally disabled, 2163-2164 Improving Air Quality (Part ll - The Ambient Air 
Sewage spill, 2201 Monitoring Program), 4250 
Small business, 2570-2571, 5312, 5427 A Fine Balance - Safe Pensions - Affordable Plans - 
Sports and recreation infrastructure, 6802 Fair Rules (Report of the Expert Commission on 
Taxation, 5469, 6135-6137, 7073-7074 Pensions), 4103, 8304 
Tenant protection, 7690 A Game of Trust: Investigation into the Ontario Lottery 
Time allocation, 3922 and Gaming Corporation's Protection of the Public 
Tobacco control, 1471 From Fraud and Theft (André Marin), 4817 
Trade agreement, 7726 People Caring for People: Impacting the Quality of Life 
Transfer payments, 3486 and Care of Residents of Long-Term Care Homes 
University labour disputes, 4690-4693 (Shirley Sharkey), 2639 
Violent crime, 6046 Physicians in Canada: Average Gross Fee-For-Service 
Windsor economy, 417 Payments, 2005-2006 (Canadian Institute for 
Women's issues, 1766 Health Information), 295 
Workers’ compensation, 2205 Report of the Board: Low-Income Energy Assistance 
Pamphlets Program (Ontario Energy Board), 5421 
Vote for Fairness Ontario, 2995 Report on Removing Barriers for International Medical 
Patient safety, 54-55, 2085-2086, 2120-2121, 2125, 2155- Doctors (Laurel C. Broten), 2581 
2157, 2234-2235, 2238, 2345-2346, 2433-2434, 2637 Retirement 
Patients Tilley, Hugh (lieutenant colonel, Salvation Army), 327 
protection from infectious diseases, 6043 Road construction, 3221 
PC Party documents/plans School facilities 
health care funding, 132, 296-297, 520, 652-653, 829, government funding, 7385 
890, 1658, 1661, 2206, 2518, 3533 retrofit, 6884 
Ontario Power Generation fossil-fuel generating ServiceOntario 
stations, 5879 BizPal (business permits and licences), 2570-2571 
Pension benefits guarantee fund, 6139, 8304-8305 Severe acute respiratory syndrome (SARS) 
Pension plans, 6139-6140 public inquiries, 2124 
Persons with disabilities Sewage spills 
overnight nursing care, 2163 Ottawa River 
Pharmacies investigations, 2201 
pharmacy claims exceeding Formulary prices, 194, 198 Sioux Lookout Meno Ya Win Health Centre, 615 
Physiotherapy services, 239 Small business, 6136 
Positron emission tomography (PET), 652-653 Ross, Ken case, 5427 
Poverty, 4466-4468 tax reduction, 7073 
Poverty reduction strategy, 612-613, 3570 Smoking, 1471 
public consultation, 1368-1369 Social assistance benefits, 3570 
Premier's travel, 3875 Social housing, 5879 
China, 3372 Speaker 
Prescription drugs election (28 November 2007) 
Lucentis, 335, 1370 congratulatory remarks, 42 
Prescription privileges, 2209 Streptococcus A infection, 3236-3237 
public consultation, 2210 Substance abuse, 2524 
Primary health care, 2522 Tax reduction, 415 
Private career colleges Tibet 
oversight, 7429 anti-Chinese protests 
Private schools government response, 946 
Pretty River Academy (Collingwood) Tobacco Control Statute Law Amendment Act, S.O. 2005, 
government funding for new playing field, 7385 c.18, 1471 
Provincial-municipal partnerships Toronto Catholic District Schoo! Board 
provincial-municipal fiscal and service delivery review, school board trustees 
3767 expenditures, 2437 


Public education campaigns 
Colon Cancer Check, 480 
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Smitherman, G. (LIB, Toronto Centre) (continued) 
Toronto Transit Commission (TTC) 
purchase of streetcars from Bombardier, 6434-6435, 
6988 
government funding, 6270, 6553-6554 
Trade missions 
China, 953 
India, 6847 
Transit systems, 5777-5778 
GO Transit 
federal-provincial funding, 4822 
government funding, 6553, 6594 
Ottawa, 4946 
purchase of mass transit vehicles 
made in Ontario, 417 
Transparent Drug System for Patients Act, S.O. 2006, 
c.14, 171, 198 
Transportation infrastructure 
local content, 3825, 4019 
Unemployment 
northern Ontario, 7770-7771 
Universities/colleges 
collective bargaining, 4690-4691 
government funding, 3220-3221, 4691-4692 
York University, 4691-4692 
Lakehead University 
nursing program, 831 
York University 
collective bargaining, 4692 
Vale Inco 
labour demonstration at Sudbury operations (19 
September 2009), 7434 
Waste management/programs 
nuclear/radioactive waste, 6882, 6940 
Websites 
www.coloncancercheck.ca, 480 
Wind turbines, 4901, 6044 
health effects, 6044, 6078-6079, 6227-6228 
Women's emergency shelters 
government funding, 1766 
Workplace injuries 
reduction, 2205 
Workplace Safety and Insurance Board (WSIB) 
experience rating system, 2205 


Sorbara, G. (LIB, Vaughan) 

Election finance reform, 9660 

Election Statute Law Amendment Act, 2010 (Bill 231) 
second reading, 9658-9662 

Elections/by-elections 
barrier-free access, 9659 

Electoral process reform, 9658, 9661-9662 
special ballots, 9660 

Joseph and Wolf Lebovic Jewish Community Campus 

Act, 2008 (Bill Pr20) 

first reading, 4428 

Members' statements 
James, Sheila, 8788 

Tributes 
James, Sheila (public affairs professional), 8788 


Sousa, C. (LIB, Mississauga South) 


An Act to amend the Criminal Code, 2006 (Bill C-26), 1376 


Air pollution 
Lakeshore Boulevard and Queen Elizabeth Way, 1251 
Air quality 
Mississauga South, 1250-1251 
Anniversaries 
Baxter Canada's 70th anniversary, 184-185 
Clarkson village 200th anniversary, 1361, 2214 
Brownfield sites 
redevelopment 
Lakeview site (Mississauga South), 2519-2520 
Budget deficit, 3620 
Budget Measures and Interim Appropriation Act, 2008 
(No. 2) (Bill 114) 
second reading, 3619-3620 
Coaches Association of Ontario, 6185 
Coaches (athletics), 6185-6186 
Colleges Ontario Network for Industry Innovation (CONII), 
6888-6889 
Congratulatory remarks 
Howard, Jonathan (sportsman), 3243 
Tovey, Jim (Mississauga Citizen of the Year), 7037-7038 
Corporate tax exemptions 
Ontario tax exemption for commercialization (OTEC) 
eligibility for refund, 3100 
Drivers 
impaired drivers 
reduction, 8786-8787 
Easter, 6049 
Economic conditions, 3620 
Economic development, 3102-3103 
Energy 
renewable energy, 323-324, 5351-5352 
renewable energy projects, 5352, 6764 
Energy conservation, 4998, 5354 
Environmental Protection Act (Greenhouse Gas 
Emissions Trading), 2009 (Bill 185) 
second reading, 7301 
Federal government 
Chinese head tax apology, 2571-2572 
Festivals 
Mississauga Waterfront Festival, 2616 
Financial literacy, 7936-7938, 7943, 8349-8350 
credit cards, 7937-7938 
role in consumer protection, 7937 
students, 7938 
Fundraising 
'Twas the Bite Before Christmas (Mississauga Food 
Bank and Compass Food Bank), 9003 
Government notice of motions 
Federal government policy 
responded to, 9430-9432 
Government record 
Liberal (2003-2010), 467, 9430-9451 
automobile industry, 3074 
manufacturing industry, 3074-3075 
Green economy, 5352 
Green Energy and Green Economy Act, 2009 (Bill 150) 
second reading, 5351-5352, 5354 
third reading, 6764 
Greenhouse gas emissions 
reduction 
cap and trade system (emissions trading), 7301 
Harmonized sales tax, 6518-6519, 8872-8873 
impact on employment, 8542 
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Sousa, C. (LIB, Mississauga South) (continued) Members’/ministers' remarks 
Healthy Food for Healthy Schools Act, 2008 (Bill 8) Liberal (2003-2010) 
second reading, 261 McMeekin, Ted 
Highway Traffic Amendment Act (Speed-limiting (Ancaster—-Dundas—Flamborough—Westdale) 
Systems), 2008 (Bill 41) as Minister of Government and Consumer Services, 
general discussion, 1251 1379 
second reading, 1177-1178 Members' statements 
Home energy audits, 4998 Azores Day, 7085 
Housing Baxter Canada, 184-185 
affordable Brown, Chloe, 3737 
Peel region, 4652 Canadian Women's Hockey Team, 9324 
Hydrogen Village, 6889 Carnation Revolution, 6340 
Ideas for the Future Act, 2008 (Bill 100) Clarkson village, 2214 
second reading, 3100-3103 De la Roche, Mazo, 1361 
Immigrants Diab, Marc, 5389 
access to professions and trades, 6436 Easter, 6049 
immigration Events in Mississauga South, 2616, 2789, 7438 
provincial nominee program, 1475 Fundraising, 9003 
Income groups Government record, 467 
low, 770-771 Hatfield, Derek, 4217-4218 
Kidney diseases, 5321-5322 Howard, Jonathan, 3243 
Language instruction Kennedy, Harold, 5833-5834 
English as a second language (ESL), 897-898 Local health integration networks, 9412 
Local health integration networks (LHINs), 9412 Madeira, 9698 
Members'/ministers' constituencies/constituency events Nurses, 5285-5286 
Mississauga South Nursing Week, 1828 
events in Mississauga South, 2616, 2789, 7438 Portuguese Canadian community, 2530 
Members'/ministers' constituents Poverty, 983 
congratulatory remarks, 3737, 4217 Pre-budget consultations, 367 
Members'/ministers' inaugural speeches, 387-388 Public transportation, 3095 
Members/ministers quoting committee submissions Remembrance Day, 8503-8504 
Keyes, Stan (president, Canadian Payday Loan Renewable energy, 323-324 
Association), 2404 Taxation, 8872-8873 
Neighbourhood Legal Services for London and Tovey, Jim, 7037-7038 
Middlesex, 2403 University labour dispute, 4756 
United Way Toronto, 2403 Waste Reduction Week, 3536-3537 
Members/ministers quoting statements World Kidney Day, 5321-5322 
Eckhart, Michael (president, American Council on Ministry of Research and Innovation, 299 
Renewable Energy), 5352 Municipal infrastructure 
Franklin, Linda (president and CEO, Colleges Ontario), government funding, 432 
3101 National/independence/memorial days 
Genest, Paul (president, Council of Ontario Azores Day, 7085 
Universities), 3101 Carnation Revolution, 6340 
Hamza, Tom (president, Investor Education Fund), 7938 Portuguese History and Heritage Month, 2530 
Mancinelli, Joseph (Labourers' International Union of Natural disasters 
North America), 5352 floods 
McCaffrey, Vivian ( Elementary Teachers' Federation of Madeira (Portugal), 9698 
Ontario), 7938 Nortel 
Mintz, Jack (Palmer Chair in Public Policy, University of pension plans 
Calgary), 6519 transfers on wind up, 8887-8888 
Nortel retirees' protection committee, 8887-8888 Nurses, 5285-5286 
Ontario Secondary School Teachers' Federation, 7938 Occupational health and safety, 9320 
Powell, Ucal (president, Carpenters’ District Council of regulation and enforcement, 9452 
Ontario), 5352 Ontario budget speech (26 March 2009) 
St. Godard, Jo-Anne (executive director, Recycling responded to, 5864-5865 
Council of Ontario), 3349 Ontario Centre for Environmental Technology 
Stevens, Kristopher (executive director, Ontario Advancement (OCETA), 6889 
Sustainable Energy Association), 5352 Ontario payday lending education fund, 1377 
Wilding, Carol (president and CEO, Toronto Board of Ontario Power Generation gas-fired generating station 
Trade), 6519 southwest GTA, 4250 


impact on air quality, 7477 
Opposition day motions, responded to 
Taxation, 6518-6519 
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Sousa, C. (LIB, Mississauga South) (continued) 
Oral questions, presented 
Affordable housing, 4652 
Air quality, 1250-1251, 7477 
Brownfield sites, 2519-2520 
Chinese-Canadian Head Tax Redress Day, 2571-2572 
Drinking and driving, 8786-8787 
Electricity generation, 4250 
Energy conservation, 4998 
ESL funding, 897-898 
Financial literacy, 8349-8350 
Immigrants, 8029-8030 
Immigrants’ skills, 1475 
Low-income Ontarians, 770-771 
Manufacturing jobs, 2898 
Municipal finances, 51 
Poverty, 4749-4750 
Research and innovation, 298-299 
Research and innovation in Mississauga South, 6888- 
6889 
Skilled trades, 6436-6437 
Sports and recreation funding, 6185-6186 
Sports funding, 9727 
Taxation, 8542 
Transit funding, 523 
Workplace safety, 9320, 9452 
Payday loan agreements 
48-hour cooling-off period, 2403 
limit the cost of borrowing, 2404 
Payday loan industry 
regulation, 1375-1378, 1384-1385, 2402-2404 
exemption for credit unions and caisses populaires, 
2410 
Payday loans, 1395-1396 
Internet loans, 2410 
Payday Loans Act, 2008 (Bill 48) 
second reading, 1375-1379, 1385-1386, 1395-1396 
third reading, 2402-2404, 2410 
Pension Benefits Amendment Act, 2010 (Bill 236) 
second reading, 9704 
Pension plans 
reform, 9704 
Petitions 
Air quality, 5960-5961, 6003, 6050, 6199, 6238, 6400, 
6504, 6651, 6697-6698, 6815, 6894-6895, 7042, 
7160, 7239, 7489, 7585, 7654 
Anti-smoking legislation, 656 
Hospital funding, 572-573, 1170, 1892, 2035, 2645-2646 
Lupus, 4434-4435 
Mary Fix Park, 1610-1611, 1824 
Ontario Society for the Prevention of Cruelty to Animals, 
2212, 2398, 2612 
Poverty, 4749 
Poverty reduction strategy, 983, 4749-4750 
public consultation, 4749-4750 
PPG Canada Inc. 
layoffs, 2898 
shutdown, 2898 
Private members’ public business 
Financial literacy 
presented, 7936-7938, 7943 
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Ministry of Government Services Amendment Act 
(Canadian Manufacturing and Assembly of 
Govemment Vehicles), 2008 (Bill 92) 

second reading, 3074-3075 
Pension Benefits Amendment Act (Transfers on Wind 
Up), 2009 (Bill 213) 
second reading, 8887-8888 
Waste Reporting Act, 2008 (Bill 105) 
second reading, 3348-3350, 3355 
Public education campaigns 

Nursing Week, 1828 

Run the Dream, 3243 

Waste Reduction Week, 3536-3537 

World Kidney Day, 5321 

Remembrance Day, 8503-8504 
Reports 

Access to Trades for Newcomers in Ontario, 6436-6437 

Clarkson Airshed Study: A Scientific Approach to 
Improving Air Quality (Part Il - The Ambient Air 
Monitoring Program), 1251, 4250 

Once the Economic Engine of Canada, Now the 
Caboose: Are Dalton McGuinty's Harmful Economic 
Policies Driving Ontario to Have-Not Status? 
Progressive Conservative (Official Opposition) 
Dissenting Report, 367 

Toward a Zero Waste Future: Review of Ontario's 
Waste Diversion Act (Ministry of the Environment), 
3350 

Social services 

government funding, 770 
Speaker 

election (28 November 2007) 

congratulatory remarks, 51 

Speed limiters, 1177, 1251 
Sports and recreation 

government funding, 9727 
Sports and recreation facilities, 6186 
Sports teams 

Women's Olympic Hockey Team, 9324 
Taxation 

tax reform package, 5864-5865 
Throne speech debate 

participation, 387-390, 432 
Traffic congestion, 3095 
Transit systems 

government funding, 523 

Move Ontario 2020 plan, 51, 3095 
Tributes 

De la Roche, Mazo (author), 1361 

Diab, Marc (Canadian soldier killed in Afghanistan), 
5389 

Kennedy, Harold (former Mississauga councillor), 5833- 
5834 

Universities/colleges 
York University 
collective bargaining, 4756 
strike, 4756 
Waste management/programs 

recycling, 3348-3350 

reporting of industrial, commercial and institutional 
waste, 2968, 3348-3350, 3355 

waste diversion, 3349 

Waste Reporting Act, 2008 (Bill 105) 

first reading, 2968 


SPEAKER INDEX / INDEX DES INTERVENANTS 


Sousa, C. (LIB, Mississauga South) (continued) 
Workers 
skilled worker shortage, 6436 
skilled workers, 6437 


Sterling, N.W. (PC, Carleton—Mississippi Mills) 
Access to Adoption Records Act (Vital Statistics Statute 
Law Amendment), 2008 (Bill 12) 
general discussion, 1250, 1305, 1423 
amendments, 1363 
third reading, 1433-1438, 1440 
time allocation motion 
amendments, 1755 
responded to, 1752-1756 
Adoption 
protection of privacy, 162 
Adoption disclosure, 1250, 1304-1305 
disclosure veto, 6994 
no-contact notice, 1304, 1435-1438, 1753 
protection for victims of abuse, 1363-1364, 1423, 1434- 
1438, 1754-1756, 1766 
protection of privacy, 1752-1756 
Adoption Information Disclosure Act, 2005 (Bill 183), 1754 
Animal Health Act, 2009 (Bill 204) 
second reading, 7979 
Animal protection 
Lefty the goose (injured Canada goose), 3578 
Annual reports 
Office of the Auditor General of Ontario Annual Report 
(2007), 3350 
Appreciation 
Morin, Gilles (former member, Carleton East), 2410 
Archives of Ontario, 4826 
Automobile industry 
General Motors of Canada Ltd. 
pension plan, 7230 
Awards 
Business Person of the Year (Ottawa Chamber of 
Commerce), 4253 
Ontario Junior Citizen of the Year Award, 5191 
Budget, 4193 
pre-budget consultations, 4193-4195 
Budget deficit, 3620, 4193 
Budget Measures Act, 2009 (Bill 162) 
general discussion, 6186 
public consultation, 6139 
second reading, 6091-6098 
third reading, 6958-6960 
amendments, 6959 
authority of Minister of Finance, 6958 
schedule 13, 6959 
schedule 27, 6960 
schedule 29, 6959 
Budget Measures and Interim Appropriation Act, 2008 
(Bill 44) 
second reading, 785, 843 
Budget Measures and Interim Appropriation Act, 2008 
(No. 2) (Bill 114) 
second reading, 3608-3609, 3620 
time allocation motion 
amendments, 3783-3784 
public consultation, 3783-3784 
responded to, 3783-3784 
schedule W, 3783 
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Budget surplus 
transfer of funds to municipalities for infrastructure 
projects, 1024-1025, 1027-1029, 1042 
Business 
regulation, 3113 
Centre of Forensic Sciences, 2678 
Centre Roberts/Smart Centre 
government funding, 6752 
Clotheslines, 1857 
Committee process 
Bill 12, 1434-1437 
Committee schedules/agendas, 4193-4195 
Committees 
Select Committee on Elections, 2310-2311 
Select Committee on Municipal Governance, 5295-5297 
Select Committee on the Economy, 3468 
Standing Committee on Estimates, 4193 
Standing Committee on Finance and Economic Affairs, 
3468 
Standing Committee on Public Accounts, 3468, 8654- 
8655 
Commodity Futures Act, R.S.O. 1990, c.C.17 
amended by Bill 162, 6092 
Congratulatory remarks 
Leeder, Cyril (chief operating officer, Ottawa Senators), 
4253 
Tieu, Emily (recipient, Ontario Junior Citizen of the Year 
Award), 5190-5191 
Constitution Act, 2007 (Democratic representation) (Bill C- 
22), 180 
Corporate tax exemptions 
Ontario tax exemption for commercialization (OTEC), 
3783, 4363 
Correctional officers 
abuse of sick leave, 9413 
Cosmetic Pesticides Ban Act, 2008 (Bill 64) 
second reading, 1846-1847, 1855-1859, 2020-2021, 
2221 
Deaf-blind persons 
intervenors, 3775-3776 
Developmental services institutions (DS!) 
closure, 2445 
Rideau Regional Centre, 2128-2129, 2195-2197 
Drivers 
age discrimination, 4551, 4553 
new drivers, 4551 
Eastern Ontario development fund, 9453-9454 
Economic conditions, 3620, 4195 
Electoral Boundaries Commission, 15-16 
Electoral Boundaries Commission (Ontario) Act, 2007 (Bill 
4) 
first reading, 15 
Electoral constituencies 
representation by population, 15-16 
Electoral process reform, 2310 
Electoral representation, 179-180 
Employment Protection for Foreign Nationals Act (Live-in 
Caregivers and Others), 2009 (Bill 210) 
second reading, 8161, 8164 
Energy 
renewable energy projects 
employment creation, 6729 
Family law 
reform, 4968 


SPEAKER INDEX / INDEX DES INTERVENANTS 


Sterling, N.W. (PC, Carleton—Mississippi Mills) 
(continued) 
Family Statute Law Amendment Act, 2009 (Bill 133) 
second reading, 4968 
Federal government 
transfer payments, 3608-3609 
Federal-provincial relations, 3608 
Full Day Early Learning Statute Law Amendment Act, 
2010 (Bill 242) 
second reading, 9618, 9621 
Germany 
renewable energy, 6724 
Good Goverment Act, 2009 (Bill 212) 
second reading, 8364-8365, 8384-8385, 8388 
Government advertising, 6094 
review by Auditor General, 6959 
Government advertising expenditures, 7592 
Government debt, 1027 
debt payment, 522 
increase, 785, 817, 843, 1025-1026 
Government expenditures, 4193-4194, 6094 
Government notice of motions 
Federal electoral representation 
responded to, 179-180 
Legislative reform 
responded to, 1446-1448 
Select Committee on Elections 
responded to, 2310-2311 
Government orders 
Committee sittings 
responded to, 4193-4195 
Government record 
Liberal (2003-2010) 
environmental protection, 1846-1847 
time allocation motions, 9100 
Green Energy and Green Economy Act, 2009 (Bill 150) 
third reading, 6724, 6729 
Harmonized sales tax, 9618 
public consultation, 8748-8750, 9100-9101 
Hazardous waste, 3350 
Highway safety, 4550-4553 
Hospitals 
Royal Ottawa Hospital 
service and staff cuts, 9688 
Ideas for the Future Act, 2008 (Bill 100) 
second reading, 3113 
third reading, 4363-4364 
Income tax reduction, 8749-8750 
Influenza epidemic, 4827 
Inmates 
random alcoho! and drug testing, 9413 
Investing in Ontario Act, 2008 (Bill 35) 
second reading, 816-817, 820, 1024-1029, 1031, 1039- 
1040, 1042 
Kindergarten 
full-day, 9621 
Lake Simcoe Protection Act, 2008 (Bill 99) 
second reading, 2705-2708 
Lake Simcoe protection plan, 2705-2706 
impact on municipalities, 2706-2707 
Landfill sites 
Carp Road landfill site (Ottawa), 3350 
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Legislative procedure 
members/ministers must be in own seats for recorded 
vote, 9001, 9164-9165 
motions 
time allocation motions, 3783-3784 
omnibus bills, 6092, 8364-8365 
oral questions 
use of question period, 8032 
Legislative process, 1440, 8161, 8164 
family friendly reforms, 1447 
oral questions, 1446-1448 
scheduling for committee meetings, 1562 
reform, 1446 
Legislature schedule/agenda, 2139 
prorogation, 4194 
Livestock 
disease prevention and control 
regulation and enforcement, 7979 
Long-term-care facilities 
medication management, 8655 
Magnetic resonance imaging (MRI) 
wait times, 5035 
Members'/ministers' constituents 
congratulatory remarks, 5039 
Members/ministers quoting committee submissions 
Ontario Association of Children's Aid Societies, 1250 
Members/ministers quoting letters 
Hill, Graham (constituent, Carleton—Mississippi Mills), 
4551-4552 
Members/ministers quoting newspaper articles 
Ottawa Citizen, 1857 
Members/ministers quoting reports 
A Fine Balance - Safe Pensions - Affordable Plans - 
Fair Rules (Report of the Expert Commission on 
Pensions), 6186 
Forum on Municipal Govemance and Accountability: A 
Summary Report (Institute on Governance), 5296 
Governing Ottawa: Strategic Thinking for a Winning 
City, 5296 
Office of the Auditor General of Ontario Annual Report 
(2005), 1028 
Special Report: Ontario's Electronic Health Records 
Initiative (Office of the Auditor General of Ontario), 
7917 
Members/ministers quoting statements 
Belobaba, Edward (judge, Superior Court of Justice), 
1752-1753 
Ontario Association of Children Aid Societies, 1437 
Members'/ministers' remarks 
withdrawn, 1755 
Members'/ministers' salaries 
salary freeze, 6094 
Members’ statements 
Adoption disclosure, 6994 
Arborisan Wood Craft, 5039 
Beanlands, Donald, 1614 
Coroner's office, 1722-1723 
Eastern Ontario development, 9453-9454 
Intervenor funding, 3775-3776 
Leeder, Cyril, 4253 
Lefty the goose, 3578 
McCarter, Jim, 7482 
Pension plans, 7230 
Pension reform, 7834 


SPEAKER INDEX / INDEX DES INTERVENANTS 


Sterling, N.W. (PC, Carleton—Mississippi Mills) 
(continued) 
Services for the developmentally disabled, 2445 
Termination and severance payments, 4824 
Tieu, Emily, 5190-5191 
Ministerial statements, responded to 
Adoption, 162 
Ministry of Health and Long-Term Care 
assistive devices program, 9688 
Municipal government 
accountability, 5296 
governance, 5295-5297 
Municipal infrastructure 
government funding, 1031 
Ottawa, 1025, 1028 
Parry Sound—Muskoka, 843 
Municipalities 
government funding, 1039-1040 
Niagara Escarpment Commission, 2706-2707 
Niagara Escarpment Planning and Development Act, 
R.S.O. 1990, c.N.2, 2705-2706 
Nortel 
pension plans 
transfers on wind up, 8884-8885, 8890 
severance payments, 4824 
Occupational Health and Safety Amendment Act 
(Violence and Harassment in the Workplace), 2009 
(Bill 168) 
time allocation motion 
responded to, 9100-9101 
Office of the Chief Coroner 
autopsy report, 1722-1723 
Ontario child benefit (OCB) 
children in custody of children's aid societies (CASs), 
6093 
increase, 6093 
Ontario Clean Water Agency, 9413 
Ontario French-language Educational Communications 
Authority Act, 2008 (Bill 55) 
second reading, 1639 
Ontario Securities Commission (OSC) 
authority to act in extraordinary circumstances, 6092 
Ontario Teachers' Pension Plan Board 
power to incorporate and invest assets in new 
corporations, 6959 
Opposition day motions, responded to 
Ontario economy, 3468 
Pension plans, 6712-6714 
Taxation, 8748-8750 
Oral questions, presented 
Adoption disclosure, 1250, 1304-1305, 1363-1364, 
1423, 1766 
Auditor General's report, 7917-7918 
Children's mental health services, 6752 
Diagnostic services, 5035 
Health care, 9688 
Pension plans, 6138-6139, 6186 
Provincial debt, 522 
Public transportation, 4385, 4580 
Services for the developmentally disabled, 2128-2129 
Sewage spill, 2201, 2238-2239 
Ottawa Congress Centre 
name change to Ottawa Convention Centre 
Corporation, 3783 
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Payday Loans Act, 2008 (Bill 48) 
third reading, 2410 
Pension Benefits Amendment Act (Transfers on Wind 
Up), 2009 (Bill 213) 
first reading, 8219 
Pension benefits guarantee fund, 6095-6096, 6138-6139, 
6186, 6713 
Pension funds, 4194-4195, 6092 
Pension plans, 6139, 7230 
reform, 6713-6714, 7834 
Persons with disabilities 
developmental disabilities 
deinstitutionalization, 2045 
long-term care, 2128-2129, 2195-2196, 2445 
services, 2195 
Pesticides/herbicides 
ban on use and sale of cosmetic pesticides, 1855-1859, 
2020-2021 
health risks, 2221 
review by Health Canada, 2221 
Petitions 
Adoption disclosure, 1666-1667 
Lord's Prayer, 1824 
School closures, 898-899 
Taxation, 6895, 7702 
Private members’ public business 
Fuel safety 
responded to, 3347 
Municipalities 
presented, 5295-5297, 5302 
Pension Benefits Amendment Act (Transfers on Wind 
Up), 2009 (Bill 213) 
second reading, 8884-8885, 8890 
Waste Reporting Act, 2008 (Bill 105) 
second reading, 3350-3351 
Public Sector Expenses Review Act, 2009 (Bill 201) 
second reading, 7592 ' 
Regulated Health Professions Statute Law Amendment 
Act, 2009 (Bill 179) 
second reading, 6900 
Reports 
A Fine Balance - Safe Pensions - Affordable Plans - 
Fair Rules (Report of the Expert Commission on 
Pensions), 6713-6714, 7834 ‘ 
Special Report: Ontario's Electronic Health Records 
Initiative (Office.of the Auditor General of Ontario), 
7918 
Retirement 
Beanlands, Don (co-founder, Ottawa Heart Institute), 
1614 
Road Safety Act, 2009 (Bill 126) 
second reading, 4549-4553 
public consultation, 4549-4553 
Senior citizens 
prescription drug use, 6900 
Services and Supports to Promote the Social Inclusion of 
Persons with Developmental Disabilities Act, 2008 
(Bill 77) 
second reading, 2045, 2195-2197 
Sewage spills 
Ottawa River, 2238 
investigations, 2239 
public inquiries, 2201 
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Sterling, N.W. (PC, Carleton—Mississippi Mills) 
(continued) 
Smoke-Free Ontario Amendment Act, 2008 (Bill 69) 
second reading, 2139, 2142 
Spain 
renewable energy projects, 6724 
Strikes 
Amalgamated Transit Union Local 279, 4580 
Technical Standards and Safety Authority (TSSA), 3347 
Throne speech debate 
participation, 441 
Time allocation motions 
Access to Adoption Records Act (Vital Statistics Statute 
Law Amendment), 2008 (Bill 12) 
responded to, 1752-1756 
Budget Measures and Interim Appropriation Act, 2008 
(No. 2) (Bill 114) 
responded to, 3783-3784 
Occupational Health and Safety Amendment Act 
(Violence and Harassment in the Workplace), 2009 
(Bill 168) 
responded to, 9100-9101 
Tobacco products 
ban on possession of unmarked cigarettes, 6093-6094 
illegal sale, 2142 
impact on government revenue, 8218-8219 
seizure of unmarked cigarettes, 3783 
Toronto Transit Commission (TTC) 
strike, 4580 
Tributes 
McCarter, Jim (Auditor General of Ontario), 7482 
TVOntario, 1639 
Victims' Bill of Rights, S.O. 1995, c.6, 1438 
Vital Statistics Act, R.S.O. 1990, c.V.4 
section 48.9 and 48.10, 1364 
Waste management/programs 
hazardous products, 5691 
reporting of industrial, commercial and institutional waste 
fines for offence, 3350-3351 
right of inspector to enter without warrant, 3354 
reporting requirements for carriers, 3350 
reporting requirements for waste disposal sites, 3350 
waste diversion, 3350 
Waste Reporting Act, 2008 (Bill 105) 
second reading 
section 2, 3350 
section 3, 3350 


T 


Tabuns, P. (NDP, Toronto—Danforth) 

An Act to implement certain provisions of the budget 
tabled in Parliament on February 26, 2008 and to 
enact provisions to preserve the fiscal plan set out in 
that budget, 2008 (Bill C-50), 1465 

Administration of justice, 3660-3661 

Agencies/boards/commissions/etc. 

expenditures 
review by Integrity Commissioner, 7602-7604 
Air pollution, 6660-6661, 7032 
Air quality 
Mississauga, 7388 
Alma College heritage foundation fund, 2349 
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Apprenticeship training 
ratio of tradespeople to apprentices, 8199 
Apprenticeship training programs 
compulsory certification, 8200 
Artists 
employment protection, 5788, 6239-6240, 6245-6246, 
8130 
salaries, 6147-6148, 8130 
Arts and culture, 6240 
government funding, 827 
Asbestos, 6319 
Auditor General 
report expenses for programs or services in annual 
report, 3751-3752 
Automobile industry 
Chrysler Group LLC, 4900 
General Motors of Canada Ltd., 4900-4901 
Awards 
Ontario Award for Paramedic Bravery, 4934 
Bail, 3660 
Bisphenol A 
ban, 81 
Books 
Bleak House (Charles Dickens), 3366 
The Coming Plague (Laurie Garrett), 1792 
Bottled Water Spending Act, 2009 (Bill 215) 
first reading, 8312 
Budget, 4901 
Budget Measures and Interim Appropriation Act, 2008 
(No. 2) (Bill 114) 
second reading, 3668-3669, 3672, 3674-3676 
Budget surplus 
transfer of funds to municipalities for infrastructure 
projects, 1291-1293 
Building codes 
energy efficiency, 6722-6723 
Caregiver employment agencies 
ban on placement fees, 8174-8175, 8178 
Child and Family Services Statute Law Amendment Act, 
2009 (Bill 103) 
second reading, 3358-3359, 3366-3368 
public consultation, 3367 
Child care 
government funding, 6646, 8111 
Child custody 
parties' access to legal counsel, 6627, 6633-6634 
Child poverty, 5211 
Child protection, 6631-6632 
China 
renewable energy, 7304 
Climate change plan, 640, 8328-8329 
Climate Change Secretariat 
MacLeod, Hugh (associate deputy minister), 2129 
Climatic changes, 151-152, 171, 319, 471, 559, 1053, 
1200, 1246-1247, 2300, 4630, 6056, 6717, 6999, 
7303-7304, 8328, 8963 
government response, 427, 1189-1190 
Clotheslines, 1053 
ban, 306 
Community Right to Know Act (Disclosure of Toxins and 
Pollutants), 2008 (Bill 76) 
first reading, 1776 
Community safety, 3367 
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Tabuns, P. (NDP, Toronto—Danforth) (continued) 
Concerts 
Inspiration (Cosburn music council), 7083 
Construction industry 
independent operators, 3892-3894 
strategic lawsuits against public participation (SLAPPs), 
7826-7827 
Consumer protection 
energy contracts, 9135, 9504 
sub-metering electricity in apartments/apartment 
buildings, 7306, 9301-9304, 9307 
used vehicles identified as lemons, 6249-6250 
Coroner inquests 
power of Minister of Community Safety and Correctional 
Services to hold inquest repealed, 4372 
Coroners Amendment Act, 2009 (Bill 115) 
second reading, 4372, 4377 
Correctional centres 
overcrowding, 4700 
youth facilities, 3367 
Cosmetic Pesticides Ban Act, 2008 (Bill 64) 
second reading, 1848-1852 
third reading, 2626-2630 
Countering Distracted Driving and Promoting Green 
Transportation Act, 2009 (Bill 118) 
third reading, 6178-6180 
Crime, 3660 
reduction, 3009 
Cultural industry, 8130-8131 
Demand-side management (electric utilities), 3337-3338 
Dental care 
government funding, 3042 
Diabetes, 1793 
Discrimination 
racial, 442-443, 445 
Driver licences 
enhanced driver licences 
protection of privacy, 7077 
Driving 
ban on use of cellular telephones and electronic 
entertainment devices while driving 
enforcement, 6180 
Drug abuse 
impact on violent crime rates, 3009 
Drug abuse treatment programs, 3368 
Drug-related crime 
youth, 3367-3368 
Economic conditions, 3526-3527, 3668-3669, 3674-3676, 
5052-5053, 5208 
international, 3675-3676 
Economic growth, 5209 
five-point economic plan, 3669, 3674 
Economic statement, 3526-3527 
Education funding, 1793 
government funding, 4925-4926 
Education funding reform, 904 
eHealth Ontario 
consultants, 7601 
contracts, 7605 
public inquiry, 8273-8275 
Electric vehicles, 7305-7306 
Electricity industry 
deregulation, 4673-4674 
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Electricity rates 
industrial rates, 5057 
Electricity retailers/gas marketers 
contracts, 4673 
cancellation fees, 4673 
cheque cashing, 4672 
reaffirmation letter, 4673 
Employment creation, 3526 
Employment Protection for Foreign Nationals Act (Live-In 
Caregivers and Others), 2009 (Bill 210) 
second reading, 8171-8172, 8175-8180, 8183 
Employment-related benefits 
severance/termination payments 
Sklar Peppler, 3686-3687 
Employment standards 
regulation and enforcement, 8178-8179 
Employment Standards Amendment Act (Protection for 
Artists), 2009 (Bill 165) 
general! discussion, 6148 
first reading, 5788 
Endangered species 
snapping turtle, 4653 
Energy, 3274 
nuclear energy, 77, 3275, 3299, 4630-4631, 4902, 
4954, 5056, 5315, 6144, 6185, 6198, 6398 
renewable energy, 2391, 2603, 2849-2850, 3299, 4901- 
4902, 5051-5057, 5059, 6398, 6999 
feed-in tariff, 5054-5055, 6721 
renewable energy projects, 4901, 4954, 5054 
domestic content requirements, 4954 
role of municipal governments, 6732 
Energy conservation, 152-153, 3337-3338, 6720 
deep lake water cooling system, 2848-2849 
northern York region and Town of Bradford West 
Gwillimbury, 1982 
smart meters, 7582 
Energy Consumer Protection Act, 2010 (Bill 235) 
second reading, 9301-9307 
Energy efficiency _ 
home retrofit program, 7306 
Energy policy, 2844-2845 
Energy supply 
supply mix, 6720, 6723 
Environmental assessment process, 3486-3487 
Environmental law 
enforcement, 559, 1244 
Environmental programs 
Better Buildings Partnership, 5052 
Environmental protection, 3448-3449 
Environmental Protection Act (Greenhouse Gas 
Emissions Trading), 2009 (Bill 185) 
second reading, 7292-7293, 7301-7310 
time allocation motion 
responded to, 8962-8965 
third reading, 9026-9027 
Essar Steel Algoma Inc. 
pollution reduction baghouse device, 1475 
Europe 
forest industry, 7947 
Fair Access to Regulated Professions Act, S.O. 2006, 
c.31, 1465 
Family Statute Law Amendment Act, 2009 (Bill 133) 
third reading, 6627, 6631-6635 


SPEAKER INDEX / INDEX DES INTERVENANTS 


Tabuns, P. (NDP, Toronto—Danforth) (continued) 
Fatalities 
Zaveda, Bailey (shooting victim), 3659 
Film and television production industry 
Ontario film and television tax credit (OFTTC), 904 
Finance companies 
regulation, 3675-3676 
Financial literacy, 7938-7940 
students, 7939 
Fishers 
harassment, 55 
Food service premises 
disclosure of nutritional information for foods and drinks 
served on premises, 6068-6069 
Foreign caregivers 
protection, 8180 
Foreign workers 
agricultural workers 
protection, 8181 
Forest industry, 7946-7948 
Fruit wines 
sale at farmers' markets, 4663-4665 
Fuel 
safety, 3346 
Full Day Early Leaming Statute Law Amendment Act, 
2010 (Bill 242) 
second reading, 9635 
Germany 
renewable energy, 6722 
Golf courses 
impact on water resources, 5490 
Government assets 
sale, 9316 
Government contracts 
CIBC, 9497-9498 
Government expenditures 
accountability, 7589 
Government notice of motions 
Legislative reform 
responded to, 1456-1458 
Government orders 
Ontario economy 
responded to, 3298-3299 
Government record 
Liberal (2003-2010) 
election promises, 904 
environmental protection, 319, 904, 7310 
greenhouse gas emissions reduction, 7305-7306 
Government revenue, 4664 
Great Lakes 
protection, 3330 
Great Lakes-St. Lawrence River Basin Water Resources 
Compact, 3330 
Greater Toronto and Hamilton Area Transit 
Implementation Act, 2009 (Bill 163) 
second reading, 5725, 5893-5897, 5899 
third reading, 6677-6679 
amendments, 6678 
Green economy, 4333, 5052-5057 
Green Energy and Green Economy Act, 2009 (Bill 150) 
general discussion, 6185, 6198 
second reading, 5051-5059 
third reading, 6717-6725, 6732 
Green industry, 5052-5057 
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Greenbelt plan, 5489-5491 
exemptions, 5490 
Greenhouse gas emissions, 7289-7292 
reduction, 1200, 4630 
cap and trade system (emissions trading), 2300, 6999, 
7301, 7306-7309, 8964-8965, 9026-9027 
Harmonized sales tax 
impact on arts community, 8735 
impact on cost of living, 8857-8858 
impact on electricity rates, 8730 
impact on sport, recreation and physical activities, 9691 
impact on theatre tickets, 6885 
Hazardous products 
thalidomide, 6319 
Hazardous waste, 3352 
Health 
determinants of health, 1792-1793 
income, 1793 
Health care 
privatization, 3237 
transfer of patient from Mexico to Canada 
George-Pazzano, Victoria case, 6331 
Healthy Food for Healthy Schools Act, 2008 (Bill 8) 
second reading, 306, 318-321 
Heritage conservation 
Alma College, 1507, 1723, 2349 
Erie Street United Church, 4626 
heritage properties, 2349 
Highway safety 
riding in back of commercial/towed vehicles prohibited, 
2179 
Highway tolls 
Highway 407, 8603 
billing problems, 8998 
Highway Traffic Amendment Act (Speed-limiting 
Systems), 2008 (Bill 41) 
second reading, 1189-1190 
public consultation, 1189 
Hispanic Canadians, 9052-9053 
H1N1 influenza A (swine flu) 
emergency preparedness, 8413-8414 
Hospital services 
reduction, 8274 
Hospitals 
Bridgepoint Hospital 
replacement of personal support workers with 
registered practical nurses, 2207 
Housing 
affordable 
wait lists, 1792 
Immigrants 
access to professions and trades, 905 
Immigration 
Komagata Maru incident, 1464-1465 
Income groups 
low, 5206-5211 
Industrial disease, 7181-7182 
Industry shutdowns, 5207-5208 
Interim supply motions 
responded to, 151-153 
Interprovincial Policing Act, 2009 (Bill 203) 
second reading, 7884-7889, 7892 
section 34, 7887 
subsection 20(1), 7887 
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Investing in Ontario Act, 2008 (Bill 35) 
time allocation motion 
responded to, 1289-1293 
Investors/investment, 6056 
Kyoto Protocol on the United Nations Framework 
Convention on Climate Change, 6717 
Labour Relations Amendment Act, 2010 (Bill 248) 
first reading, 9700 
Lactose intolerance, 3249 
Lake Simcoe © 
protection, 2686, 2694-2695 
Lake Simcoe Protection Act, 2008 (Bill 99) 
second reading, 2686, 2693-2698, 2700 
third reading, 4352-4354 
Lake Simcoe protection plan, 2696-2698 
Lake Simcoe watershed 
environmental protection, 558-559, 2619-2620, 2695- 
2697 
Land use planning 
Greater Toronto Area (GTA), 5725 
Landfill sites 
site 41 (Tiny township) 
certificate of approval, 7768-7769, 8700-8702, 9579 
Language instruction 
English as a second language (ESL), 4925 
Legislative building/grounds 
heritage conservation, 9221 
Legislative process 
family friendly reforms, 1289, 1456-1458 
oral questions, 1457 
Legislature schedule/agenda, 8045-8046 
Liquor Control Board of Ontario (LCBO), 4664 
Liquor sales/services 
privatization, 4664-4665 
Long-term-care facilities 
oversight by Ombudsman, 3242 
Manitoba 
renewable energy projects, 6719 
Manufacturing industry, 3298 
layoffs, 3675 
London, 432 
Members'/ministers' personal narratives, 3281, 4673 
Members'/ministers' public apologies 
Chinese head tax, 1464 
Members/ministers quoting committee submissions 
Bach, Bob (Sustainable Buildings Canada), 6722 
Canadian Cancer Society, 2627-2628 
David Suzuki Foundation, 2628 
Registered Nurses' Association of Ontario, 6320 
Shapero, Erin (councillor, town of Markham), 2628 
Members/ministers quoting documents 
Creating Ontario's Toxics Reduction Strategy - A 
Discussion Paper (Ministry of the Environment), 
6324 
Our Toxic-Free Future: An Action Plan and Model 
Toxics Use Reduction Law for Ontario (Canadian 
Environmental Law Association), 6322 
submissions to Ministry of the Environment on creating 
Ontario's Toxics Reduction Strategy Discussion 
Paper (Canadian Environmental Law Association), 
6326 
Toxics Reduction Scientific Expert Panel memorandum 
to Minister of the Environment, 6323 
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Members/ministers quoting letters 
Canadian Environmental Law Association and 
Ecojustice, 2629 
Ontario Court of Justice family law judges, 6633 
Suzuki, David (scientist, activist, broadcaster), 77 
Members/ministers quoting newspaper articles, 320-321 
Globe and Mail (Toronto), 5895-5896 
Northumberland Today, 8047-8048 
Toronto Star, 8080 
Toronto Sun, 8047-8048 
Members/ministers quoting press releases 
Ministry of Finance, 1291-1292 
Pembina Institute/Sierra Club/World Wildlife Fund, 152 
Members/ministers quoting reports 
Report of the Propane Safety Review Panel (Michael 
Birk, Susana Katz), 8081 
Special Report: Ontario's Electronic Health Records 
Initiative (Office of the Auditor General of Ontario), 
8273 
Members/ministers quoting statements 
Abdella, Kenzu (Kawartha Muslim Religious 
Association), 442 
Association of Municipal Emergency Medical Services 
of Ontario, 4934 
Association of Municipalities of Ontario, 9394 
Bhandar, Davina (Community and Race Relations 
Committee of Peterborough), 443 
Canadian Environmental Law Association, 9394 
Cromarty, Lois (executive director, Northumberland 
Community Legal Centre), 442 
David Suzuki Foundation, 5056 
Granholm, Jennifer (governor, Michigan), 6718 
Maguire, Ron (president, CUPE Local 5555), 442 
McKeown, David (medical officer of health, Toronto), 
2629 
Miller, Gord (Environmental Commissioner of Ontario), 
7305 
Parkland Institute, 9394 
Pembina Institute, 5056 
Rees, Melinda (executive director, Peterborough 
Community Legal Centre), 442 
Registered Nurses' Association of Ontario, 2629 
Silnicki, Mark (president, OSSTF district 14), 442 
Toxics Reduction Scientific Expert Panel, 6325 
Wing, Dave (president, Elementary Teachers' 
Federation of Ontario), 442 
World Wildlife Fund, 5056 
Wynne, Kathleen (former public school trustee, Toronto 
District School Board), 1048 
Members/ministers quoting websites 
www.cottagecountrynow.ca, 9394 
Members'/ministers' remarks 
Liberal (2003-2010) 
Carroll, Aileen (Barrie) 
as Minister of Culture, 6240 
Gerretsen, John (Kingston and the Islands) 
as Minister of Municipal Affairs and Housing, 2627- 
2628 
McGuinty, Dalton (Ottawa South) 
as Ontario Premier, 10, 151 
Smitherman, George (Toronto Centre) 
as Minister of Energy and Infrastructure, 2844-2845, 
6719-6720 
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NDP (2003-2010) 
Kormos, Peter (Welland), 7886 
withdrawn, 6198 
Members' statements 
Alma College, 1723 
Child care, 6646, 8111 
Chinese Canadian Head Tax Redress Day, 2614 
Climate change, 640, 2300 
Correctional facilities, 4700 
Cosburn Middle School, 7083 
Development in Toronto—Danforth, 5623 
Electricity supply, 6144 
Energy contracts, 9504 
Flu pandemic preparedness, 8413-8414 
Heritage conservation, 4626 
Human rights, 9082 
Long-term care, 3242 
Natural gas rates, 1774 
Ontario economy, 4332-4333 
School pools, 1048, 8690 
Smart meters, 7583 
Termination and severance payments, 3686-3687 
Uranium mine, 10 
Mental health care 
programs, 3368 
Metrolinx 
accountability, 6677-6678 
board of directors, 5895-5896, 5899 
Milk, 3249 
Minimum wage, 3281, 8176-8177 
increase, 3368, 8172, 8175 
Mining industry 
uranium exploration and mining, 10, 77 
Ministerial statements, responded to 
Arts and cultural funding, 1507, 6147-6148 
Citizenship Week, 3281-3282 
Climate change, 4630-4631 
Consumer protection, 9135 
Cultural funding, 827-828 
Earth Day, 6198 
Earth Week, 1200 
Environment industry, 1053, 6398 
Environmental protection, 2619-2620 
Great Lakes-St. Lawrence River Basin Water 
Resources Compact, 3329-3330 
Greenhouse gas emissions, 6999 
Humanitarian crisis in Sri Lanka, 6852-6853 
International Day for the Elimination of Racial 
Discrimination, 472 
Lake Simcoe watershed, 558-559 
Pesticides, 1244 
Poverty, 5043 
Public transit, 5693 
Renewable energy and energy conservation, 4953-4954 
South Asian and Asian Heritage Month, 1464-1465 
Technical safety standards, 7041-7042 
Toxics reduction, 5957-5958 
Volunteer Service Awards, 5585 
Volunteers, 70 
Waste Reduction Week, 3448-3449 
World Water Day, 471 
Ministry of Agriculture, Food and Rural Affairs 
buy local strategy, 8070 
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Pick Ontario Freshness strategy, 904 
Ministry of Citizenship and Immigration 
grants to community organizations, 1290 
Ministry of the Environment 
permit to take water (PTTW) 
St. Marys Cement, 1850 
Movies 
Wall Street, 6055 
Municipal elections/by-elections 
finance reform, 2700, 9295 
Municipal infrastructure 
government funding, 3526-3527, 3751-3752 
National/independence/memorial days 
Chinese Canadian Head Tax Redress Day, 2614 
Holocaust Memorial Day, 1617-1618 
South Asian Heritage Month, 1464 
Natural gas 
price increase, 1774, 1924 
Natural gas generating stations 
northern York region, 2844-2845 
peaker generating plant, 6144 
Northem York Region Power Conservation Act, 2008 (Bill 
79) 
first reading, 1982 
Nowruz, 938 
Nuclear generating stations, 3274 
cost overruns, 6185 
limit on liability in case of nuclear accident, 8917-8918 
Nuclear safety 
Chalk River Laboratories, 4803 
Nurses 
hiring, 3527 
shortage, 3672 
Nutrition, 3249 
Obesity, 6068 
children, 320-321 
Ontario Arts Council 
government funding, 1507, 6147 
Ontario College of Trades and Apprenticeship Act, 2009 
(Bill 183) 
third reading, 8199-8200 
Ontario Energy Board (OEB) 
decision to allow customers pay Enbridge's court costs, 
1606 
Ontario health premium, 903-906 
Ontario Lottery and Gaming Corp. (OLG) 
expenditures 
accountability, 7604 
Ontario Poet Laureate, 8130 
Ontario Power Authority (OPA), 5054-5057 
integrated power system plan (IPSP), 3338 
environmental assessment process, 3486-3487 
renewable energy standard offer program (RESOP), 
2391 


Ontario Power Generation, 5057 
stranded debt, 2603-2604 

Ontario Power Generation fossil-fuel generating stations 
closure, 152 

Ontario Power Generation gas-fired generating station 
southwest GTA, 7589 

Ontario Power Generation nuclear generating stations 
construction cost overrun, 5784-5785 
Darlington nuclear generating station, 2603-2604, 5315 

purchase of nuclear reactors, 7195 
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refurbishment costs, 9314-9315 
Pickering nuclear generating station 
safety of Pickering B, 1922 
Ontario Public Service Employees Union (OPSEU) 
collective bargaining, 4700 
Ontario Securities Commission (OSC), 6055 
Ontario Tax Plan for More Jobs and Growth Act, 2009 
(Bill 218) 
second reading, 8857-8858 
third reading, 9156-9157 
Ontario Works program, 3527 
Opposition day motions, responded to 
Child care, 3857 
Electronic health information, 8273-8275 
Violent crime, 3659-3661 
Workplace Safety and Insurance Board, 1945-1946 
Young offenders, 3009-3011 
Oral questions, presented 
Air quality, 1475, 7388-7389, 7772 
Arts and cultural funding, 6885 
Automobile industry, 4900-4901 
Climate change, 171, 1246-1247, 2129 
Correctional facilities, 2346 
Correctional services, 2210, 2438 
Darlington nuclear generating station, 9314-9315 
Dental care, 3042 
Drive Clean, 7032-7033 
Driver examination centres, 7921-7922, 9170 
Driver licences, 7077 
Employment lands, 897 
Enbridge Gas, 1606 
Endangered species, 4653 
Energy contracts, 2029-2030 
Environmental assessment, 3486-3487 
Food safety, 81 
GO Transit, 6986 
Government assets, 9316 
Government contracts, 9497-9498 
Green power generation, 4901-4902 
Health care workers, 2207 
Heritage conservation, 2349, 9221 
Highway 407, 8603, 8998 
Hydro rates, 8730 
Infectious disease control, 3236-3237 
Infrastructure program funding, 9218 
International trade, 8070 
Labour dispute, 9582 
Medical evacuation, 6331 
Natural gas rates, 1924 
Nuclear energy, 2603-2604, 3274-3275, 5315, 5784- 
5785, 6185, 7195 
Nuclear power facilities, 8917-8918 
Nuclear safety, 4803 
Ontario artists, 6082 
Ontario economy, 3526 
Pickering nuclear generating station, 1922 
Protection from harassment, 55 
Public participation, 7826-7827 
Public transit, 6988 
Renewable energy and conservation, 2391 
School pools, 1060 
Sewage sludge, 9216 
Skills training, 3041 
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Taxation, 8735, 9691 
Toxics reduction, 8496-8497 
Transfer payments, 3526-3527 
Transit funding, 1207 
Uranium mine, 77 
Waste disposal, 7768-7769, 9579 
Water quality, 837-838, 6806 
Water supply, 3924 
Paramedics, 4934 
Pesticides/herbicides 
ban on use and sale of cosmetic pesticides, 1244, 1848- 
1850 
exemptions, 2629 
golf courses, 1850 
impact on municipalities, 2627-2629 
health risks, 1848-1849, 2626-2628 
Petitions 
Alma College, 1823 
Long-term care, 3238 
Middle childhood programs, 9701 
Pension plans, 8269 
Public safety, 8833 
Taxation, 7881 
University labour dispute, 4703, 4789-4790 
Uranium mining, 2210-2211 
Petroleum prices, 3299 
Photo Card Act, 2008 (Bill 85) 
third reading, 4009-4012 
Plays 
The Turn of the Screw, 8130 
Poets Laureate, 8130 
Police services 
cross-border policing, 7886-7889, 7892 
Poverty, 3281-3282, 5206-5210 
Poverty Reduction Act, 2009 (Bill 152) 
second reading, 5205-5211 
Poverty reduction strategy, 3368, 5043, 5208-5210 
lreland, 5208 
25 in 5 plan, 5208-5209 
United Kingdom, 5208 
Private members’ public business 
Apprenticeship training 
responded to, 2855 
Auditor General Amendment Act, 2008 (Bill 110) 
second reading, 3751-3752 
Climate Change Awareness Act, 2009 (Bill 208) 
second reading, 8327-8329 
Corporate reporting requirements 
responded to, 6055-6056 
Curriculum 
responded to, 4924-4926 
Employment Standards Amendment Act (Protection for 
Artists), 2009 (Bill 165) 
second reading, 6239-6240, 6245-6246 
Financial literacy 
responded to, 7938-7940 
Forest industry 
responded to, 7946-7948 
Fuel safety 
responded to, 3346 
Greenbelt Day Act, 2009 (Bill 153) 
second reading, 5489-5491 
Health promotion 
responded to, 1792-1793 


SPEAKER INDEX / INDEX DES INTERVENANTS 


Tabuns, P. (NDP, Toronto—Danforth) (continued) 
Healthy Decisions for Healthy Eating Act, 2009 (Bill 156) 
second reading, 6068-6069 
Highway improvement 
responded to, 6660-6661 
Hispanic community 
responded to, 9052-9053 
Home Energy Rating Act, 2008 (Bill 101) 
second reading, 3337-3338 
Jay Lawrence and Bart Mackey Memorial Act (Highway 
Traffic Amendment), 2008 (Bill 74) 
second reading, 2179 
Labour Relations Amendment Act (Replacement 
Workers), 2009 (Bill 86) 
second reading, 7935 
Legislative channel 
responded to, 3256-3257 
Liquor Licence Amendment Act (Fruit Wine), 2009 (Bill 
132) 
second reading, 4663-4665 
Milk in schools 
responded to, 3248-3249 
Motor Vehicle Dealers Amendment Act (Disclosure of 
Lemons), 2009 (Bill 164) 
second reading, 6249-6251 
Northem York Region Power Conservation Act, 2008 
(Bill 79) 
second reading, 2843-2845, 2848-2850 
Nowruz 
responded to, 937-938 
Ontario Award for Paramedic Bravery Act, 2009 (Bill 
136) 
second reading, 4934-4935 
Ontario Energy Board Amendment Act, 2008 (Bill 131) 
second reading, 4672-4674 
Ontario Poet Laureate 
responded to, 8130-8131 
Provincial Parks and Major Provincial Tourist Attractions 
Sign Act, 2008 (Bill 21) 
second reading, 1778-1779 
Sustainable Water and Waste Water Systems 
Improvement and Maintenance Act, 2010 (Bill 237) 
second reading, 9393-9395 
Tire disposal 
responded to, 931-932 
Waste Disposal Site 41 in the Township of Tiny Act, 
2009 (Bill 32) 
second reading, 8700-8702 
Waste Reporting Act, 2008 (Bill 105) 
second reading, 3351-3352 
Wind turbines 
responded to, 8334-8336 
Propane explosions 
Bowmanville, 7041 
Caledon Propane, 8047-8048, 8721 
Sunrise Propane, 7041-7042, 8043, 8047-8050, 8080- 
8081, 8721 
Weston Road taxi garage, 3346 
Propane industry 
self-regulation, 3346 
Provincial parks and tourist attractions 
bilingual signs, 1778-1779 
Public education campaigns 
Climate Change Awareness Day, 8327-8328 
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Earth Day, 1200, 6198 
Greenbelt Day, 5489, 5491 
Hispanic Heritage Month, 9053 
International Day for the Elimination of Racial 
Discrimination, 472 
Waste Reduction Week, 3448 
Public inquiries 
bail system, 3660 
Public Sector Expenses Review Act, 2009 (Bill 201) 
second reading, 7589, 7593, 7601-7606 
Public transportation, 6678 
government funding, 6660-6661, 7305 
privatization, 6679 
Quebec 
renewable energy projects, 6719 
wind turbines, 3298 
Regional transportation plan (The Big Move), 5896-5897 
greater Toronto and Hamilton area, 5693 
Regulations, 7041-7042 
Reports 
Doing Less with Less: How shortfalls in budget, staffing 
and in-house expertise are hampering the 
effectiveness of MOE and MNR (Gord Miller, 
Environmental Commissioner of Ontario), 2630 
Environmental Commissioner of Ontario Annual Report, 
2005-2006 (Neglecting Our Obligations), 2630 
Ontario's Water Hazard: Golf Courses Guzzling 
Groundwater (Earthroots and Ecojustice), 5490 
Progress in a Climate of Change, A Review of Ontario's 
Climate Change Action Plan (Office of the 
Environmental Commissioner of Ontario), 4630 
Regulatory Risk in Private Investment and Renewable 
Energy Technologies: A Study of the Ontario Wind 
Power Sector (Guy Holburn and Charles Morand, 
Richard Ivey School of Business), 6722 
TD Economics Special Report - Time for a Vision of 
Ontario's Economy (Don Drummond, Derek 
Burleton), 3298 . 
Watertight: The case for change in Ontario's water and 
wastewater sector (Expert Strategy Water Panel), 
9393 
Research and innovation 
government funding, 3298 
Retail stores 
big box stores 
SmartCentres, 5623 
retail development on Eastern Ave., 897 
School cafeterias 
ban on trans fat in food and beverages, 318-319 
School closures, 4926 
School facilities 
extended use, 320 
School science strategy, 4924 
Science/technology, 4925-4926 
Securities industry 
regulation, 6055 
Sentences (criminal procedure) 
pretrial custody credits, 3661 
Sewage spills 
South Castor River (Vernon), 9216 
Solitary confinement 
Ahmad, Fahim; Zakaria Amara, Mohammed Dirie, 2210, 
2346, 2437 
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Special education 
government funding, 4925 
Sri Lanka 
humanitarian crisis, 6852-6853 
Status of Ontario's Artists Act, S.O. 2007, c.7, Sched. 39, 
6082, 8131 
Streptococcus A infection, 3236-3237 
Strikes 
DriveTest driving examiners, 7921-7922, 9170 
Woodbine Racetrack, 9582 
Student evaluation 
standardized, 4925 
Sustainable Water and Sewage Systems Act, S.O. 2002, 
c.29, 837-838 
Tamil Canadians 
protests, 6852-6853 
Tax credits 
performing arts, 904 
Tax rebates 
gasoline tax rebate 
highway construction, maintenance or operation, 6660 
Taxation Amendment Act (Exemptions for Artists), 2009 
(Bill 232) 
first reading, 9131 
Taxation Amendment Act (Live Performances), 2009 (Bill 
226) 
first reading, 8738 
Teacher-student ratios 
cap, 4925 
Technical Standards and Safety Authority (TSSA) 
appointment of chief safety and risk officer, 8081-8082 
appointment of directors, 8080 
governance model, 8049, 8082-8083, 8722-8723 
Technical Standards and Safety Statute Law Amendment 
Act, 2009 (Bill 187) 
second reading, 8043-8050, 8079-8083, 8085 
time allocation motion 
responded to, 8721-8723 
Theatre tickets 
retail sales tax exemption, 827 
Throne speech debate 
participation, 427, 432-433, 442-445 
Throne speech quoted, 153, 442 
Time allocation motions 
Environmental Protection Act (Greenhouse Gas 
Emissions Trading), 2009 (Bill 185) 
responded to, 8962-8965 
Investing in Ontario Act, 2008 (Bill 35) 
responded to, 1289-1293 
Workplace Safety and Insurance Amendment Act, 2008 
(Bill 119) 
responded to, 3892-3894 
Tire tax, 932 
Tobacco Control Statute Law Amendment Act, S.O. 2005, 
c.18, 1851-1852 
Toronto 
government funding, 905-906 
Toronto District School Board 
swimming pools, 1793 
closure, 1048, 1060 
government funding, 904 
Toronto Transit Commission (TTC) 
fare increase, 5894 
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parking fees, 5894 
purchase of streetcars from Bombardier, 6988 
Toxic substances 
cadmium, 7184 
mercury, 7184 
perchloroethylene, 7184 
reduction plan, 5957, 6320, 6328, 7180 
conflict with municipal bylaws, 6325-6326 
creation of toxics reduction institute, 7183 
emissions reduction, 6320-6321 
expansion of sectors covered, 7182 
expansion of toxic chemicals list, 7182 
fees, 6324 
reduction targets, 6323 
regulation and enforcement, 5957, 6322, 6325, 8496- 
8497 
reporting standards, 6323 
trichloroethylene, 7184 
Toxics Reduction Act, 2009 (Bill 167) 
general discussion, 6398, 8496-8497 
second reading, 6319-6326, 6328 
third reading, 7180-7185 
amendments, 7184-7185 
Toxics Reduction Scientific Expert Panel, 7183 
Transit systems 
GO Transit 
electrification of rail lines, 6986 
Georgetown south service expansion, 7772 
government funding, 1207 
Move Ontario 2020 plan, 906 
Transportation 
greater Golden Horseshoe, 5893 
Transportation infrastructure 
government funding, 9218 
Tributes 
Dean, Gordon (former member, Wentworth), 7206 
Tuberculosis 
South Africa, 1792 
Uganda 
anti-homosexuality legislation (2009), 9082 
Unemployment, 6717-6718 
Union certification, 1793 
United States 
American Clean Energy and Security Act, 2009, 7301, 
7307-7308 
consumer protection from used vehicles identified as 
lemons 
Pennsylvania, 6250-6251 
electricity industry deregulation 
California, 4674 
Massachusetts Toxics Use Reduction Act, 6325-6326, 
7183-7184 
renewable energy projects, 6718-6719, 6722 
Universities/colleges 
government funding, 4714, 4736, 4738-4739 
York University 
collective bargaining, 4737 
strike, 4735-4737 
Vehicle emission tests 
Drive Clean program, 7032-7033 
Vital health statistics, 1792 
Volunteers, 70, 3282, 5585 
immigrant volunteers, 70 
Waste management/programs, 3351-3352 
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composting, 3351 
waste diversion, 932 
Water quality 
acceptable levels of radioactive tritium in drinking water, 
6806 
Water supply 
contamination, 5957-5958 
protection 
Colgan, 3924 
Water utilities 
regulation, 9393-9395 
Websites 
www.PickupPal (online carpooling), 6179 
Western Climate Initiative, 7292-7293 
Wind turbines 
health effects 
moratorium on new projects pending review of health 
effects, 8334-8336 
Workers 
injured workers, 1945 
replacement workers 
ban on use during strike or lockout, 7935 
Workers' compensation benefits 
coverage for construction workers, 3892-3893 
Workers' rights 
right to strike, 4736 
Workplace Safety and Insurance Amendment Act, 2008 
(Bill 119) 
time allocation motion 
responded to, 3892-3894 
Workplace Safety and Insurance Board (WSIB) 
experience rating system, 1945-1946 
York University Labour Disputes Resolution Act, 2009 
(Bill 145) 
second reading, 4714, 4735-4739 
Young offenders, 3366 
punishment, 3010-3011 
Youth crime 
increase, 3009 
Youth/students 
services, 3358-3359 


Takhar, Hon. H.S. (LIB, Mississauga—Erindale) 
Adoption disclosure 

backlog of disclosure requests, 8498 
Agencies/boards/commissions/etc. 

expenditures 

accountability, 7421, 8101 
review by Integrity Commissioner, 7394, 7419-7420, 
7816, 7822, 7926 
travel, meal and hospitality expense guidelines for 
employees, 7420 

Apprenticeship training programs, 661 
Automobiles 

Nano cars, 3004 
Budget, 5616-5617, 5685-5686, 5882-5883 
Business education tax, 664 

reduction, 3004 
Canadian Manufacturers and Exporters 

smart program, 5188, 5232-5233, 5613 
Capital cost allowance (CCA), 3004 
Capital tax 

elimination, 298, 3004 
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reduction, 298 
Cervélo Cycle, 3004 
Conflict of interest 
Grier, Jason (lobbyist), 8645 
Conquest Vacations 
closure, 6078, 6081 
Construction workers 
occupational health and safety, 3769 
Consumer protection 
ticket resale practices, 5615 
travel industry, 6335-6336, 6439 
Corporate tax reduction, 3765 
Debates re answers to oral questions 
Small business 
participation, 5406-5407 
Direct Engagement Inc. 
peer-to-peer round tables, 5283 
Employment insurance benefits 
Ontario workers, 2866 
Employment Standards Amendment Act (Temporary Help 
Agencies), 2009 (Bill 139) 
general discussion, 5406 
Federal government 
transfer payments 
equalization program, 2866 
Go Green Ontario 
emissions reduction targets, 9549 
Government accountability, 7926 
Government-business relations 
bidding for government business, 3574-3575 
Government expenditures, 3519-3520 
Government orders 
Federal-provincial fiscal policies 
responded to, 2865-2866 
Government record 
Liberal (2003-2010), 8101-8102 
PC (1995-2003) 
accountability, 7424-7425 
Harmonized sales tax, 5883 
transition benefit 
$1,000 for single parents or couples, 5882-5883 
Holidays 
Family Day, 22 
Icynene, 3576 
Licence plates 
yellow ribbon logo (support for Canadian troops), 8602- 
8603 
Manufacturing industry, 22, 45 
Members/ministers quoting letters 
Bryans, David (president, Ontario Convenience Stores 
Association), 994 
Members/ministers quoting statements 
Andrew, Judith (Ontario vice-president, Canadian 
Federation of Independent Business), 417 
Bryans, Dave (president, Ontario Convenience Stores 
Association), 1253 
Chalmers, Doug (director, Aluma Systems), 3766 
Element, Jeff (chair, Canadian Association of Tour 
Operators), 6439 
Walsh, Karl (president, Ontario Provincial Police 
Association), 8546 
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Takhar, Hon. H.S. (LIB, Mississauga—Erindale) 
(continued) 
Members'/ministers' remarks 
PC (2003-2010) 
Yakabuski, John (Renfrew—Nipissing—Pembroke), 
7388 
withdrawn, 6439 
Methes Energies, 3576 
Ministerial statements, presented 
Agency spending, 7394 
Manufacturing industry, 45 
Small business, 3003-3005 
Technical safety standards, 7040-7041 
Ministers redirecting oral questions, 956, 1820, 2441, 
2489, 2831, 3044, 3531, 3571, 5121, 5427, 5828, 
8102 
Ministry of Economic Development and Trade 
advanced manufacturing investment strategy (AMIS) 
program, 3004, 5188 
Ministry of Government Services 
hotel/conference expenditures, 76921-7692 
Ministry of Small Business and Consumer Services 
Global Edge program, 745 
Ontario craft brewers opportunity fund, 4947 
Ontario secondary school business plan competition, 
745 
small business enterprise centres, 3004 
Summer Company program, 744-745, 6992 
VQA wine support program, 2440-2441 
youth business foundation, 745 
One Step Travel 
public inquiry, 6335-6336, 6439 
third party review, 6269-6270 
Ontario budget speech (25 March 2008) 
responded to, 661-664 
Ontario Chamber of Commerce 
export market access (global expansion program), 3045- 
3046, 3769, 5188, 5613 
Ontario Manufacturing Council, 45 
Oral questions, responded to 
Adoption disclosure, 8498 
Consumer protection, 4862-4863, 5614-5615 
Energy conservation, 9549 
Government contracts, 8411-8412, 8645 
Government record, 8101-8102 
Government services, 7338-7337, 7388, 7431-7434, 
7871-7872, 8546, 8603 
Government spending, 7691-7692 
Ontario public service, 7525-7526 
Propane explosion, 2733, 2736, 3576-3577 
Small business, 22, 297-298, 416-419, 1768-1769, 
3045-3046, 3273-3274, 3436, 3531, 3574-3576, 
3765-3766, 3769, 4947, 5187-5188, 5232-5233, 
5283, 5427, 5613, 5828 
Student summer jobs, 6992 
Taxation, 5616-5617, 5685-5686, 5882-5883 
Technical Standards and Safety Authority, 4576 
Tobacco control, 994, 1253 
Travel industry, 6269-6270, 6335-6336, 6439 
Travel industry compensation fund, 6078, 6081 
Wine industry, 2440-2441 
Youth employment, 9405 
Youth entrepreneurs, 744-745 
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Payday loan industry 
regulation, 1396-1397 
Payday loans, 4862-4863 
borrowing costs, 1396, 1398 
consumer education, 4863 
rollover of loans, 4863 
Payday Loans Act, 2008 (Bill 48) 
second reading, 1396-1398 
Payday Loans Act, 2008 (Bill 54) 
general discussion, 4862-4863 
Private members’ public business 
Red Tape Reduction Policy Act, 2008 (Bill 121) 
second reading, 4139 
Small business 
responded to, 7749-7750 
Promotion Engineering Ltd., 3576 
Propane explosions 
Sunrise Propane, 2733, 2736, 4576 
Propane safety, 3577 
propane operators to carry insurance as a condition of 
licensing, 7040 
Propane safety review panel, 7040-7041 
Public education campaigns 
Good Governance Week, 7925-7926 
Salute to Small Business Month, 3003-3004 
Public Sector Expenses Review Act, 2009 (Bill 201) 
first reading, 7393 
ministerial statement, 7394-7395 
second reading, 7419-7422, 7424-7425 
third reading, 7815-7816, 7821-7822 
Public service 
diversity, 7526-7527 
ServiceOntario 
closure of private licence and permit offices 
Brockville, 7431-7432 
Kapuskasing, 7339 
rural Ontario, 7338-7339, 7388 
Sarnia, 7433-7434 
expansion of services in rural Ontario, 7338-7339, 7871- 
7872 
Silver Lining 
North American Tour to Inspire Entrepreneurs, 3004 
Small business, 297-298, 416, 661-662, 3576, 3765- 
3766, 5187-5188, 5232-5233, 5283, 5406-5407, 
5427, 5685-5686 
contribution to economy, 3003-3005 
government funding, 1768-1769, 3004, 3769 
programs and services, 4947 
regulation, 418-419, 3004, 3273-3274, 3436, 3531, 
3766, 5406, 5828 
regulatory reduction, 4139, 7749-7750 
Small Business Agency of Ontario (SBAO), 5406 
Smart Systems for Health Agency (SSHA) 
expenditures 
consultants, 8411 
Tax reduction, 5686 
Technical safety standards, 7040 
Technical Standards and Safety Authority (TSSA), 3577, 
4576, 7040 
appointment of directors, 4576 
Technical Standards and Safety Statute Law Amendment 
Act, 2009 (Bill 187) 
first reading, 7039-7040 
ministerial statement, 7040-7041 
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Takhar, Hon. H.S. (LIB, Mississauga—Erindale) 
(continued) 
Tobacco products 
ban on retail display of cigarettes, 994, 1253 
Travel industry compensation fund, 6078, 6081 
Travel Industry Council of Ontario (TICO), 6078, 6081, 
6269-6270, 6439 
2Source Manufacturing Inc., 3004, 3576 
Websites 
www.ontario.ca/sbcs, 3004 
Workers 
job retraining 
government funding, 661 
Youth entrepreneurship, 745 
Youth/students 
employment, 9405 


V 


Van Bommel, M. (LIB, Lambton—Kent—Middlesex) 
Aboriginal communities 
economic development, 5688 
Aboriginal land claims, 5319, 5498 
Aboriginal peoples, 4782 
Advertising 
ban on advertising of sexual images of children under 
16 years of age, 6466 
Afghanistan 
family law 
Shiite Personal Status Law, 6467-6469 
women's rights, 6467-6469, 6474 
African Canadian Legal Clinic 
African Canadian youth criminal justice program 
(ACYCJP), 3361, 4833 
Agricultural industry, 5185 
federal government funding, 9366 
supply management, 2162-2163 
Animal Health Act, 2009 (Bill 204) 
general discussion, 7963 
second reading, 7990, 7997-8000, 8227-8228 
time allocation motion 
responded to, 8579-8580 
Anniversaries 
Discovery of oil in Oil Springs (Lambton county) 150th 
anniversary, 1558 
Langs Bus Lines Limited 40th anniversary, 1892-1893 
Munro Honey and Meadery 50th anniversary, 3738 
Poag Jewellers in Strathroy 50th anniversary, 7967 
Apology, 5398 
Apology Act, 2009 (Bill 108) 
third reading, 5398 
Appreciation 
MacDougall, Rachelle and James Berry (office staff, 
Maria Van Bommel, Lambton—Kent—Middlesex), 
6474 
Awards 
N.H. McNally Award, 4930 
Ontario Award for Paramedic Bravery, 4391, 4930 
Premier's awards for agri-food innovation excellence, 
1093 
Bioindustrial Innovation Centre, 3089 
Biomass energy, 3090 
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Budget Measures and Interim Appropriation Act, 2008 
(Bill 44) 
second reading, 781, 853, 923 
C. difficile outbreaks 
public inquiries, 2465-2466 
Canadian Hearing Society, 8073 
Cemeteries, 5485 
Chicken Farmers of Ontario, 3688, 8265 
Safe, Safer, Safest program, 7998 
Child and Family Services Act, R.S.O. 1990, c.C.11, 3359 
Child and Family Services Statute Law Amendment Act, 
2009 (Bill 103) 
second reading, 3170, 3358-3362 
third reading, 4832-4835, 4837, 4875 
Child care, 540-541 
Child care centres 
for-profit sector, 540-541 
Child custody 
grandparents’ rights, 1350 
Child poverty, 5200-5201, 5210 
Climatic changes, 236 
Consumer protection 
energy contracts, 9307 
travel industry, 9696 
Correctional centres 
youth facilities, 3360-3361 
Cosmetic Pesticides Ban Act, 2008 (Bill 64) 
second reading, 1963 
Debates re answers to oral questions 
Social assistance 
participation, 2468 
Drag racing 
Mopar Canadian Nationals, 5038 
Driver licences 
enhanced driver licences, 2332 
Economic conditions, 5200-5201 
Electricity rates 
government funding, 5200-5201 
Emancipation Day Act, 2008 (Bill 111) 
third reading, 4508-4509 
public consultation, 4508-4509 
Employment Protection for Foreign Nationals Act (Live-In 
Caregivers and Others), 2009 (Bill 210) 
second reading, 8192 
Employment Standards Amendment Act (Organ Donor 
Leave), 2009 (Bill 154) 
second reading, 5455-5456 
Energy 
renewable energy, 5342-5343 
Energy Consumer Protection Act, 2010 (Bill 235) 
second reading, 9307 
Family law 
reform, 4897 
Family Statute Law Amendment Act, 2009 (Bill 133) 
second reading, 4897 
Famines 
Ukraine (1932-1933), 5308 
Farm products 
buying Ontario products, 6228 
Farmers 
government funding, 1923 
occupational health and safety, 2608 
Fatalities 
Patterson, Paul Wayne (paramedic), 4929 
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Van Bommel, M. (LIB, Lambton—Kent—Middlesex) 
(continued) 
Federal elections/by-elections 
aboriginal affairs, 2900 
Federal members'/ministers' remarks 
Conservative (2006-2009) 
Baird, John (Ottawa West—Nepean) 
as Minister of Environment, 2354 
Federal-provincial-territorial agreements/programs 
Annual Conference of Federal-Provincial-Territorial 
Ministers and Deputy Ministers of Agriculture, 9366 
Foodland Ontario 
, 3062 
Foreign caregivers 
protection, 8192 
Government notice of motions 
lpperwash Provincial Park 
responded to, 9598-9600 
Legislative reform 
responded to, 1328-1329 
Green Energy and Green Economy Act, 2009 (Bill 150) 
second reading, 5342-5343, 5345, 5361 
Greenhouse gas emissions 
reduction, 236 
Harmonized sales tax 
impact on agricultural industry, 7731 
public consultation, 8867 
Health care 
rural and northern Ontario, 8407-8408 
Highway Traffic Amendment Act (Speed-limiting 
Systems), 2008 (Bill 41) 
second reading, 1078 
H1N1 influenza A (swine flu) 
cases 
Kitchener turkey farm, 8227-8228 
Hospitals 
Middlesex Hospital Alliance 
infection control, 2465-2466 
Infrastructure Canada 
municipal rural infrastructure fund (MRIF), 2241-2242 
Canada-Ontario municipal rural infrastructure fund 
(COMRIF), 2241 
Labour mobility, 8294-8295 
Land transfer tax, 569 
Legislative process 
family friendly reforms, 1328-1329 
Livestock 
disease prevention and control, 7963, 8580 
traceability systems, 7997-7998 
Livestock Community Sales Act, R.S.O. 1990, c. L.22, 
8000 
Members'/ministers' constituencies/constituency events 
Lambton—Kent-Middlesex 
softball championships, 2743 
Members'/ministers' personal narratives, 467, 5455-5456 
Members/ministers quoting letters 
Kang, James (director, Emergency Medical Service, 
Halton), 4935 
Members/ministers quoting reports 
Report of the Ipperwash Inquiry (Sidney Linden), 9599 
Members/ministers quoting statements 
Toulouse, Angus (regional chief, Chiefs of Ontario), 
3053 
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Members/ministers quoting websites 
Department of Justice, 3361 
Members'/ministers' remarks 
NDP (2003-2010) 
Horwath, Andrea (Hamilton Centre), 3360 
PC (1995-2003) 
Runciman, Robert W. (Leeds—Grenville) 
as Solicitor General and Minister of Correctional 
Services, 3360 
Members’ statements 
Accessibility for the disabled, 5888-5889 
Agri-food industry, 1093 
Agriculture programs, 2170-2171 
Bus transportation, 1892-1893 
Canadian Forces, 7084-7085 
Canadian Hearing Society, 8073 
Cattle farmers, 7230-7231 
Chicken Farmers of Ontario, 67, 3688, 8265 
Climate change, 2354 
Emergency preparedness, 1672 
First Nations revenue sharing, 3053 
Member's family, 467 
Mopar Canadian Nationals, 5038 
Munro Honey and Meadery, 3738 
Munsee-Delaware First Nation, 8948 
Oil Springs, 1558 
Ontario produce, 1196-1197 
Poag Jewellers, 7967 
Real People Campaign, 2838-2839 
Softball championships, 2743 
Student achievement, 7877-7878 
Virtue, Tessa and Scott Moir, 9506 
Women's representation in provincial parliament, 822 
Ministry of Aboriginal Affairs 
new relationship fund, 7480-7481 
Ministry of Agriculture, Food and Rural Affairs 
buy local strategy, 6229 
Pick Ontario Freshness strategy, 1196, 2783-2784, 6228 
Ministry of Correctional Services Act, R.S.O. 1990, 
c.M.22, 3359-3360 
Ministry of Education 
student success strategy 
specialist high skills major, 2170-2171 
Municipal infrastructure 
government funding, 2241 
Lambton—Kent—Middlesex, 781 
Museums 
Oil Museum of Canada, 1558 
National/independence/memorial days 
Emancipation Day, 4508-4509 
Northern Ontario 
health care, 6269 
Occupational Health and Safety Amendment Act 
(Violence and Harassment in the Workplace), 2009 
(Bill 168) 
second reading, 7813 
Ontario Award for Paramedic Bravery Act, 2009 (Bill 136) 
first reading, 4391 
Ontario budget speech (25 March 2008) 
responded to, 676 
Ontario Cattlemen's Association, 7230-7231 
Ontario child benefit (OCB), 2468 
increase, 6422-6423 
Ontario Federation of Agriculture, 5185 
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Van Bommel, M. (LIB, Lambton—Kent-Middlesex) 
(continued) 
Ontario Labour Mobility Act, 2009 (Bill 175) 
second reading, 8294-8295 
Ontario-Quebec agreements 
cap and trade system (emissions trading), 2354 
Ontario Works program benefits 
back-to-school allowance, 2468 
winter clothing allowance, 2468 
Opposition day motions, responded to 
Infectious disease control, 2465-2466 
Young offenders, 3018-3019 
Oral questions, presented 
Aboriginal affairs, 2900, 4420-4421, 4782, 7480-7481 
Aboriginal economic development, 5688 
Aboriginal land claims, 5319 
Accessibility for the disabled, 9036-9037 
Agri-food industry, 2783-2784, 5946, 6228-6229 
Agriculture industry, 2162-2163 
Agriculture programs, 9365-9366 
Animal protection, 1515 
Assistance to farmers, 569, 1923, 5185 
Climate change, 236 
Consumer protection, 9696 
Food safety, 7963 
Infrastructure renewal, 2241-2242 
Occupational health and safety, 2608-2609 
Patient safety, 9544 
Research and innovation, 3089-3090, 3832 
Rural and northern health services, 6269 
Rural health services, 8407-8408 
Small business, 3575-3576 
Taxation, 7731, 8867 
Parades 
homecoming parade for Canadian Forces soldiers, 
7084-7085 
Paramedics, 4930 
Patient safety 
unnecessary mastectomies performed at Hotel-Dieu 
Grace Hospital, 9544 
Persons with disabilities 
barrier-free access, 9036-9037 
developmental disabilities, 2823 
Pesticides/herbicides 
ban on use and sale of cosmetic pesticides 
impact on rural Ontario, 1963 
Petitions 
Alma College, 1890 
Driver examination centres, 9007 
Lord's Prayer, 999 
Social assistance, 5629-5630 
Photo Card Act, 2008 (Bill 85) 
second reading, 2332-2333 
Photo identification cards, 2332 
Poultry industry, 67, 8579-8580 
Poverty Reduction Act, 2009 (Bill 152) 
second reading, 5199-5201, 5210, 5249, 5256-5257 
third reading, 6422-6423 
Poverty reduction strategy, 5199-5201, 5210, 6422 
public consultation, 2468 
Private members’ public business 
Afghan family law 
presented, 6467-6769 
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Black History Month Act, 2009 (Bill 207) 
second reading, 8137 
Children's Law Reform Amendment Act, 2008 (Bill 33) 
second reading, 1350-1351 
Children's Safety and Protection Rights Act, 2009 (Bill 
130) 
second reading, 6465-6466 
Day Nurseries Amendment Act (Not for Profit 
Corporations), 2008 (Bill 26) 
second reading, 540-541 
Holodomor Memorial Day Act, 2009 (Bill 147) 
second reading, 5308 
Inactive Cemeteries Protection Act, 2009 (Bill 149) 
second reading, 5485 
Ontario Award for Paramedic Bravery Act, 2009 (Bill 
136) 
second reading, 4929-4930, 4935-4936 
Signage to Promote Ontario Grown Agricultural Food 
Products Act, 2008 (Bill 98) 
second reading, 3061-3062 
Truth About Caledonia Act, 2009 (Bill 146) 
second reading, 5498 
Wind turbines 
responded to, 8337-8338 
Provincial-aboriginal agreements 
Anishinabek round table, 4420-4421 
revenue-sharing agreement, 3053 
Provincial-aboriginal relations, 3053, 4782 
Provincial Advocate for Children and Youth, 3358 
Provincial Animal Welfare Act, 2008 (Bill 50) 
general discussion, 1515 
Provincial parks 
\pperwash Provincial Park 
return to Chippewas of Kettle and Stony Point First 
Nation, 4421, 5319 


transfer process agreement returning to Chippewas of 


Kettle and Stony Point First Nation, 9599-9600 
Public education campaigns 
Emergency Preparedness Week, 1672 
Real People Campaign, 2838-2839 
Public inquiries 
Ipperwash Provincial Park blockade (6 September 
1995), 5498 
Reports 
Breaking the Cycle: Ontario's Poverty Reduction 
Strategy, 5200 
Review of the Roots of Youth Violence (Roy McMurtry, 
Alvin Curling), 3361 
Royal Canadian Legion (Branch 18) 
installation of elevator, 5888-5889 
Rural Ontario 
government funding, 569 
health care, 6269 
research and innovation, 3832 
School bus transportation 
rural Ontario, 1892 
ServiceOntario 
BizPal (business permits and licences), 3576 


Services and Supports to Promote the Social Inclusion of 


Persons with Developmental Disabilities Act, 2008 
(Bill 77) 
third reading, 2823 
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(continued) 
Signage 
promotion of agricultural food products 
farmers permitted to post seasonal, directional signs 
on land adjacent to highways, 3061 
Signage to Promote Ontario Grown Agricultural Food 
Products Act, 2008 (Bill 98) 
third reading, 4512-4513 
Social assistance benefits, 2468 
mandatory child benefits, 5200-5201 
Speaker 
election (28 November 2007) 
congratulatory remarks, 67 
Speed limits 
regulation and enforcement, 1078 
Summit meetings 
Premier's summit on agri-food, 1093, 5946, 6229 
Teacher-student ratios 
reduction, 7877-7878 
Time allocation motions 
Animal Health Act, 2009 (Bill 204) 
responded to, 8579-8580 
Tourism industry, 2332-2333 
Tributes 
Virtue, Tessa and Scott Moir (Olympic gold medallists, 
ice dance, 2010 Winter Olympics), 9506 
Trillium Gift of Life Network 
program for reimbursing expenses of living organ 
donors (PRELOD), 5455 
Victims of crime 
youth crime, 3170 
Wind turbines, 5343, 5361 
health effects 
moratorium on new projects pending review of health 
effects, 8337-8338 
Workers 
injured workers 
occupational health and safety, 2609 
job retraining, 676 
Workplace harassment/violence, 7808-7809 
York University Labour Disputes Resolution Act, 2009 
(Bill 145) 
second reading, 4726 
Young offenders 
aboriginal young offenders, 4833 
services, 3361 
interception of mail, 3358 
place of secure custody, 3361-3362, 
punishment, 3018-3019 
rehabilitation, 3362 
services, 3360 
Youth crime, 4833 
Youth intervention centres, 3360 
Youth justice centres, 3360, 4832-4834 
Youth justice system 
reform, 4832, 4835, 4837 
open detention, 4875 
secure detention, 4833, 4875 


W 


Watson, J. (LIB, Ottawa West-—Nepean) 
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Aboriginal communities 
housing, 743, 6336-6337 
Aboriginal housing trust, 6337 
Ambulance services 
land ambulances 
government funding, 188 
Association of Municipalities of Ontario 
memorandum of understanding with provincial 
government, 188, 4329 
Awards 
Heather Crowe Award, 2137 
| Love Greenbelt award 
art contest, 7080 
Barrie-Innisfil Boundary Adjustment Act, 2009 (Bill 196) 
first reading, 7231 
ministerial statement, 7232-7233 
second reading, 7491-7494, 7496 
time allocation motion 
presented, 8982-8983 
Boundary adjustment 
Barrie and Innisfil, 6942, 7232-7233, 7491-7494, 7496, 
8982-8983 
Brownfield sites 
redevelopment, 1662, 2520 
regulatory and liability issues, 2519 
Budget Measures Act, 2009 (Bill 162) 
second reading, 5940 
Budget Measures and Interim Appropriation Act, 2008 
(Bill 44) 
second reading, 915-916, 924 
Budget surplus 
transfer of funds to municipalities for infrastructure 
projects, 420 
Building codes, 2639-2640 
Capital works projects 
government funding 
Hamilton, 7689. 
Child and Family Services Statute Law Amendment Act, 
2009 (Bill 103) 
third reading, 4834 
Child care 
federal government funding, 6748 
Colleges of applied arts and technology (CAATs) 
Algonquin College, 7131 
Commercial passenger vehicles 
licensing restrictions, 7271, 9172-9173 
Committees 
Select Committee on the Economy, 3466-3467 
Standing Committee on Finance and Economic Affairs, 
3465-3466 
Conferences/seminars/symposiums 
2009 OGRA/ROMA Annual Conference, 5034 
Congratulatory remarks 
Patel, Esha (winner, | Love Greenbelt award art 
contest), 7080 
Construction industry 
strategic lawsuits against public participation (SLAPPs), 
7826-7827 
Debates re answers to oral questions 
Affordable housing 
participation, 679-680 
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Watson, J. (LIB, Ottawa West-Nepean) (continued) 
Drug abuse treatment programs 
Ottawa, 1210 
Durham regional council 
council members, 773 
Eastern Ontario development fund, 527 
Economic growth 
five-point economic plan, 3466-3467 
Election finances 
audits and legal fees incurred by city of Vaughan re 
finance abuses, 6806 
Elections/by-elections 
St. Paul's, 7337 
Explosions 
2 Secord Avenue, 2736-2737 
Federal government 
homelessness partnership initiative, 2607 
Federal-provincial agreements/programs 
affordable housing, 132, 743, 1106, 1609 
Canada-Ontario affordable housing program 
agreement, 1210-1211, 1659-1660, 3135 
government funding, 2566 
Fire sprinklers 
mandatory fire sprinkler systems in new residential 
construction, 502, 2639 
French-language debates 
Déclarations ministérielles et reponses 
Allocations-logement, 411-412 
Finances municipales, 188 
Infrastructure municipale, 370 
Logements a prix abordables, 5740 
Logements abordables, 8610-8611 
Municipalités, 1505-1506 
Planification municipale, 7232-7233 
Semaine des administrations locales, 3446 
Loi de 2009 sur la modification des limites territoriales 
entre Barrie et Innisfil, projet de loi 196 
deuxiéme lecture, 7491 
Questions orales 
Financement municipal, 8307 
Impdts fonciers, 5317 
Good Government Act, 2009 (Bill 212) 
second reading, 8470-8473, 8475 
public consultation, 8475 
Government-Association of Municipalities of Ontario 
agreements, 4216 
Government notice of motions 
Legislative reform 
responded to, 1319-1321 
Government record 
Liberal (2003-2010) 
crime prevention, 4834 
economic policy, 1114 
health care, 1114 
rent increases, 5782 
NDP (1990-1995) 
affordable housing, 1609, 2566 
rent increases, 5782, 7273 
PC (1995-2003) 
budget deficit, 1113 
government service transfer to municipal jurisdiction, 
915 
hospital closures, 3466 
rent increases, 5782 
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Government service transfer to municipal jurisdiction, 
175, 420, 2161, 3731 
return to provincial jurisdiction, 3488, 3682-3683, 3730- 
3731, 3767-3768, 4217, 4327-4328, 4863, 5034, 
5383, 5427, 6189, 7492 
court security costs, 4025 
Greenbelt plan, 6488, 7080, 7338 
expansion, 338-339 
Oakville, 338 
public consultation, 338-339 
housing development in Palgrave Estates area 
(Caledon), 3320 
Harmonized sales tax 
impact on rent rates, 7337 
Health care funding 
Ottawa, 924 
Healthy Food for Healthy Schools Act, 2008 (Bill 8) 
second reading, 253 
Highway improvement 
Highway 417, 93 
Highway 404 (Mulock to Green Lane), 916 
Highway Traffic Amendment Act (Speed-limiting 
Systems), 2008 (Bill 41) 
second reading, 1082-1083 
Hospital redevelopment 
Queensway Carleton Hospital, 93 
Housing 
affordable, 132, 239-240, 370, 379, 1474, 1513, 1609, 
1659-1660, 2566, 3830, 5282, 5740-5741, 5782, 
6045 
federal government funding, 743, 4751-4752 
government funding, 525, 528, 609, 679-680, 1211, 
4652, 5510, 5781-5782, 7195, 7272, 7643, 7771, 
7920-7921, 8610-8611, 8646-8647, 9120-9121 
Home Ownership Alternatives Non-Profit Corp., 7771 
Ottawa, 4752 
Peel region, 4652 
people with mental illness and victims of domestic 
violence, 5426 
Peterborough, 743, 4469 
public consultation, 4469 
public consultation on affordable housing strategy, 
7271-7272 
federal government funding, 6748 
supportive housing 
people with drug and alcohol addiction, 2607 
Housing rehabilitation 
renovation and rehabilitation fund, 2292-2293 
Infrastructure Ontario 
municipal infrastructure investment initiative (MIll), 371, 
150579317. 
Investing in Ontario Act, 2008 (Bill 35) 
general discussion, 420-421, 2671, 3488, 3527 
Lake Simcoe 
environmental protection, 7493, 8983 
Land use planning, 7491-7492 
Barrie, 7492 
sustainability, 1506 
Landlord and tenant, 4523-4524 
tenants’ protection, 2736-2737, 7689 
Landlord and Tenant Board 
electronic hearing, 7228 
oral hearing, 7228 
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Watson, J. (LIB, Ottawa West—Nepean) (continued) 
Legislative procedure 
order and decorum and conduct of members in the 
House, 3466 
Legislative process 
family friendly reforms, 1320-1321 
oral questions, 1319 
Local appeal bodies (LABs), 2128 
Members'/ministers' anniversaries 
Lalonde, Jean-Marc (Glengarry—Prescott-Russell), 2240 
Members‘/ministers' birthdays 
Matthews, Deborah (London North Centre), 8502 
Members/ministers quoting letters 
Witmer, Elizabeth re provincial rent bank program, 2957 
Members/ministers quoting newspaper articles 
Mississauga News, 104 
Nepean This Week, 3770 
St. Catharines Standard, 1320 
Sudbury Star, 1320 
Toronto Star, 104, 1320, 7271, 8473 
Vaughan Today, 8826 
Members/ministers quoting reports 
Ombudsman of Ontario Annual Report (2007-2008), 
8271 
Members/ministers quoting statements 
Anderson, Roger (regional chair, regional municipality of 
Durham), 3488, 3731 
Association of Chiefs of Police/Ontario Association of 
Police Services Boards, 4025 
Best, Dan (director of community services, county of 
Dufferin), 679 
Callery, Ray (president, Association of Municipal 
Managers, Clerks and Treasurers of Ontario), 3446 
Canadian Housing and Renewal Association, 2607 
Cartwright, John (president, Toronto and York Region 
Labour Council), 3466 
Crispino, Len (president, Ontario Chamber of 
Commerce), 4216 
Dirks, Yutaka (Advocacy Centre for Tenants Ontario), 
8611 
Eisenberger, Fred (mayor, Hamilton), 3378 
Francis, Eddie (mayor, Windsor), 3768 
Gardiner, Don (president, Canadian Snowbirds 
Association), 8471 
Hume, Peter (Ottawa city councillor and president, 
Association of Municipalities of Ontario), 915-916, 
3446, 3770 
Jackson, Brian (mayor, Innisfil), 7035 
Kerur, Sharad (executive director, Ontario Non-Profit 
Housing Association), 379, 679, 1609, 2566-2567 
Kolb, Emil (regional chair, Peel region), 4652 
Laughren, Tom (mayor, Timmins), 5317 
Lawson, Hugh (president, Ontario Non-Profit Housing 
Association), 3466, 5782 
Mawby, Russell (director of housing, Ottawa), Eileen 
Dooley (United Way), 411 
McCallion, Hazel (mayor, Mississauga), 370, 3768 
Miller, David (mayor, Toronto), 521, 3527, 5579 
Norris, Christine (president, Association of Municipal 
Managers, Clerks and Treasurers of Ontario), 8472 
O'Brien, Larry (mayor, Ottawa), 52, 521, 916, 7639 
Parish, Steve (mayor, Ajax), 8472 
Poirier, Jo-Anne (CEO, Ottawa Community Housing), 
5510 
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Reycraft, Doug (president, Association of Municipalities 
of Ontario), 420-421, 1571, 3466 
Rodriguez, John (mayor, Sudbury), 3767 
Savoline, Joyce (chair, Halton Region), 9219 
Shapcott, Michael (Wellesley Institute), 679 
Members'/ministers' remarks 
NDP (2003-2010) 
DiNovo, Cheri (Parkdale—High Park), 5781 
PC (1995-2003) 
Eves, Ernie (Parry Sound—Muskoka) 
as Deputy Premier/Minister of Finance, 4329 
withdrawn, 609, 2163, 2240, 2897, 5574, 8787 
Memorandum of understanding (MOU), 3437 
Military reservists 
job-protected leave, 103 
Ministerial statements, presented 
Affordable housing, 5740-5741, 8610-8611 
Local Government Week, 3445-3446 
Municipal finances, 188 
Municipal infrastructure, 370-371 
Municipal planning, 7232-7233 
Municipalities, 1505-1506 
Shelter allowances, 411-412 
Ministers redirecting oral questions, 502, 1424, 3135, 
3316, 3527, 4025, 6942 
Ministry of Municipal Affairs and Housing 
affordable housing program, 7194-7195 
Ontario disaster relief assistance program (ODRAP), 
2390-2391, 5574 
provincial rent bank program, 743, 1474, 1512-1513, 
2032, 2240, 2957, 3831, 5283, 5741 
Waterloo region, 2957 
rent supplement program, 3773, 5741 
rental opportunity for Ontario families (ROOF), 411-412, 
1660 


Municipal Elections Act, S.O. 1996, c. 32 
amended by Bill 212, 8470-8471 
Municipal elections/by-elections 
contribution limits of $5,000 per contributor, 8471 
date change to fourth Monday in October, 8471 
reform, 8260-8261 
Vaughan, 8825-8826 
voters required to provide proof of identity and 
residence, 8472 
Municipal government, 3437, 3446 
use of referenda, 8782-8783 
Municipal government restructuring 
Barrie's plan to annex parts of Innisfil, 7035 
Essex, 4329 
Kawartha Lakes, 4329 
Municipal government services 
government funding, 51, 8306-8307 
Municipal infrastructure 
federal government funding, 103-104 
government funding, 521, 1505, 3378, 3488, 3768, 4217 
Municipalities, 4863 
federal government funding, 51 
government funding, 1424, 2671, 3527 
Kawartha Lakes, 4908 
London, 1105-1106 
green ideas to save money, 6189 
Natural disasters 
floods 
Red Hill Creek (Hamilton), 7688-7689 
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Watson, J. (LIB, Ottawa West-—Nepean) (continued) 
tornados (20 August 2009) 
Town of Blue Mountains, 8785-8786 
Oak Ridges moraine 
greenbelt plan, 957 
Obesity 
children, 253 
OC Transpo 
strike 
social service funding, 4698 
Ontario College of Trades, 7131 
Ontario College of Trades and Apprenticeship Act, 2009 
(Bill 183) 
second reading, 7131 
Ontario disability support program (ODSP), 175 
transfer of costs to provincial government, 188 
Ontario disability support program (ODSP) benefits, 3438 
Ontario drug benefit program (ODB), 175, 3438 
transfer of costs to provincial government, 188 
Ontario Municipal Board (OMB), 897 
citizen liaison office, 1715 
Geranium Corp. case, 1715 
hearings 
development on Eastern Ave., 897 
Kimvar Enterprises Inc., 3276 
reform, 1715, 2128 
Ontario property and sales tax credit, 3271-3272 
Opposition day motions, responded to 
Ontario economy, 1113-1114, 3465-3467 
Oral questions, responded to 
Aboriginal housing, 4246, 6336-6337 
Aboriginal land claims, 5386 
Affordable housing, 132, 239-240, 525, 528, 742-743, 
1210-1211, 1474, 1609, 1659-1660, 2240, 2292- 
2293, 2566-2567, 2607, 2671-2672, 3773, 3830- 
3831, 4469, 4652, 4751-4752, 5282-5283, 5781- 
5782, 6045, 7194-7195, 7271-7272, 7643, 7771, 
7920-7921, 8646-8647, 9120-9121, 9218-9219 
Assistance to farmers, 6748 
Brownfield sites, 1662, 2519-2520 
City of Ottawa, 7638-7639 
City of Vaughan, 6806 
Disaster relief, 2390-2391, 5574, 7524, 7688-7689, 
8785-8786 
Drug treatment programs, 1210 
Durham regional council, 773 
Eastern Ontario development, 527 
Employment lands, 897 
Environmental protection, 6488 
Fire safety, 502, 2639-2640 
Government accounting practices, 1571 
Greenbelt, 338-339, 957, 3320, 7080, 7338 
Low-income Ontarians, 609 
Municipal elections, 8260-8261 
Municipal finances, 51-52, 1105-1106, 3378, 3730- 
3731, 3767-3768, 3770, 4025, 4327-4328, 5426- 
5427, 8459-8460 
Municipal funding, 8306-8307 
Municipal government, 3437, 7961-7962, 8068, 8826 
Municipal infrastructure, 420-421 
Municipal planning, 6942, 7035 
Municipal restructuring, 4329 
Municipal taxation, 175, 4216-4217 
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Municipalities, 1424, 2161, 4863, 4908, 5034, 6189, 
8783 
Ontario budget, 521, 5510 
Ontario economy, 3315 
Ontario Municipal Board, 1715, 2128, 3276 
Property taxation, 3271-3272, 3438, 4328-4329, 5084, 
5317, 5579 
Public participation, 7826-7827 
Public transit, 4698 
Rent bank programs, 1512-1513, 2032, 2957 
School nutrition programs, 379 
Social assistance, 5383 
Taxation, 7273, 7337 
Taxi operators, 7271, 9172-9173 
Tenant protection, 2736-2737, 4523-4524, 5619-5620, 
7228, 7689 
Transfer payments, 3488, 3527, 3682-3683 
Ottawa River 
cleanup, 4328 
Poverty Reduction Act, 2009 (Bill 152) 
second reading, 5564-5565 
Property tax assessment, 3315, 5084 
freeze-until-sale assessment, 3271 
increase, 3271, 4328 
Property tax increases, 4328, 5084, 5579 
Provincial-municipal partnerships, 3770, 5317 
provincial-municipal fiscal and service delivery review, 
188, 2161, 3438, 3682, 3730, 3767, 3770, 4025, 
4327, 5579, 6189 
Provincial-municipal relations, 188, 370, 3438, 3730- 
3731, 4217 
Public education campaigns 
Local Government Week, 3437, 3445-3446, 7961-7962 
Public transportation 
Ottawa, 7638-7639 
Rent control, 5283 
Rent increases, 4523-4524, 5620, 6045 
cap on rent increase, 4523, 5620 
Reports 
Cities Now (Hazel McCallion), 51 
Provincial-Municipal Fiscal and Service Delivery Review 
(Facing the Future Together), 3770 
Simcoe Area: A Strategic Vision for Growth, 7233 
Residential Tenancies Act, S.O. 2006, c.17, 2736-2737, 
4523, 5619-5620 
Rural Ontario 
infrastructure investment, 5034 
School vending machines 
ban on unhealthy food and beverages, 253 
Senior homeowners’ property tax grants, 5084 
Skilled trades, 7131 
Smoke-Free Ontario Amendment Act, 2008 (Bill 69) 
second reading, 2137-2138 
Smoking 
ban on smoking in workplaces/enclosed public places, 
2130 
second-hand smoke, 2138 
Social contract, 3767 
Social housing, 2240, 4469 
government funding, 2671 
Ottawa, 2671 
repair, 5282 
Speed limiters 
impact on greenhouse gas emissions, 1083 
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Watson, J. (LIB, Ottawa West-Nepean) (continued) 
Standing Orders 
S.O. 106(d) Committees - Orders of reference, 3465- 
3466 
Throne speech debate 
participation, 92-93, 102-104 
Throne speech quoted, 240 
Time allocation motions 
Barrie-Innisfil Boundary Adjustment Act, 2009 (Bill 196) 
presented, 8982-8983 
Tobacco Control Statute Law Amendment Act, S.O. 2005, 
c18,\2137 
Tobacco-related diseases 
Crowe, Heather (lung cancer victim), 2137 
Toronto 
government funding, 4863 
Tourism industry 
government funding 
Ottawa, 103 
Transfer payments 
Ontario municipal partnership fund (OMPF), 188, 8068, 
8459-8460 
Transit systems 
Move Ontario 2020 plan, 51 
Voters/voting 
voter turnout, 3437 
Youth justice centres 
William Hay Centre, 4834 


Wilkinson, Hon. J. (LIB, Perth-Wellington) 
Atreo Medical Inc. 
CPRGlove, 4110 
Awards 
Biotechnology Industry Organization's International 
Leadership Award, 6689 
Premier's Innovation Awards, 1518 
Premier's Summit Award, 7034 
Bioindustrial Innovation Centre, 3090 
Biomass energy, 3090 
Biomedical research, 1462-1463 
Budget 
pre-budget consultations, 4272 
Cancer, 1249, 1462-1463 
C2C Link Corp., 4695-4696 
Centre for Research and Innovation in the Bio-Economy 
(CRIBE), 896 
Certicom, 7034 
Colleges of applied arts and technology (CAATs) 
Sheridan Institute of Technology and Advanced Learning 
digital media and communications, 4388 
Colleges Ontario Network for Industry Innovation (CONII), 
6889 
Consumer protection 
energy contracts, 9484 
Corporate tax exemptions 
biofuel industry, 3109 
Ontario tax exemption for commercialization (OTEC), 
690 
eligibility for refund, 3107-3111 
Digital media, 761-762, 4388 
Echologics Engineering Inc., 4753-4754 
Ecobee Inc., 5685 
Economic growth 
five-point economic plan, 1462 


EcoVu Analytics Inc., 7225-7226 
Employment creation, 5685 
Energy 
renewable energy, 1308-1309 
renewable energy projects 
Verdant Power tidal power project, 1308 
Energy Consumer Protection Act, 2010 (Bill 235) 
second reading, 9484 
Everbrite Solar, 5663 
Fairs 
Canada-Wide Science Fair, 7146 
Federal-provincial agreements/programs 
harmonized sales tax, 7519 
Forums (discussion and debate) 
Cleantech Forum, 5663 
French-language debates 
Déclarations ministérielles et reponses 
Recherche et innovation, 5324-5325 
Recherche scientifique, 6497-6499 
Government notice of motions 
Legislative reform 
time allocation motion 
responded to, 1534-1536 
Personal health information protection 
presented, 2223 
Government orders 
Committee sittings 
time allocation motion 
responded to, 4272 
Green technology, 5662 
commercialization, 5662-5663 
Harmonized sales tax, 8785, 8839, 8917-8918, 9407-9408 
economic impact, 7522 
impact on business, 7519-7520, 8409 
impact on cell phone fees, 8648 
impact on condominium owners, 8733-8734 
impact on cost of books and newspapers, 8729-8730 
impact on employment, 7475-7476, 7960, 8542, 9076 
impact on food items, 7385 
impact on gasoline prices, 9541-9542 
impact on investment industry, 7429-7430 
impact on low-income consumers, 8211-8212 
impact on manufacturing industry, 8106-8107, 8734 
impact on real estate industry, 7767-7768, 8257, 8784 
impact on rent rates, 7335-7336 
impact on senior citizens, 8256, 8259, 8600-8601, 8686 
impact on sport, recreation and physical activities, 7917, 
8305, 8648 
hockey, 8684-8685 
impact on technology industry, 7870 
impact wholesale trade sector, 7638-7639 
public consultation, 8867 
transition benefit 
$1,000 for single parents or couples, 7520 
$300 for individuals, 7519 
Hospital redevelopment 
Stratford General Hospital, 6416 
Ideas for the Future Act, 2008 (Bill 100) 
second reading, 3107-3111 
third reading, 4366-4367 
Income tax reduction, 7386, 8063-8064, 8836 
International Cancer Genome Consortium, 1463 
International Consortium of Anti-Virals, 1765, 6387 
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Wilkinson, Hon. J. (LIB, Perth-Wellington) (continued) 
Lake Simcoe Protection Act, 2008 (Bill 99) 
third reading, 4350 
Land transfer tax 
retroactive application to fractional ownership units, 
7273-7274 
Layoffs 
Campbell Soup Company, 1569 
Legislative process 
family friendly reforms, 1534-1536 
Linamar Consumer Products 
Solaris lawn mower, 1664 
Manufacturing industry 
decline, 8839 
MaRS Centre, 4367 
Members'/ministers' personal narratives, 2143 
Members/ministers quoting letters 
Canadian Venture Capital and Private Equity 
Association, 3181 
Westley, Meg (chair, Avon Maitland District School 
Board), 2264 
Members/ministers quoting newspaper articles 
Globe and Mail (Toronto), 8867 
Members/ministers quoting proverbs 
Chinese proverb, 762 
Members/ministers quoting statements 
Cooke, Dave (former Minister of Education), 7409 
Gerwing, Dave (president, Menova Energy !nc.), 3577 
Kay, Alan (computing pioneer), 1463 
Kidder, Annie (executive director, People for Education), 
7410 
Larzaidis, Mike (chairman, Research in Motion), 2437 
Lievonen, Mark (president and CEO, Sanofi Pasteur 
Canada), 1051 
Peroni, Paula (president, Ontario Catholic School 
Trustees’ Association), 7410 
Rémillard, Richard (executive director, Canada's 
Venture Capital and Private Equity Association), 299 
Spence, Chris (director of education, Hamilton- 
Wentworth District School Board), 7410 
Members'/ministers' remarks 
PC (2003-2010) 
MacLeod, Lisa (Nepean—Carleton), 1570 
withdrawn, 8725 
Menova Energy Inc. 
Power-Spar system, 3577 
Ministerial statements, presented 
Research and innovation, 761-762, 1050-1051, 1462- 
1463, 5325 
Scientific research, 6497-6499 
Venture Capital Fund, 188 
Ministers redirecting oral questions, 1515 
Ministry of Economic Development and Trade 
Next Generation of Jobs Fund, 1050-1051, 1569, 3489 
funding for GE Canada manufacturing facility 
(Peterborough), 9118-9119 
Ministry of Research and Innovation 
emerging technologies fund, 5685 
Global Leadership Round in Genomics and Life 
Sciences, 6499 
government funding, 6752 
Ideas to Market strategy, 299 
innovation demonstration fund (IDF), 1664, 3489, 7225 
investment accelerator fund (IAF), 4110, 4695, 4753 
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Ontario innovation agenda, 1462-1463, 1570, 3107, 
6498 
Ontario Research Fund (ORF), 1462, 3532, 6387 
Ontario venture capital fund, 189, 299, 1462, 5685 
programs and funding, 7147 
Ontario BioAuto Council Investment Fund, 4809 
Ontario centres of excellence, 4388 
Ontario Institute for Cancer Research, 1462-1463 
government funding, 1249 
research grants 
Wan, Yonghong (McMaster Institute for Molecular 
Biology and Biotechnology), 1249-1250 
Ontario Research and Innovation Council, 1462 
Ontario Tax Plan for More Jobs and Growth Act, 2009 
(Bill 218) 
second reading, 8834-8836, 8839 
Opposition day motions, responded to 
Hospital services, 6416-6417 
Rural schools, 2263-2264 
Oral questions, responded to 
Biotechnology, 6689 
Centre for Research and Innovation, 896 
Clean technology, 5662-5663 
Digital media, 4388 
Environment industry, 7225-7226 
Government advertising, 9266 
Government record, 9268 
Land transfer tax, 7274 
Manufacturing jobs, 9118-9119 
Medical research, 4110-4111, 5187, 5428 
Ontario economy, 1569 
Pharmaceutical industry, 526-527 
Pharmaceutical research, 1765-1766 
Renewable energy and conservation, 1308-1309 
Research and innovation, 299, 690, 953-954, 1062- 
1063, 1104, 1249-1250, 1518, 1570, 1664, 2437- 
2438, 3089-3090, 3181, 3489, 3577, 3833, 3879- 
3880, 4326, 4695-4696, 4753-4754, 4809, 5321, 
5469-5470, 5685, 6387, 6751-6752, 7034, 7146- 
7147 
Research and innovation in Mississauga South, 6889 
Taxation, 7334-7336, 7385-7386, 7429-7430, 7475- 
7476, 7519-7520, 7522, 7576-7577, 7639-7640, 
7767-7768, 7829, 7870, 7917, 7960, 8063-8064, © 
8106-8107, 8211-8212, 8256-8257, 8259, 8305, 
8409, 8542, 8600-8601, 8648, 8684-8686, 8729- 
8730, 8733-8734, 8784-8785, 8822, 8867, 8917- 
8918, 9076, 9407-9408, 9541-9542 
University research and innovation, 3532 
Perimeter Institute for Theoretical Physics 
Hawking, Stephen (research chair), 4326 
Pharmaceutical industry, 526-527, 1051 
Plasco Energy Group Inc. 
plasma arc technology, 1664 
Purdue Pharma Canada, 4326 
REGEN Energy, 4696, 4753 
Reports 
Competitive Altematives: KPMG's Guide to International 
Business Location, 3879 
The 2009 OCETA SDTC Cleantech Growth and Go-to- 
Market Report, 5662 
Research and development programs/projects 
International Barcode of Life, 953-954 
Research and innovation, 761, 1462, 3879 
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Wilkinson, Hon. J. (LIB, Perth-Wellington) (continued) 
government funding, 690, 762, 2437, 3109, 3181, 4111, 
5187, 5428, 6498, 6689, 6751-6752 
Mississauga South, 6889 
Research in Motion Limited, 3108 
Rural Ontario 
research and innovation, 3833 
Sanofi Pasteur Canada 
research facility, 1062-1063 
government funding, 1051 
Schools ; 
Perth—Wellington 
closure, 2264 
Science/technology 
government funding, 2437 
Senior citizens 
tax reduction, 9076 
6N Silicon !Inc., 3489 
Smoke-Free Ontario Amendment Act, 2008 (Bill 69) 
second reading, 2143-2144 
Speaker 
election (28 November 2007) 
congratulatory remarks, 189 
Stem cell research 
Nagy, Andras (Mount Sinai Hospital), 5187, 5325 
Stonehedge Bio-Resources Inc., 5321 
Structural Genomics Consortium 
Edwards, Aled (director and CEO), 6387 
Student Achievement and School Board Govemance Act, 
2009 (Bill 177) 
second reading, 7409-7410 
Technical Standards and Safety Authority (TSSA), 8095 
Technical Standards and Safety Statute Law Amendment 
Act, 2009 (Bill 187) 
second reading, 8095 
Throne speech debate 
participation, 96-97 
Time allocation motions 
Committee sittings 
responded to, 4272 
Legislative reform 
responded to, 1534-1536 
Unitron Hearing, 7034 
Universities/colleges 
Carleton University 
research funding, 3532 
Ontario College of Art and Design 
digital media laboratory, 761 
Trent University, 1765 
University of Ottawa 
research funding, 3532 
University of Waterloo 
digital media institute and convergence centre, 761- 
762 
University of Western Ontario 
Institute for Chemicals and Fuels for Alternative 
Resources, 3833 
Venture capital, 4367, 5685 


Wilson, J. (PC, Simcoe—Grey) 
Accountants 
certification, 6563 
Algoma University Act, 2008 (Bill 80) 
second reading, 2110-2112 
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Animal Health Act, 2009 (Bill 204) 
second reading, 8232, 8237-8240, 8242 
Animal protection 
penalties for abusing animals, 3153 
Annual reports 
Office of the Auditor General of Ontario Annual Report 
(2008), 4613-4614 
Apprenticeship training, 500 
ratio of tradespeople to apprentices, 944, 1369-1370, 
2665-2666, 2831, 3086-3087, 3629-3630, 4614- 
4615, 6563, 6812 
Apprenticeship training programs 
completion bonus, 3086-3087 
completion rates, 4614-4615 
registration in call centre trades, 4615 
Awards 
Lieutenant Governor's Heritage Award for Youth 
Achievement, 639 
Premier's Award for Teaching Excellence, 987 
Boundary adjustment 
Barrie and Innisfil, 7234 
Bruce Power, 3628-3629 
Budget 
presentation of 2003 budget at Magna International, 
6141 
public consultation, 6141 
Budget deficit, 3625-3628 
Budget Measures Act, 2009 (Bill 162) 
second reading, 5939-5940 
time allocation motion 
responded to, 6152-6153 
Budget Measures and Interim Appropriation Act, 2008 
(Bill 44) 
third reading, 1645 
Budget Measures and Interim Appropriation Act, 2008 
(No. 2) (Bill 114) 
second reading, 3625-3630 
Children's aid societies (CASs) 
Children's Aid Society of Simcoe County 
government funding, 8501 
"tree for a child" campaign, 1559 
Colleges of applied arts and technology (CAATs), 3775 
Algoma University College, 2040 
history, 2111-2112 
independent university status, 2110-2111 
Compensation 
York University students, 4690, 4700, 4776-4777, 4800- 
4801 
Congratulatory remarks 
Alliston Hornets hockey team, 1979 
Cameron Street Public Schoo! environmental club, 639 
McCague, George Raymond (recipient, Elgin Blakely 
citizen of the year), 1156 
Ramirez, Oswaldo (recipient, postgraduate family 
medicine preceptor of the year award), 5953 
Construction industry 
underground economy, 3818 
Corporate taxes, 737, 3626 
Demonstrations 
Canadian Federation of Students, 3873-3874 
students protesting post-secondary tuition fees, 8310- 
8311 
Dialysis, 1264 
Doctor fees/salaries, 3681-3682 
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Wilson, J. (PC, Simcoe-—Grey) (continued) 
Doctor shortage 
rural Ontario, 7436-7437 


DriveTest Labour Dispute Resolution Act, 2009 (Bill 225) 


first reading, 8738 
Economic conditions, 3625, 3818 
eHealth Ontario 
contracts, 8427 
Election Statute Law Amendment Act, 2010 (Bill 231) 
second reading, 9293, 9660-9661 
Elections/by-elections 
campaign contributions, 9661 
third-party advertising, 9293 
Employment creation 
by government, 4614 
Energy 
renewable energy projects 
cost increases for consumers, 6768-6769 
employment creation, 6768 
Full Day Early Learning Statute Law Amendment Act, 
2010 (Bill 242) 
second reading, 9636 
Government debt 
increase, 6153 
Government notice of motions 
Legislative reform 
responded to, 1264-1266 
Government record 
Liberal (2003-2010) 
doctor shortage, 2726 
energy policy, 6766-6767 
post-secondary education, 4711-4712 
PC (1995-2003) 
employment creation, 4614 
energy policy, 6766-6767 
Green Energy and Green Economy Act, 2009 (Bill 150) 
third reading, 6765-6770 
Harmonized sales tax, 5940, 6152-6153 
impact on transportation and warehousing industry, 
7576-7577 
public consultation, 8680, 8976 
Health care funding 
accountability and oversight 
investigation by Ombudsman, 8427-8428 
Heritage conservation 
Frederick Banting homestead, 225 
Higher Education Quality Council of Ontario 
expenditures 
disclosure, 9271 
Hospital beds 
long-term-care beds, 4119-4120, 4125 
Simcoe—Grey, 4118-4120, 4125, 4248-4249 
Increasing Access to Qualified Health Professionals for 
Ontarians Act, 2008 (Bill 97) 
second reading, 2722-2723, 2726 
Interprovincial Policing Act, 2009 (Bill 203) 
time allocation motion 
responded to, 8975-8976 
Kindergarten 
full-day 
impact on daycare centres, 9636 
Lake Huron Centre for Coastal Conservation 
green ribbon beach program, 726-727 
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Legislative procedure 


introduction of bills, 7837 
motions 
time allocation motions, 8974 
private members’ public business, 1265-1266 


Legislative process 


family friendly reforms, 1263-1266 


Liberal Party 


fundraising 
holding event at Ontario Sheet Metal Workers Training 
Centre, 4017-4018 


Livestock 


disease prevention and control 
compensation to farmers for livestock destroyed, 8238 
regulation and enforcement, 8238 
traceability systems, 8240 

protection, 8232 


Manufacturing industry 


layoffs, 944 


Members'/ministers' constituents 


congratulatory remarks, 3144 


Members'‘/ministers' personal narratives, 118-119, 4119 
Members/ministers quoting documents 


Hospitals of Ontario Pension Plan Submission Brief to 
the Ontario Expert Commission on Pensions, 7242 

Ontario Municipal Employees' Retirement System 
Submission Brief to the Ontario Expert Commission 
on Pensions, 7242 


Members/ministers quoting electronic mail messages 


Barclay, Bill (Beild House Country Inn and Spa), 3820 

Bill 145, re, 4710 

Fernando, Anika (Ministry of Training, Colleges and 
Universities), 2831 

Fess, Rick (Doner-Hosley Insurance), 3819 

Langman, Kerry and Brent (Advantage Homes), 3820 

McFarland, John (master electrician, Nu-Tek Electric), 
3819 

McLaren, Don (McLaren Equipment Ltd.), 3819 

Quinn, Madeline (Assante Financial Management), 3819 

Vereecke, Marino (chartered accountant), 3819 


Members/ministers quoting letters 


Coursey, David (paramedic, Simcoe county), 7242 

Hardy, Gord (president, Ontario Cattlemen's 
Association), 8238-8239 

Rath, Randy (press gallery president), 1264 

Rinaldi, Lou re apprenticeship ratios, 2666 

Walsh, Tom (mayor, Adjala-Tosorontio), 7234 


Members/ministers quoting magazine articles 


Maclean's, 4711 


Members/ministers quoting newspaper articles 


Alliston Herald, 6848 

Blue Mountains Courier-Herald, 8785 
Kitchener-Waterloo Record, 2266-2267 
Toronto Star, 8428-8429 

Toronto Sun, 38 


Members/ministers quoting reports 


Conservation Review Board hearing report re Banting 
homestead, 225 

A Fine Balance - Safe Pensions - Affordable Plans - 
Fair Rules (Report of the Expert Commission on 
Pensions), 7241-7242 


Members/ministers quoting statements 


Bill 145, re, 4709 
Canadian Federation of Students, 8311 
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Hill, Kerri-Lynne (parent), 6848 
Morrison, Thelma (journalist), 38 
Ontario Federation of Agriculture, 8239-8240 
Members/ministers quoting websites 
Algoma University College, 2111-2112 
Members'/ministers' remarks 
Liberal (2003-2010) 
McGuinty, Dalton (Ottawa South) 
as Ontario Premier, 6848 
Members' statements 
Alliston Hornets, 466, 1979 
Children's Aid Society of Simcoe County, 1559 
College Week, 3775 
Disaster relief, 8112 
Doctor shortage, 7436-7437 
Driver examination centres, 8872 
Environmental club of Cameron Street Public School, 
639 
Fire in Wasaga Beach, 38 
Frederick Banting homestead, 225 
Mallory family, 3144 
McCague, George, 1156 
Pension plans, 7526 
Ramirez, Oswaldo, 5953 
Skills training, 3834 
Tecumseth North Elementary School, 6848 
Town of the Blue Mountains, 7391 
Tuition, 8310-8311 
University labour dispute, 4700 
Minimum wage, 119 
increase, 118-119 
$10 an hour, 118 
Ministerial statements, responded to 
Algoma University College, 2040-2041 
Emergency preparedness, 6563 
Labour mobility, 6562-6563 
Municipal planning, 7234 
Premier's Awards for Teaching Excellence, 987-988 
Skilled trades, 6812 
Student assistance, 943-944 
University funding, 987 
Ministry of Training, Colleges and Universities 
second career strategy, 3236, 4745 
Gaston, Ben case, 5033 
Kiss, Ernest case, 5033 
Zuccola, Peter case, 5618 
skills training infrastructure program (STIP), 3731 
Municipal infrastructure 
government funding 
northern Ontario, 1645 
Natural disasters 
tornados (20 August 2009) 
Town of Blue Mountains, 7391, 7435, 8112, 8785 
Nowruz, 938 
Ontario College of Teachers, 6812 
Ontario College of Trades, 6812 
Ontario Energy Board Amendment Act, 2000 (Bill 100), 
6770 
Ontario Sheet Metal Workers Training Centre, 3961 
Ontario Society for the Prevention of Cruelty to Animals 
(OSPCA) 
warrantless entry for inspectors, 3152 
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Opposition day motions, responded to 
Health care oversight, 8426-8428 
Rural schools, 2266-2267 
Oral questions, presented 
Access to health care, 3681-3682 
Agency spending, 9271 
Apprenticeship training, 500-501, 1369-1370, 2665- 
2666, 2831, 3086-3087, 4613-4614 
Children's aid societies, 8501 
Disaster relief, 7435, 8785 
Driver examination centres, 8918-8919, 9221 
Employment, 737-738 
Fundraising, 3731-3732, 3961, 4017-4018 
Minister's comments, 4248-4249 
Ontario budget, 6141 
Police officers, 172-173 
Post-secondary education, 894-895, 3873-3874, 4745- 
4746, 8105-8106 
School closures, 6337 
Skilled trades development, 4615 
Skills training, 3236, 5033, 5618 
Taxation, 8680 
University labour disputes, 4690, 4776-4777, 4800-4801 
Pension Benefits Amendment Act, 2010 (Bill 236) 
second reading, 9464, 9467, 9472 
Pension Benefits Statute Law Amendment Act, 2009 (Bill 
195 
general discussion, 7243 
first reading, 7231 
Pension plans 
portability 
paramedics, 7241-7243, 7248-7249, 9467 
public service, 7241-7243, 7526 
reform, 9464, 9472 
transfer of assets, 7231 
Petitions 
Angus Early Years Centre, 2673, 2740-2741 
Apprenticeship training, 2741, 4118 
Children's aid societies, 9280, 9375 
Doctor shortage, 7397, 7438 
Education labour dispute, 4397 
Elmvale District High School, 6853, 8421, 8505, 8694, 
9230, 9376, 9651 
Frederick Banting homestead, 137, 176, 202 
Gasoline prices, 3091 
Highway 26, 83, 139, 177 
Lord's Prayer, 342, 385, 508, 900, 1001, 1063-1064, 
1107, 1256, 1518, 1575, 1668, 1720, 1771, 1823, 
1976, 2034, 2092, 2131, 2165, 2246, 2296, 2349- 
2350, 2492, 2526 
Pension plans, 7238, 7397, 7439-7440, 7928, 8225, 
8422, 8791, 9047-9048, 9279 
Pope John Paul Il, 82, 1978, 2574, 2610 
Sales tax, 5586, 5961, 6151 
School facilities, 28, 58, 83, 138-139, 7396 
School transportation, 138, 177 
Services for the developmentally disabled, 177-178 
Sexual reassignment surgery, 3092-3093, 3450, 3499, 
3652, 4116-4117 
Stevenson Memorial Hospital, 56, 137, 177 
Taxation, 6345-6346, 6564-6567, 6758, 6814, 7237, 
7343, 7398, 7440-7441, 7840, 8117, 8315, 8615, 
8740-8741, 8793, 8874-8875, 9046, 9228, 9280, 
9653 
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Tuition, 3777-3778, 3845, 4115-4116, 4221, 4703, 
4757, 4828, 5587-5588, 6148, 6760, 8223-8224, 
8794 
University labour dispute, 4701 
Workplace insurance, 4069, 4222 
Pit bulls 
ban, 1684 
Police officers 
hiring, 172-173 
Political fundraising, 3731, 3961 
Private members' public business 
Employment Standards Amendment Act (Raising the 
Minimum Wage), 2007 (Bill 7) 
second reading, 118-119 
Long-term care 
presented, 4118-4120, 4125 
Nowruz 
responded to, 938 
Pension plans 
presented, 7241-7243, 7248-7249 
Smoke-Free Ontario Amendment Act, 2008 (Bill 42) 
second reading, 552 
Tire disposal 
responded to, 932-933 
Water quality 
responded to, 726-727 
Private-public partnerships, 3628 
Provincial Animal Welfare Act, 2008 (Bill 50) 
second reading, 1683-1684, 1687 
third reading, 3152-3153 
Public education campaigns 
College Week, 3775, 3834 
Emergency Preparedness Week, 6563 
Skilled Trades Awareness Week, 3834 
Regulated Health Professions Amendment Act, 2009 (Bill 
141) 
third reading, 5594 
Rural Ontario medical program (ROMP), 5953 
School closures 
Elmvale District High School, 6337 
Tecumseth North Elementary School, 6848 
Schools, 2266-2267 
Small business, 3817-3818 
Smoke-Free Ontario Amendment Act, 2008 (Bill 69) 
second reading, 1868 
Smoking 
ban on smoking in cars with children present, 1868 
Sports teams 
Alliston Hornets, 466 
Strikes 
DriveTest driving examiners, 8872, 8918-8919, 9221 
Student grants 
distance grant, 943 
Time allocation motions 
Budget Measures Act, 2009 (Bill 162) 
responded to, 6152-6153 
Interprovincial Policing Act, 2009 (Bill 203) 
responded to, 8975-8976 
Tire tax, 932 
Tuition fees, 3873 
Unions, 3820 
Universities/colleges 
collective bargaining, 4690 


government funding, 894-895, 943-944, 987, 2040, 
3873-3874, 8105-8106 
strike, 4690, 4745 
York University 
strike, 4700, 4709-4712, 4745, 4776 

University graduates 

employment recruitment, 737-738 
Wasaga Beach 

fires, 38 

police services, 172 

tourism marketing, 726-727 
Workers’ compensation benefits 

coverage for construction workers, 3817-3818 
Working Families Coalition, 9293 

government funding for training centres, 4615 
Workplace Safety and Insurance Amendment Act, 2008 

(Bill 119) 

second reading, 3817-3820, 3822 

York University Labour Disputes Resolution Act, 2009 
(Bill 145) 
second reading, 4709-4712 
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Aftermarket brake pads 
ban on use of asbestos, 7250-7251 
standards and specifications, 7250 
Agencies/boards/commissions/etc. 
expenditures 
accountability, 7425 
disclosure, 7422-7424 
Appointments 
King, Arlene (chief medical officer of health of Ontario), 
6235 
Appreciation 
Sullivan, Barbara (chair, Health Professions Regulatory 
Advisory Council), 6696 
Asthma, 6645 
Autism, 5836-5837 
Awards 
Klaus Woerner Skilled Trades Hall of Fame Award, 5285 
Bail 
O'Brien, Nathaniel (murder suspect), 3726 
Black History Month Act, 2007 (Bill 182), 8134 
Blackouts/brownouts 
14 August 2003, 5333 
Bone marrow 
donation, 278 
registry, 278-279 
Booklets 
Ontario Schools Code of Conduct, 6002 
Budget, 4516 
budget date, 4937 
pre-budget consultations, 4516 
Budget deficit, 3479, 3486, 3515-3516, 5227, 5656, 5703 
Budget Measures Act, 2009 (Bill 162) 
general discussion 
public consultation, 6232 
Bullying 
prevention, 9366-9367, 9383-9385, 9390 
C. difficile, 2892, 2953-2954 
infection control in hospitals, 1884-1885, 2024-2025 
C. difficile outbreaks, 2082, 2201-2202, 2204, 2234-2235, 
2452-2453, 2582, 2953 
government response, 2659 
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investigation, 2775-2777, 2825-2826, 2893, 2954 
Joseph Brant Memorial Hospital, 2452 
mortality rates, 2234 
northern Ireland, 2433, 2453 
public inquiries, 1971, 2082, 2120, 2123-2124, 2155- 

2156, 2202, 2205, 2345-2346, 2433, 2452-2454, 
2601-2602, 2635 
Canadian Parliamentary Poet Laureate, 8128-8129 
Cancer screening programs 
breast cancér screening program 
inclusion of women aged 40 to 49, 7444 
Carbon monoxide detectors 
requirement to install carbon monoxide detectors in all 
residential buildings, 5859 
Catholic Family Counselling Centre, 6602 
Cemeteries, 5483 
prohibition on relocation of inactive cemeteries, 5482- 
5483 
protection, 5482-5483 
Charitable fundraising 
Walk of Hope, 7279-7280 
Children's aid societies (CASs) 
Children's Aid Society of the Regional Municipality of 
Waterloo 
government funding, 7924 
College of Physicians and Surgeons of Ontario (CPSO), 
4853 
Committees 
Select Committee on Municipal Governance, 5302 
Select Committee on the Economy, 3480, 4387 
select committees, 4516 
Condominium corporations, 7260 
fees, 7260 
reserve funds 
installation of renewable energy/energy efficient 
technologies, 7260 
repair/replacement of common elements, 7260 
standard declaration, 7260 
Congratulatory remarks 
Dunlop, Garfield (Simcoe North), 5285 
Coroner inquests 
Casa Verde nursing home (North York), 1656-1657 
Dupont, Lori (murder victim) 
jury recommendations, 1206 
Corporate tax reduction, 497 
Corporate taxes, 497 
Cosmetic surgery, 4630 
regulation, 4850-4851 
Curriculum 
mathematics, 8107 
Demonstrations 
Niagara-region groups protesting health-care service 
cuts (29 April 2009), 6402 
Dental hygienists 
expansion of scope of practice, 6903 
Diabetes registry, 7189-7190 
Doctor shortage, 1517, 1660-1661, 2581, 2653-2654, 
3991-3995 
Doctors, 4322 
accepting new patients, 1517 
hiring freeze, 6686, 6695 
international medical graduates (IMGs), 3990-3995 
removing barriers, 2655, 3990 
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Driver education/training, 1176 
Economic conditions, 4516 
Economic decline, 3515 
Economic development, 4387 
Economic growth, 497, 3516 
five-point economic plan, 3480, 3516 
Education Amendment Act (Pupils with Diabetes), 2009 
(Bill 137) 
second reading 
public consultation, 5294 
Education funding 
government funding, 9718-9719 
Education funding reform, 317 
eHealth Ontario, 5823, 5945 
consultant fees, 7030 
contracts, 7030 
Accenture Inc., 7224 
Courtyard Group Ltd., 7030, 7032, 7224 
expenditures, 7143 
disclosure, 7422-7424 
Hudson, Alan (former Chairman) 
appearance before Standing Committee on Public 
Accounts, 8625 
Kramer, Sarah (former CEO) 
appearance before Standing Committee on Public 
Accounts, 8625 
Electronic health records, 6903-6904 
protection of privacy, 2230-2232 
Emancipation Day Act, 2008 (Bill 111) 
general discussion, 8134-8135 
Employment creation, 497, 5124 
by government, 3516 
by private sector, 3480 
Employment Protection for Foreign Nationals Act (Live-In 
Caregivers and Others), 2009 (Bill 210) 
third reading, 9200 
Energy 
renewable energy, 5330-5331 
Family health teams, 6904 
Fatalities 
Coxon, Florence (nursing home resident), 1656 
Hawkins, Richard, Laurie, Jordan and Cassandra 
(victims of carbon monoxide poisoning), 5859 
Stryland, Krista (real estate agent), 4630 
Federal government 
budget, 4516 
Federal-provincial relations, 3271 
Financial literacy, 7939-7940 
Focus for Ethnic Women, 3055-3056 
Foreign workers 
protection, 9200 
French-language debates 
Déclarations ministérielles et reponses 
Journée de I'affaire «personne», 7969-7970 
Full Day Early Leaming Statute Law Amendment Act, 
2010 (Bill 242) 
second reading, 9629-9636 
Government advertising 
bus shelter advertisement re Bill 150, 5419-5420, 5428- 
5429 
Government-business relations 
bidding for government business, 3574-3575 
Government consultants 
hiring, 3963 
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Witmer, E. (PC, Kitchener—Waterloo) (continued) 
Government expenditures, 3515-3516 
Government notice of motions 
Legislative reform 
responded to, 1227-1233, 3129-3131 
time allocation motion 
responded to, 1522-1523 
Personal health information protection 
responded to, 2230-2232 
Government orders 
Ontario economy 
responded to, 3479-3480, 3515-3516 
Government record 
Liberal (2003-2010) 
C. difficile outbreaks, 2893 
health care, 5704 
hospital services, 6402 
tax increases, 5704 
PC (1943-1985) 
road safety, 7251 
PC (1995-2003) 
budget deficit, 5702-5703 
doctor shortage, 2657-2658 
early childhood education, 9630 
education, 6002 
health care, 4464 
health care funding, 6383 
health promotion, 1913 
hospital services, 6384 
nurses, 830, 4109, 5274 
road safety, 1175 
Gravesites of Former Premiers Act, 2006 (Bill 25), 5482 
Green economy, 5330-5331 
Green Energy and Green Economy Act, 2009 (Bill 150) 
general discussion, 4999, 5124 
impact on health, 6044 
public consultation, 4999 
second reading, 5330-5331, 5333 
Harmonized sales tax, 5666, 5703 
impact on homebuyers, 7260 
impact on housing industry, 6488-6489, 6492, 6519- 
6520 


public consultation, 8686-8687 
transition benefit 
$1,000 for single parents or couples, 5666 
Health care, 497, 4819, 6383-6384 
accessibility, 3515, 3990, 4208-4209 
strategic plan, 6987-6988 
Health care reform, 2658-2659, 3997 
Health care workers 
shortage 
Kitchener—Waterloo, 2655-2656 
Health professionals 
collaboration in patient care, 6906 
expansion of scope of practice, 6695, 6901 
setting up of independent human resource planning 
body, 3992 
Health regulatory colleges, 3991, 4850-4851 
duty to help internationally trained health professionals 
practise in Ontario, 2581-2582 
Healthy Food for Healthy Schools Act, 2008 (Bill 8) 
second reading, 317 
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Highway Traffic Amendment Act (Speed-limiting 
Systems), 2008 (Bill 41) 
second reading, 1175-1177, 1179 
public consultation, 1179 
Home children (Canadian immigrants), 9379-9380 
Hospital beds, 4208 
acute care beds, 5846-5847 
long-term-care beds, 3688, 4123, 5847 
Simcoe-Grey, 4123 
Hospital budget deficits, 990 
Hospital funding 


government funding, 990, 3486, 4283, 4322, 4464, 4819 


Cambridge Memorial Hospital, 5511 
high-growth hospitals, 4283 
population needs-based funding, 4464 
Hospital services, 6383 
Cambridge Memorial Hospital, 5511 
emergency, 1164, 1310-1311 
government funding, 1164 
wait times, 1164, 2024 
reduction, 4283, 4322-4323 
young adults with thalassemia and sickle cell disease, 
6884-6885 
Hospitals 
reporting on C. difficile rates, 2120, 2433-2434, 2453, 
2776, 2892, 2956 
reporting on patient safety indicators, 2453, 2635 
Ross Memorial Hospital 
mental health unit, 4940 
Increasing Access to Qualified Health Professionals for 
Ontarians Act, 2008 (Bill 97) 
second reading, 2653-2661 
third reading, 3989-3995, 3997 
Interprovincial Policing Act, 2009 (Bill 203) 
second reading, 7721 
Juvenile arthritis, 5471-5472 
Kindergarten 
full-day, 8313-8314, 9326, 9636 
impact on daycare centres, 9632 
implementation, 9632 
program cost, 9631-9632 
Labour Relations and Employment Statute Amendment 
Act, 1995 (Bill 7), 7932-7933 
Layoffs, 3480, 3515-3516 
Legislative procedure 
answers to written questions, 9580 
introduction of visitors, 3131 
oral questions 
preceded by five-minute bell, 3130-31371 
timing of question period, 3130-3131 
petitions, 3131 
online petitions (e-petitions), 3131 
private members' public business, 3131 
routine proceedings, 3130-3131 
Legislative process 
family friendly reforms, 1204-1205, 1227-1233 
amendments, 1229-1233 
consultation with opposition parties, 1227-1228 
evening sittings, 1230 
oral questions, 1229, 1248, 1522-1523 
reform, 3129-3131 
Legislature schedule/agenda, 3130-3131, 6847 
family friendly hours, 1177 
Local health integration networks (LHINs), 6402 
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Long-term-care facilities, 198, 4123 
comfort allowance for residents, 3486 
government funding, 520 
nursing care, 3486 
personal care, 198, 519-520, 1657, 3687-3688, 4123 
standard of care, 317, 520 
Manufacturing industry 
unemployment, 497 
Medical officers of health, 2891-2892, 4148-4149 
Medical procedures 
wait times, 194-195 
Medica! schools 
Northern Ontario School of Medicine, 3991-3992 
Members'/ministers' personal narratives, 4123, 9378-9379 
Members/ministers quoting committee submissions 
Mayers, Catherine (Registered Nurses' Association of 
Ontario), 3995 
Zuliani, Preston (chair, council, College of Physicians 
and Surgeons), 3992 
Members/ministers quoting documents 
Results-based Plan Briefing Book 2009-10 (Ministry of 
Health and Long-Term Care), 7422 
Members/ministers quoting electronic mail messages 
doctor shortage, re, 3991 
removing barriers for international doctors, re, 2661 
Yip, Lisa (doctor), 2655 
Members/ministers quoting letters 
Bruno, Sam (cancer patient), 2364 
doctor shortage, re, 2653-2654 
Harper, Grace re nursing shortage, 2656 
Maskens, Deborah (kidney cancer patient), 2364 
Paraskevopoulos, Margo and Eric, 2364-2365 
Tory, John (leader, PC Party Ontario), 1228 
Members/ministers quoting newspaper articles 
Brantford Expositor, 9633 
Globe and Mail (Toronto), 2307 
Guelph Mercury, 2204 
Hamilton Spectator, 1164, 2956, 6686 
Kingston Whig-Standard, 5703 
Kitchener-Waterloo Record, 5656 
National Post (Toronto), 7353 
Sudbury Star, 3991 
Toronto Star, 2201, 2204 
Members/ministers quoting radio programs 
CBC Radio, 890 
Members/ministers quoting reports 
Enhancing Public Trust and Confidence: 
Recommendations for Revisions to Policies and 
Procedures Goveming Trustee Expenses at 
Toronto Catholic District School Board (Norbert J. 
Hartmann), 7354-7355 
Office of the Auditor General of Ontario Annual Report 
(2006), 7355 
Members/ministers quoting statements 
Atkinson, Irene (school trustee, Toronto District School 
Board), 9632 
Breault, Celeste (LaSalle), 278 
College of Physicians and Surgeons of Ontario (CPSO), 
4851-4852 
Coran, Ken (president, Ontario Secondary School 
Teachers' Federation), 9384 
Eng, Susan (vice-president of advocacy, Canada's 
Association for the Fifty Plus), 5703-5704 
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Fortier, Judy (Lavigne), 278 
Gaudet, Kevin (director, Canadian Taxpayers’ 
Federation), 5704 
Giannone, Frank (president, Ontario Home Builders’ 
Association), 6488 
Grinspun, Doris (executive director, Registered Nurses’ 
Association of Ontario), 2656 
Hammond, Sam (president, Elementary Teachers’ 
Federation of Ontario), 9384 
Hession, Ray (chairman, Ontario Health Quality 
Council), 2232 : 
Hewitt, Warren (doctor), 2826 
Jones, Stephanie (vice-president, Canadian Restaurant 
and Foodservices Association), 5703 
Kerkhoff, Tom (president, London Home Builders’ 
Association), 6492 
Ladoucer, Dawson (bullying victim), 9384-9385 
McGeer, Allison (director of infection control, Mount 
Sinai Hospital), 1971 
Miner, Rick (President Emeritus, Seneca College), 9634 
Moritz, Marion (executive director, Orleans Urgent Care 
Clinic), 1517 
O'Brien, Christopher (president, Ontario Association of 
Nuclear Medicine), 2363 
Ontario Hospital Association, 2231-2232 
Ontario Pharmacists’ Association, 6902 
Ontario Real Estate Association, 5703 
Peroni, Paula (president, Ontario Catholic School 
Trustees' Association), 9384 
Pollock, Greg (president and CEO, Advocis), 5703 
Registered Nurses' Association of Ontario and Nurse 
Practitioners' Association of Ontario, 6902 
Robinson, Jan (registrar, College of Physiotherapists of 
Ontario), 6902 
Ryan, James (president, Ontario English Catholic 
Teachers' Federation), 9384 
Social Planning Network, 5704 
Urbain, Jean-Luc (chief of nuclear medicine, University 
of Western Ontario), 652, 2364 
Werden, Don (trustee, Grand Erie District School 
Board), 9632 
White, Graham (professor, department of political 
science, University of Toronto), 1522-1523 
Members'/ministers' remarks 
Liberal (1995-2003) 
Gravelle, Michael (Thunder Bay—Superior North), 1228 
McGuinty, Dalton (Ottawa South) 
as Leader of the Opposition, 2452, 4323, 6232, 6489 
Smitherman, George (Toronto Centre—Rosedale), 
2083 
Liberal (2003-2010) 
Bradley, James J. (St. Catharines) 
as Minister of Transportation, 1204 
Bryant, Michael (St. Paul's) 
as Minister of Aboriginal Affairs/government House 
leader, 1228 
Caplan, David (Don Valley East) 
as Minister of Health and Long-Term Care, 5822, 
7189 
Duncan, Dwight (Windsor—Tecumseh) 
as Minister of Finance/Chair of Management Board 
of Cabinet, 1205 
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Gravelle, Michael (Thunder Bay—Superior North) 
as Minister of Northern Development and Mines, 
1204 
McGuinty, Dalton (Ottawa South) 
as Ontario Premier, 7191 
Smitherman, George (Toronto Centre) 
as Minister of Health and Long-Term Care, 2024, 
2452, 2658 
PC (1995-2003) 
Mushinski, Marilyn (Scarborough Centre) 
as Minister of Citizenship, Culture and Recreation, 
8135 
withdrawal requested, 2465 
withdrawn, 195, 2082, 2120, 2892, 2895, 4149, 5732, 
5997 
Members'/ministers' resignations 
Smitherman, George (Toronto Centre), 9224 
Members' statements 
Catholic Family Counselling Centre, 6602 
Children's aid societies, 7924 
Diagnostic services, 758 
Juvenile Arthritis Awareness Month, 5471-5472 
Long-term care, 3687-3688 
Martin, Yvonne, 9371 
Nursing Week, 6692 
Ontario budget, 6232 
Skilled trades, 5285 
Walk of Hope, 7279-7280 
World Asthma Day, 6645 
Midwives 
expansion of scope of practice, 6903 
Ministerial statements, responded to 
Foreign-trained doctors, 2581-2582 
Full-day kindergarten, 8313-8314, 9327 
Health professions, 6695-6696 
Patient safety, 4630 
Persons Day, 7969-7970 
Student achievement, 6002 
Student safety, 5474-5475 
Teachers, 7778 
Women's History Month, 3055-3056, 7969-7970 
World Autism Awareness Day, 5836-5837 
Ministry of Citizenship and Immigration 
grants to community organizations 
Ontario Cricket Association, 5996 
Ministry of Education 
equity and inclusive education strategy, 6002 
Ministry of Health and Long-Term Care 
diabetes strategy, 7191 
Ministry of Health and Long-Term Care Statute Law 
Amendment Act, S.O. 1999, c.10, 5655 
Ministry of Training, Colleges and Universities 
second career strategy, 4754, 9217-9218, 9634 
Waterloo region, 7577 
Motor vehicle accidents, 7250-7251 
Municipal government 
governance, 5301 
National/independence/memorial days 
Black History Month, 8134-8135 
Nurse practitioners 
expansion of scope of practice, 6902 
Nurses, 1985, 3515, 4208, 6692 
hiring, 3529, 3963, 4109, 4322, 5273, 6229 
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layoffs, 4208-4209, 5273-5274 
Rouge Valley Health System, 829-830, 890 
safety, 1206 
shortage, 2656-2657, 3994-3995 
Ontario Black History Society, 8135 
Ontario Building Officials Association Act, 1995 (Bill Pr 
40), 7932 
Ontario drug benefit program (ODB) 
coverage for Myozyme, 4522 
Troy, Greg case, 4651 
Ontario health insurance plan (OHIP) 
inclusion of PET scans as insured service, 1923-1924 
Ontario health premium, 3479, 3963 
exemption for Canadian Armed Forces personnel, 14 
Ontario Poet Laureate, 8128-8129 
Ontario Power Generation fossil-fuel generating stations 
Lakeview generating station 
closure, 5333 
Opposition day motions, presented 
Hospital services, 6401-6402 
Infectious disease control, 2452-2454 
Opposition day motions, responded to 
Electronic health information, 8625 
Taxation, 6519-6520 
Workplace insurance, 4082-4083 
Oral questions, presented 
Access to health care, 194-195, 652-653, 1164, 1310- 
1311, 1517, 1923-1924, 2023-2024, 4522 
Answers to written questions, 9580 
Anti-bullying initiatives, 9366-9367 
C. difficile, 1884-1885, 2024-2025, 2601-2602, 2635, 
2775-2777, 2825-2826, 2892-2893, 2953-2954, 
2956 
Curriculum, 8107 
Doctor shortage, 1660-1661, 6686 
Education funding, 9718-9719 
Electronic health information, 5822-5823, 5881, 5944- 
5945, 7030, 7032, 7143, 7189-7190, 7224 
Federal election, 3270-3271 
Government accountability, 5996 
Green power generation, 6044, 6078, 6227 
Health care, 4819, 6383-6384, 6987-6988 
Health care funding, 4208-4209, 6884-6885 
Health care workers, 3962-3963 
Hospital funding, 990, 4282-4283, 4464, 5511 
Hospital services, 4322-4323 
Infectious disease control, 1971, 2082-2083, 2120, 
2123-2124, 2155-2156, 2201-2202, 2204-2205, 
2234-2235, 2345-2346, 2433-2434, 6271 
International trade, 6846-6847 
Legislative reform, 1204-1205, 1248 
Long-term care, 198, 519-520, 1656-1657, 5461-5462 
Member's advertising, 5419-5420 
Ministry contracts, 7191 
Nurses, 829-830, 890, 1206, 3529, 4109, 5273-5274, 
6229 
Ontario budget, 497, 4516 
Ontario drug benefit program, 4651 
Ontario economy, 4387, 5227 
Prescription drugs, 2209-2210 
Public health, 2891-2892, 4148-4149 
Renewable energy and conservation, 4999, 5124 
Rural health services, 4939-4940 
School boards, 9121 
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School calendar, 5379-5380 
School closures, 8823 
Skills training, 4754, 7577, 9217-9218 
Small business, 3574-3575 
Taxation, 5666, 6488-6489, 6492, 8686 
Transfer payments, 3486 
Violent crime, 3726-3727 
Orleans Urgent Care Clinic 
decline in service, 1517 
Patient safety, 4851, 6696 
Patients 
alternate level of care patients, 5847 
PC Party documents/plans 
health care funding, 652, 1661, 4149 
Personal Health Information Protection Act, S.O. 2004, 
c.3, Sched. A 
review by Standing Committee on Social Policy, 2230 
Petitions 
Hospital funding, 5840, 6400, 6505 
Long-term care, 6401, 7283-7284 
Lord's Prayer, 1065, 2525 
Ontario Society for the Prevention of Cruelty to Animals, 
2297 


Reconstructive surgery, 9229 
Sale of domestic wines and beers, 8118 
School transportation, 8118-8119, 8316-8317 
Taxation, 8874, 9048 
Pharmacies 
pharmacy claims exceeding Formulary prices, 198 
Pharmacists 
expansion of scope of practice, 6902 
Phoenix Centre for Children and Families 
government funding, 14 
Physiotherapists 
expansion of scope of practice, 6901-6902 
Poets 
Frost, Robert (Pulitzer Prize winner for poetry), 8129 
Poets Laureate, 8129 
Police services 
cross-border policing, 7721 
Pompe disease 
Troy, Greg case, 4522 
Positron emission tomography (PET), 652-653, 758, 2363- 
2365, 2370 
Powers of attorney 
conditions to prevent abuse, 8717-8718 
Prescription privileges, 2209 
public consultation, 2210 
Private members' public business 
Anti-bullying initiatives 
presented, 9383-9385, 9390 
Black History Month Act, 2009 (Bill 207) 
second reading, 8134-8135 
Breast Cancer Screening Act, 2009 (Bill 200) 
second reading, 7443-7444 
British Home Child Day Act, 2010 (Bill 241) 
second reading, 9379-9380 
Condominium Owners Protection Act, 2009 (Bill 186) 
second reading, 7260 
Congenital Heart Disease Awareness Day Act, 2009 
(Bill 178) 
second reading, 8882 
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Diagnostic services 
presented, 2363-2365, 2370 
Education Amendment Act (Pupils with Diabetes), 2009 
(Bill 137) 
second reading, 5294 
Financial literacy 
responded to, 7940-7941 
Fuel safety 
responded to, 3343-3344 
Hawkins Gignac Act (Carbon Monoxide Detectors), 
2009 (Bill 143) 
second reading, 5858-5859 
Health care 
responded to, 5846-5847 
Healthy schools 
responded to, 2372 
Highway Traffic Amendment Act (Aftermarket Brake 
Pad Standards), 2009 (Bill 181) 
second reading, 7250-7251 
Inactive Cemeteries Protection Act, 2009 (Bill 149) 
second reading, 5482-5483 
Katelyn Bedard Bone Marrow Awareness Month Act, 
2007 (Bill 5) 
second reading, 278-279 
Kindness Week 
responded to, 7455-7457 
Labour Relations Amendment Act (Replacement 
Workers), 2009 (Bill 86) 
second reading, 7932-7933 
Long-term care 
responded to, 4122-4123 
Municipalities 
responded to, 5301-5302 
Ontario Poet Laureate 
responded to, 8128-8129 
Protection of Vulnerable and Elderly People from Abuse 
Act (Powers of Attorney), 2009 (Bill 188) 
second reading, 8717-8718 
Small business _ 
responded to, 7752-7753 
Smoke-Free Ontario Amendment Act, 2008 (Bill 42) 
second reading, 552 
Propane explosions 
Sunrise Propane, 3343-3344 
daily reports on the progress of inspections of propane 
facilities, 3343-3344 
government funding to assist people, 3343 
review of 911 call system, 3343 
setting up of information centre, 3343 
testing of soil and air for toxic substances, 3343 
Provincial Infectious Diseases Advisory Committee 
(PIDAC), 2953 
Public education campaigns 
Bone Marrow Awareness Month, 278 
British Home Child Day, 9379-9380 
Bullying Awareness and Prevention Week, 9383-9385, 
9390 
Congenital Heart Disease Awareness Day, 8882 
"Eat Local: Live Fresh," 2372 
International Day Against Homophobia, 1985 
Juvenile Arthritis Awareness Month, 5471 
Kindness Week, 7455-7457 
Nursing Week, 6692 
Persons Day, 7969-7970 
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Women's History Month, 7969-7970 
World Asthma Day, 6645 
World Autism Awareness Day, 5836 
World Teachers’ Day, 7778 
Public health units 
local pandemic influenza contingency plan, 6271 
isolation and quarantine facilities, 6271 
Public Sector Expenses Review Act, 2009 (Bill 207) 
second reading, 7422-7425 
Red Tape Commission, 7752-7753 
Regulated health profession colleges 
college supervisors, 6905 
Regulated Health Professions Amendment Act, 2009 (Bill 
141) 
first reading 
public consultation, 4630 
second reading, 4850-4854 
third reading, 5591-5595 
Regulated Health Professions Statute Law Amendment 
Act, 2009 (Bill 179) 
second reading, 6901-6906 
Reports 
Early Years Study: Reversing the Real Brain Drain, 
Final Report (F. Mustard, M. McCain), 9629-9630 
Good Nursing, Good Health: An Investment for the 21st 
Century (Nursing Task Force), 2657 
With Our Best Future in Mind: Report to the Premier by 
the Special Advisor on Early Leaming (Charles 
Pascal), 9629 
Part Two Report of the Walkerton Inquiry: A Strategy for 
Safe Drinking Water (Dennis O'Connor), 2891-2892 
Prevention and Control of Hospital-acquired Infections 
(Office of the Auditor General of Ontario), 2953 
Report on Removing Barriers for Intemational Medical 
Doctors (Laurel C. Broten), 2582 
Smart Systems for Health Agency: Operational Review 
(Deloitte & Touche LLP), 5945 
Road safety, 7250-7251 
Role models 
Basrur, Sheela (former chief medical officer of health for 
Ontario), 3056 
Fairclough, Ellen (former federal Minister of Citizenship 
and Immigration), 3056 
Rural hospitals, 4940 
services, 4940 
Safe Schools Act, S.O. 2000, c.12, 6002 
School board trustees 
autonomy, 7353, 7358 
Catholic school trustees 
trustees to uphold board decisions, 7354 
School boards 
appointment of supervisors by government, 7354 
governance 
reform, 7352-7353 
larger boards performing services for and distributing 
funds to smaller boards, 9121 
purchasing practices, 7355-7356 
School cafeterias 
to serve healthy, local Ontario foods, 2372 
School closures, 8823-8824 
School safety, 6002 
principal to notify parents of victims, 5474 
reporting of violent incidents, 5474 
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school staff to address inappropriate or disrespectful 
behaviour among students, 5474 
School year 
start of classes before or after Labour Day, 5379-5380 
Severe acute respiratory syndrome (SARS), 2452 
public inquiries, 2124 
Smart Systems for Health Agency (SSHA), 2231, 5822- 
5823, 7030 
expenditures, 5881 
disclosure, 7422-7424 
value-for-money audit, 5822-5823, 5944-5945, 5996 
Smoke-Free Ontario Amendment Act, 2008 (Bill 69) 
second reading, 1911-1913, 1915 
Smoke shops 
Argyle Street (Caledonia), 5656 
Smoking, 5655-5656 
ban on smoking in cars with children present, 552, 1911- 
1913 


ban on smoking in workplaces/enclosed public places, 
552 


health risks, 1913 
second-hand smoke, 1913 
Special education 
government funding, 9631 
Speed limiters, 1175 
impact on greenhouse gas emissions, 1177 
vehicle exemptions, 1177 
Standing Orders 
S.O. 9(a) Meetings of the House - Daily adjournment, 
1232 


S.O. 8(a) Meetings of the House - Meeting time, 1231 
S.O. 30(a) Routine Proceedings - Order of Routine 
Proceedings, 1232 
S.O. 9(b) Meetings of the House - Recess, 1232 
S.O. 38(b) Petitions - Presentation in House, 1232 
S.O. 79(b.1) Public Bills - 3 readings for all bills, 1233 
S.O. 37(b) Routine Proceedings - Proceedings on 
adjournment, 1232 
S.O. 11(e) Meetings of the House - Same, 1232 
S.O. 96(e) Private Members’ Public Business - Recess, 
1233 
S.0. 37(e) Routine Proceedings - Proceeding not to 
take place, 1232 
Student Achievement and School Board Govemance Act, 
2009 (Bill 177) 
second reading, 7352-7358 
Supply Act, 2009 (Bill 161) 
second reading, 5702-5705 
Time allocation motions 
Legislative reform 
responded to, 1522-1523 
Tobacco Damages and Health Care Costs Recovery Act, 
2009 (Bill 155) 
second reading, 5655-5656 
Tobacco Damages and Health Care Costs Recovery Act, 
SBC 2000, c.30, 5655 
Tobacco products 
illegal sale, 5655 
Tobacco products manufacturers 
recovery of tobacco-related health care costs from 
manufacturers, 5655 
Tributes 
Basrur, Sheela (former chief medical officer of health for 
Ontario), 2306-2307 
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Marteau, Yvonne (nurse killed in Haitian earthquake, 
January 12, 2010), 9371 
Runciman, Robert (interim leader of the opposition), 
7217 
Trucking industry 
vehicle maintenance and safety, 1176 
Unemployment, 5227 
United States 
Racketeer Influenced and Corrupt Organizations Act 
(RICO), 5655 
Universities/colleges 
government funding, 4712 
York University 
strike, 4712 
Violence against women, 3727, 9044-9045 
Volatile fuels 
safety, 3343 
Wind turbines 
health effects, 5331, 6044, 6078, 6227 
Workers 
job retraining, 9633-9634 
Workplace Safety and Insurance Amendment Act, 2008 
(Bill 119) 
general discussion 
public consultation, 4082-4083 
Workplace Safety and Insurance Board (WSIB), 4082- 
4083 
unfunded liability, 4083 
York University Labour Disputes Resolution Act, 2009 
(Bill 145) 
second reading, 4712-4713 


Wynne, Hon. K.O. (LIB, Don Valley West) 
ABC CANADA Literacy Foundation 
Family Literacy Day, 4697 
Aboriginal children 
education, 4249 
Adult education, 3185 
Advanced Coronary Treatment Foundation 
government funding, 2907, 3237 
American sign language (ASL), 2833 
Appreciation 
teachers, 43, 3097 
Autism services, 482 
intensive behavioural intervention (IBI), 4423-4424 
wait lists, 996-997 
Automated external defibrillators (AED), 2907 
Awards 
Eat Smart! Healthy School Program, 204 
Premier's Award for Teaching Excellence, 43, 1130, 
TTT 
Premier's Awards for Teaching Excellence, 986, 6597 
Books, 4697 
Bullying, 6831 
lesbian, gay, bisexual, transsexual, transgendered, 
intersexed, queer (LGBTTIQ) teens 
mandatory reporting of incidents, 5521-5522 
student engagement in prevention and reporting, 5527 
Child and Family Services Statute Law Amendment Act, 
2009 (Bill 103) 
second reading, 3365-3366 
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Children 
immigrant children 
access to education, 2605 
Court cases/actions 
Sampson, Katelynn (murder victim), 4150 
Curriculum 
mathematics, 8107-8108 
Driver licences 
enhanced driver licences, 9319 
recreational vehicles, 9500 
Early childhood education 
full-day learning for four- and five-year-old children, 6991 
Education, 381, 1104 
character development program, 4291 
parental involvement in education, 423 
Education Act, R.S.O. 1990, c.E.2, 7346 
Education Amendment Act (Keeping Our Kids Safe at 
School), 2009 (Bill 157) 
general discussion, 5616, 7075 
first reading, 5473 
ministerial statement, 5473-5474 
second reading, 5521-5523, 5527 
third reading, 6831-6832 
Education funding, 200 
accountability, 2640-2641 
government funding, 1060, 1104-1105, 1367, 1422, 
2083, 2127, 4806, 6188, 6190 
school foundation grant, 2258, 3829, 6690 
Education funding reform, 898, 1422-1423 
Education Quality and Accountability Office (EQAO) 
Assessment of Reading, Writing and Mathematics 
(Primary and Junior Division), 7036 
Earl, Lorna (member, board of directors) 
conflict of interest, 7576 
Ontario Secondary School Literacy Test (OSSLT), 7223- 
7224 
Electrical safety 
mandatory installation of surge protectors in new 
residential and commercial construction, 7055 
Elementary school teachers, 3323 
Employment insurance, 5953 
Financial literacy, 8349-8350 
Foreign caregivers 
protection, 6063-6064 
French-language debates 
Déclarations ministérielles et reponses 
Conseils scolaires, 6648-6649 
Ecoles saines, 69, 2907, 3689 
Enseignants et enseignantes, 7777-7778 
Jardin d'enfants a temps plein, 8313 
Journée mondiale des enseignants, 3097-3098 
Prix du premier ministre pour |'excellence en 
enseignement, 986 
Rendement scolaire, 43-44, 5324, 6000-6001 
Sécurité dans les écoles, 4657 
Sécurité des éléves, 5473-5474 
Semaine de |'éducation, 1410-1411 
TFO, 824-825 
Loi de 2009 modifiant la Loi sur l'éducation (sécunté de 
nos enfants a I'école), projet de loi 157 
troisieme lecture, 6831-6832 
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Loi de 2009 sur le rendement des éléves et la 
gouvemance des conseils scolaires, projet de loi 
177, 
deuxiéme lecture, 7346-7351 
Loi de 2008 sur I'Office des télécommunications 
éducatives de langue frangaise de |'Ontario, projet 
de loi 55 
troisiéme lecture, 2379-2380 
French-language education, 2379 
federal government funding, 2294 
Governance review committee, 6274, 6648 
Government record 
Liberal (2003-2010) 
education, 7350-7351 
rural schools, 2083 
PC (1995-2003) 
school closures, 1105, 2237 
Government-teacher relations, 6597 
Graduation (statistics), 1410, 5324, 6080 
Health care 
out-of-country, 9726 
Healthy Food for Healthy Schools Act, 2008 (Bill 8) 
general discussion, 3237 
first reading, 67-68 
ministerial statement, 68-69 
second reading, 204-206 
third reading, 1129-1130 
Independent Learning Centre 
general educational development, 3185 
Investing in Ontario Act, 2008 (Bill 35) 
second reading, 975 
Kindergarten 
full-day, 8069, 8312-8313, 8458 
Language instruction 
English as a second language (ESL) 
government funding, 692, 898 
Legislature schedule/agenda 
adjournment for International Plowing Match and Rural 
Expo, 7070 
Long-term-care facilities, 4249 
Manufacturing industry, 5953 
Members/ministers quoting letters 
Alway, Richard (supervisor, Toronto, District Catholic 
School Board), 7269 
Members/ministers quoting newspaper articles 
Brockville Recorder and Times, 2259 
Members/ministers quoting statements 
Atkinson, Irene (school trustee, Toronto District School 
Board), 1163 
Chartrand, Denis (former director, Council of Directors 
of Education and member, Governance Review 
Committee), 7350-7351 
Chevalier, Madeleine (school trustee and chair, 
Governance Review Committee), 7350 
Jordan, Sherry (president, Eventfully Yours), 2734 
Olsen, Carole (chair, Canadian Education Association), 
7351 
Ministerial statements, presented 
Education Week, 1410-1411 
Full-day kindergarten, 8312-8313 
Healthy schools, 68-69, 2907-2908, 3689-3690 
Premier's Awards for Teaching Excellence, 986 
School boards, 6648-6649 
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School safety, 4657 
Student achievement, 43-44, 5324, 6000-6001 
Student safety, 5473-5474 
Teachers, 7777-7778 
World Teachers' Day, 3097-3098 
Ministers redirecting oral questions, 4249, 8458 
Ministry of Education 
anti-bullying programs, 5381 
collection of student achievement statistics based on 
ethnicity, 1569 
dual credits, 3047 
equity and inclusive education strategy, 6000-6001, 
8137 


expenditures 
Eventfully Yours, 2669-2670, 2734 
healthy schools 
Eating Well Looks Good on You, 3689 
hotel and conference expenses, 4421 
literacy and numeracy strategy, 4290 
parent involvement committees, 5124 
Parents Reaching Out grants, 423, 5123-5124 
pupil accommodation review guidelines, 1367, 2091, 
2237, 2669, 4806 
Safe Schools Action Team, 2515, 5521, 6831 
recommendations, 5522-5523 
school information finder, 5883, 5991-5992, 6080, 6886- 
6887, 6945, 7035-7036, 7194 
public consultation, 7079 
student success strategy 
expansion of co-operative education, 3047 
specialist high skills major, 3047, 5324 
Ministry of Education/Ministry of Health Promotion 
healthy schools recognition program, 205-206, 3237, 
3689-3690 
Ministry of Health Promotion 
EatRight Ontario, 206 
Ministry of Training, Colleges and Universities 
Pathways to Education program, 26, 5379 
Multiculturalism, 937 
National/independence/memorial days 
Black History Month, 8137 
Near North District School Board, 741-742 
Nowruz, 936-937 
Obesity 
children, 204 
Ontario French-language Educational Communications 
Authority Act, 2008 (Bill 55) 
first reading, 823 
ministerial statement, 824-825 
third reading, 2379-2380 
Opposition day motions, responded to 
Rural schools, 2258-2259 
Oral questions, presented 
Public transit, 9368-9369 
Oral questions, responded to 
Aboriginal education, 4249 
Access to education, 2605 
Autism services, 482, 996-997, 1472, 4423-4424, 7692 
Child protection, 4150 
Class size, 2782, 4472-4473 
Conflict of interest, 7576 
Curriculum, 8107-8108 
Driver licences, 9319 
Education, 5883, 5991-5992, 6804 
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Education funding, 200, 995, 1422-1423, 2294, 2640- 
2641, 2669-2670, 2734, 3185, 4290-4291, 4697, 
4806, 5123-5124, 6188, 6190, 7578 
Elementary teachers, 3323, 4694, 4750-4751, 4804- 
4805 
ESL funding, 898 
Financial literacy, 8349-8350 
Full-day kindergarten, 1663, 6991, 8069, 8458 
Fundraising, 9543-9544 
Healthy schools, 3237 
High school students, 3047 
Minister's comments, 4249 
Ministry spending, 4421 
Ontario budget, 692 
Parental involvement in education, 423 
Pathways to Education, 26 
Public transit, 9367-9368, 9499, 9696 
Recreational vehicles, 9500 
School boards, 651-652, 1714, 6274, 6842-6843, 9121 
School calendar, 5126, 5379-5380 
School closures, 381-382, 741-742, 898, 1104-1105, 
1163, 1366-1367, 2083-2084, 2091, 2124-2125, 
2127, 2237, 3829, 6337, 8823-8824, 9122-9123 
School facilities, 3732-3733, 8998 
School pools, 1060, 1105, 1372, 1573 
School safety, 2515, 2567, 2604, 2636-2637, 2961, 
3377-3378, 3772-3774, 3966, 5616 
School support staff, 5426 
School transportation, 1975, 6690, 8028 
School transportation funding, 1055-1056, 6231, 6986 
School trustees, 1889, 2030, 2392-2393 
Sign language in schools, 2833 
Special-needs students, 7269 
Student achievement, 1569, 6080, 6886-6887, 6945, 
7035-7036, 7079, 7194, 7223-7224 
Student safety, 5380-5381, 7075 
Teachers, 6597 
Teachers' collective agreement, 4620 
Teachers' collective bargaining, 4820-4821 
Teachers’ pensions, 771 
Toronto Catholic District School Board, 4575, 6747 
Tourism, 5236 
Transportation, 9581 
Transportation infrastructure, 9726 
TVOntario, 6983 
Water quality, 295 
Youth services, 769 
Playgrounds 
McKenzie-Smith Bennett public school 
closure, 8998 
Political contributions 
Greater Toronto Airports Authority donation to Ontario 
Liberal Party, 9543-9544 
Private members’ public business 
Black History Month Act, 2009 (Bill 207) 
second reading, 8137 
Caregiver and Foreign Worker Recruitment and 
Protection Act, 2009 (Bill 160) 
second reading, 6063-6064 
Employment insurance 
responded to, 5853 
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Municipal Residential and Commercial Surge Protector 
Act, 2009 (Bill 176) 
second reading, 7055-7056 
Nowruz 
responded to, 936-937 
Private schools 
government funding, 2294 
Programme for International Student Assessment (PISA), 
43 


Progress in International Reading Literacy Study (PIRLS), 
43 


Public education campaigns 
Education Week, 1410 
World Teachers' Day, 3097, 7775-7776 
Public transportation 
government funding, 9367-9368, 9499 
Ottawa 
fare increase, 9696 
Pickering—Scarborough East, 9581 
Reports 
Investing in Public Education: Advancing the Goal of 
Continuous Improvement in Student Leaming and 
Achievement (Education Equality Task Force), 7355 
With Our Best Future in Mind: Report to the Premier by 
the Special Advisor on Early Leaming (Charles 
Pascal), 8069 
Reach Every Student: Energizing Ontario Education 
(Ministry of Education), 1410 
School Board Governance: A Focus on Achievement 
(governance review committee), 6648-6649 
Shaping a Culture of Respect in our Schools: Promoting 
Safe and Healthy Relationships (Report on Gender- 
based Violence, Homophobia, Sexual Harassment 
and Inappropriate Sexual Behaviour in Schools), 
4657, 6831-6832 
School board funding 
Good Places to Learn grant, 3733 
government funding 
rural school boards, 2237 
school renewal grant, 3732-3733 
School board trustees 
Catholic school trustees 
trustees to uphold board decisions, 6842, 7347-7348 
code of conduct, 7348 , 
School boards 
appointment of supervisors by government, 7349-7350 
audit committees, 7349 
directors to advise board of decisions contrary to 
provincial legislation, 6842-6843 
governance, 6274, 6648 
reform, 7347 
larger boards performing services for and distributing 
funds to smaller boards, 9121 
oversight by Ombudsman, 2641 
School bus transportation, 6986 
government funding, 1055-1056, 1975, 6231, 6690 
procurement process, 8028 
School cafeterias 
ban on trans fat in food and beverages, 69, 1129-1130 
exemptions on special event days, 1130 
School closures, 382, 898, 1367, 2091, 2127, 3829, 8823- 
8824 
deferral, 3829 
Elmvale District High School, 6337 
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moratorium, 2084, 2091 
Phelps Central Public School, 741-742 
St. Paul's, 9122-9123 

School-community relations, 6831 

School facilities 
extended use, 769 

School fundraising, 6190 

School libraries 
government funding, 7578 

School safety, 2961, 3377-3378, 3774, 4657, 5473, 6831- 

6832 
principal to notify parents of victims, 5474, 5616, 6832, 
7075 


reporting of violent incidents, 2567, 2604, 2636-2637, 
2961, 3772-3774, 3966, 4150, 5473-5474, 6831- 
6832 
school staff to address inappropriate or disrespectful 
behaviour among students, 5474, 6832 
student assault, 2515 
School support staff, 5426, 6597 
School vending machines 
ban on unhealthy food and beverages, 69 
School year 
start of classes before or after Labour Day, 5126, 5236, 


Schools 
enrolment, 6188 
enrolment decline, 2259 
government funding, 898, 2258 
healthy activities, 2907-2908 
Simcoe County District School Board 
government funding, 6337 
Special education 
Arrowsmith program at Toronto Catholic District School 
Board, 7269 
government funding, 6188 
Student achievement, 43, 651, 1422, 6000, 6080, 6649, 
7224 
Student Achievement and School Board Govemance Act, 
2009 (Bill 177) 
general discussion, 6842 
first reading, 6648 
ministerial statement, 6648 
second reading, 7346-7352 
Student enrolment 
decline, 1366-1367, 1423, 2124-2125 
Student evaluation, 6804 
pan-Canadian assessment program (PCAP), 1410-1411 
Student grants 
supported schools allocation, 2258 
Teacher collective agreements, 4694, 4750-4751, 4804- 
05 


Elementary Teachers’ Federation of Ontario, 4620, 4820 
Teacher collective bargaining 
Elementary Teachers’ Federation of Ontario, 3323, 
4694, 4750, 4804-4805 
Teacher pension funds, 771 
Teacher-student ratios 
cap, 2782 
reduction, 4472-4473 
Teachers 
student success teachers, 3366 
TFO, 824-825, 2379-2380 
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Toronto Catholic District School Board 
compliance with ministry policies, 6747 
government funding, 1663 
payment for work done by CEC Mechanical Ltd., 4575 
school board trustees 
expenditures, 1714, 1889, 2030, 2392-2393 
Toronto District School Board, 1163 
general discussion, 1060 
governance, 651-652 
government funding, 652, 975, 1105 
swimming pools 
closure, 995, 1105, 1372, 1573 
Toronto District School Board-Future Shop agreements 
use of Future Shop colours in computer lab, 6190 
Tourism industry, 5236 
Transit systems 
GO Transit 
noise reduction in west Toronto diamond project, 9368- 
9369 
TVOntario, 6983 
De Wilde, Lisa (chief executive officer), 6983 
Underground railroad, 8137 
Water quality 
schools, 295 
Youth programs 
focus on youth program, 769 
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Access to Adoption Records Act (Vital Statistics Statute 
Law Amendment), 2008 (Bill 12) 
general discussion, 1322 
Administration of justice, 3662 
Algonquin Provincial Park 
logging, 98, 8476-8477, 8479 
public consultation, 298 
Animal Health Act, 2009 (Bill 204) 
second reading, 8445-8449 
Animal protection, 1812 
electric collars, 1812 
warrantless entry, 1812 
working dogs, 1812 
Animal protection organizations 
use of term humane society restricted 
impact on Toronto Humane Society, 1811 
Annual reports 
Office of the Auditor General of Ontario Annual Report 
(2009), 9136-9137 
Atomic Energy of Canada Ltd. 
sewage, 4865 
Bail, 3662 
Barrie-Innisfil Boundary Adjustment Act, 2009 (Bill 196) 
second reading, 7507 
Biomass energy, 5149 
Budget 
balanced budget, 664 
Budget deficit, 3519-3520 
Budget Measures Act, 2009 (Bill 162) 
time allocation motion 
responded to, 6162-6164 
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Budget Measures and Interim Appropriation Act, 2008 
(Bill 44) 
second reading, 913-917 
third reading, 1743-1745 
Budget Measures and Interim Appropriation Act, 2008 
(No. 2) (Bill 114) 
third reading, 4047-4048 
Budget surplus 
transfer of funds to municipalities for infrastructure 
projects, 1281-1283 
Carpools, 4612 
China 
renewable energy, 7315 
Colleges Collective Bargaining Act, 2008 (Bill 90) 
second reading, 2473 
Colleges of applied arts and technology (CAATs) 
Algonquin College, 2473 
Committee process 
Bill 150, 5146 
Concurrence in supply debate (December 2009) 
participation, 9136-9137 
Conferences/seminars/symposiums 
2010 OGRA/ROMA Annual Conference, 9400 
Conflict of interest 
Grier, Jason (lobbyist), 8542-8543 
Congratulatory remarks 
Bilodeau, Alexandre (gold medal winner, men's moguls 
competition, Vancouver 2010 Winter Olympics), 
9254 
Runciman, Bob (former member for Leeds—Grenville, 
appointed to Senate), 9253 
Consumer protection 
energy contracts, 9134-9135, 9254-9260 
sub-metering electricity in apartments/apartment 
buildings, 9210 
Cosmetic Pesticides Ban Act, 2008 (Bill 64) 
general discussion 
public consultation, 4250 
second reading, 1956-1960 
Countering Distracted Driving and Promoting Green 
Transportation Act, 2009 (Bill 118) 
second reading, 4276-4278 
public consultation, 4276-4278 
Debates re answers to oral questions 
Workplace safety 
requested, 9151-9152 
Deep River Management Services Inc. Act, 2009 (Bill 
Pr16) 
first reading, 6996 
Doctors 
rural Ontario, 911 
Driver distractions, 4276-4277 
Driver licences 
fraud, 4023-4024 
graduated licences 
restriction from carrying more than one passenger 
aged 19 and under, 4611-4612 
zero blood alcohol concentration level for drivers 21 
years of age or younger, 4611-4613 
Drivers 
new drivers, 5986 


Driving 
ban on use of cellular telephones and electronic 
entertainment devices while driving, 4276-4278 
global positioning system (GPS), 4277 
two-way radio and dispatching system, 4277 
Eastern Ontario development fund, 527 
Economic conditions, 1615, 1743-1744, 4047-4048 
Economic decline 
government response, 5808 
Economic growth 
five-point economic plan, 3520 
Education Amendment Act (Keeping Our Kids Safe at 
School), 2009 (Bill 157) 
second reading, 5605 
eHealth Ontario 
consultants, 7600 
contracts 
public inquiry, 8276-8277 
Hudson, Alan (former Chairman) 
appearance before Standing Committee on Public 
Accounts, 8623 
Kramer, Sarah (former CEO) 
appearance before Standing Committee on Public 
Accounts, 8623 
compensation/severance payments, 7600 
referral to Standing Committee on Public Accounts, 7710 
Election Statute Law Amendment Act, 2010 (Bill 231) 
second reading, 9680 
Election Statute Law Amendment Act, S.O. 2005, c.35, 
2501-2502 
Elections/by-elections 
10 October 2007, 2501 
third-party advertising, 9680 
Electricity rates, 3521, 4994, 5149, 8825 
Germany, 4994 
increase, 4993-4994, 5027-5029, 5578, 5830 
impact on low-income consumers, 5632 
Electricity Restructuring Act, S.O. 2004, c.23, 4995, 4997 
Electricity retailers/gas marketers 
contract overwriting, 4671 
contracts, 4672 
cancellation fees, 4672 
reaffirmation letter, 4672 
Electricity supply, 2601 
Employment creation 
by government, 3519, 3521 
Endangered species 
wood turtle, 8111 
Endangered Species Act, 2007 (Bill 184) 
general discussion 
consultation with forest industry, 9037 
integration into forest management plans, 2441 
Energy 
nuclear energy, 4652 
renewable energy 
feed-in tariff, 4953, 5148, 5150, 6574 
request for proposal (RFP), 3642 
wind, 5150 
renewable energy projects, 5028 
cost increases for consumers, 6573-6574, 6578-6579 
employment creation, 5147-5148, 5151, 6332, 6577 
health effects, 6576-6577 
Energy conservation, 4953 
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Energy Consumer Protection Act, 2010 (Bill 235) 
second reading, 9210, 9253-9260, 9262 
Energy policy, 5027 
Environmental Protection Act (Greenhouse Gas 
Emissions Trading), 2009 (Bill 185) 
second reading, 7314-7317 
Fatalities 
Mulcahy, Tyler (motor vehicle accident victim), 4611 
Federal government 
transfer payments 
equalization program, 1744 
Forest industry, 2441, 2640, 3521, 3643, 8477 
layoffs, 96 
Renfrew county, 4579 
tax reduction, 4048 
Gasoline prices 
increase, 668, 914 
Gasoline Tax Fairness for All Act, 2009 (Bill 174) 
first reading, 6497 
Good Government Act, 2009 (Bill 212) 
second reading, 8475-8479 
Government accountability, 7926-7927 
Government-business relations, 3520-3521 
Government expenditures, 4048 
increase, 914-915 
Government-forest industry partnerships, 3521 
Government notice of motions 
Legislative reform 
responded to, 1322-1325 
time allocation motion 
responded to, 1532-1534 
Select Committee on Elections 
responded to, 2501-2502 
Government orders 
Ontario economy 
responded to, 3519-3521 
Government record 
Liberal (1985-1990), 3519 
Liberal (2003-2010), 9267-9268, 9446 
accountability, 7602 
education, 1743 
environmental protection, 96 
tax increases, 909-910 
PC (1995-2003) 
budget deficit, 3520 
long-term care, 7877 
Government revenue, 4047 
Green Energy and Green Economy Act, 2009 (Bill 150) 
general discussion, 4993-4995, 4997, 5028-5029, 5118, 
5186, 5189, 5578, 5830-5831, 5942-5943, 6332 
amendments, 6268 
consultation with automobile parts industry, 6042 
employment creation, 5878-5879 
impact on electricity rates, 5878, 5942, 6042, 6267- 
6268, 6435, 6486-6487 
public consultation, 5878-5879, 6267 
second reading, 5146-5153, 5155 
impact on electricity rates, 4953 
third reading, 6573-6582, 6826 
Greenhouse gas emissions, 6582 
reduction 
cap and trade system (emissions trading), 7314-7316 
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Greenhouse industry, 2572 
Harmonized sales tax, 5809, 6163, 8839-88342 
impact on low-income consumers, 5633 
Health care funding 
government funding, 3520 
Healthy Food for Healthy Schools Act, 2008 (Bill 8) 
third reading, 1134-1135 
Highway improvement 
Highway 417, 743 
federal government funding, 743 
Holiday messages, 4672 
Home energy audits, 5028, 5147, 5186, 5189, 6332, 6575 
search warrant, 5186 
Home energy inspectors 
search warrant, 5118-5119 
Horse racing industry 
Barrie Raceway 
decline in race dates, 7336-7337 
Hospices (terminal care) 
government funding 
Hospice Renfrew, 80 
Hospital beds 
long-term-care beds, 95 
Immunization 
H1N1 influenza A (swine flu) 
number of doses administered, 8445-8446 
Industry shutdowns 
Campbell Soup Company, 1615 
CanGro Foods Inc., 1615 
Smurfit-Stone Container Canada Inc., 3521 
Infrastructure Ontario 
municipal infrastructure investment initiative (MIII), 610 
Interprovincial Policing Act, 2009 (Bill 203) 
second reading, 7721, 8099-8100 
public consultation, 8100 
Investing in Ontario Act, 2008 (Bill 35) 
time allocation motion 
responded to, 1281-1283 
Labour mobility, 8664-8665, 8807 
Layoffs 
Campbell Soup Company, 1502-1503, 1744 
Legislative procedure 
conduct of House Proceedings 
naming of members from Bruce—Grey—Owen Sound 
and Lanark—Frontenac—Lennox and Addington, 
8946 
members'/ministers' unparliamentary language, 3520 
motions 
time allocation motions, 1281 
private members’ public business, 4278 
Legislative proceedings 
televised, 1955 
Legislative process, 437 
family friendly reforms, 913, 1283, 1322 
oral questions, 1323-1325, 1533 
Licence plates 
personalized licence plates, 10, 95, 174 
yellow ribbon logo (support for Canadian troops), 8602- 
8603, 8652 
Livestock 
disease prevention and control 
warrantless entry, 8446-8447 
protection, 1811 
Local health integration networks (LHINs), 7600 
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Long-term-care facilities 
government funding, 7877 
Long-term-care funding 
government funding, 665 
Manufacturing industry 
layoffs, 96, 664 
Members'/ministers' conduct 
Takhar, Harinder (Mississauga—Erindale) 
as Minister of Government Services, 7599 
Members'/ministers' constituencies/constituency events 
Renfrew—Nipissing—Pembroke 
Buy Local, 4217 
Telus cup, 1299-1300 
Members'/ministers' persona! narratives, 2501-2502, 4953 
Members/ministers quoting books 
House of Commons Procedure and Practice (Robert 
Marleau, Camille Montpetit), 9320 
Members/ministers quoting committee submissions 
Adams, Tom (executive director, Energy Probe), 6580 
Bresnahan, Percy (mayor, South Algonquin), 6579 
Huzar, Bill (president, Consumers Council of Canada), 
6580 


Ontario Federation of Agriculture, 6576-6577 
Members/ministers quoting electronic mail messages 
Bill 162, re, 6163-6164 
Maxwell, Karen (co-owner, Renfrew Home Hardware 
Building Centre), 3888 
Ward, Hal (chartered accountant), 3888 
Members/ministers quoting letters 
Close, Donna and Larry (constituents, Flesherton), 5151 
Grodski, Julius, 5152 
Members/ministers quoting newspaper articles 
National Post (Toronto), 5027-5028 
Ottawa Citizen, 4048, 5148-5149 
Members/ministers quoting reports 
Germany's Solar Cell Promotion: Dark Clouds on the 
Honizon, 5150 
Office of the Auditor General of Ontario Annual Report 
(2007), 610 
Members/ministers quoting statements 
Fedchun, Gerry (president, Automotive Parts 
Manufacturers' Association), 6578 
McMurtry, Robert (former dean of health sciences, 
University of Western Ontario), 6576 
Pope John Paul Il, 681 
Members/ministers quoting websites 
Independent Electricity System Operator, 5151 
Members'/ministers' record 
Liberal (2003-2010) 
Smitherman, George (Toronto Centre) 
as Minister of Health and Long-Term Care, 7915- 
7916, 7919 
NDP (1990-1995) 
Rae, Bob (York South) 
as Ontario Premier, 3519 
Members'/ministers' remarks 
Liberal (1995-2003) 
McGuinty, Dalton (Ottawa South) 
as Leader of the Opposition, 910, 6268, 8475-8476 
Liberal (2003-2010) 
McGuinty, Dalton (Ottawa South) 
as Ontario Premier, 2262 
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Takhar, Harinder (Mississauga—Erindale) 
as Minister of Government Services, 8653 
withdrawn, 78, 915, 2238, 2240, 3830, 5578, 5995, 
6226, 6267, 6435, 9267 
Members' statements 
Buy Local, 4217 
Endangered species, 8111 
Forest industry, 3643 
Gasoline tax, 407-408 
Government services, 7340-7341, 8653 
Licence plate review committee, 9-10 
Listowel economy, 1502-1503 
Long-term care, 7877 
Ontario economy, 1615 
Pembroke Lumber Kings, 6084 
Pope John Paul II, 681 
Premier of Ontario, 1980 
Telus cup, 1299-1300 
Waste disposal, 4865 
Wind turbines, 8310 
Mining Amendment Act, 2009 (Bill 173) 
second reading, 6981 
Mining industry 
surface rights vs. mineral rights, 6981 
Ministerial responsibility, 7599 
Ministerial statements, responded to 
Consumer protection, 9134-9135 
Renewable energy and energy conservation, 4953 
Ministry of Citizenship and Immigration 
grants to community organizations, 916 
Ministry of Energy and Infrastructure, 9253-9254 
Ministry of Natural Resources 
Lands for Life, 4953 
Ministry of Transportation 
personalized licence plate review committee, 174 
Municipal government services 
Renfrew 
government funding, 8068 
Municipal infrastructure 
government funding, 1144 
Ottawa, 664-665 
Renfrew county, 1126 
Natural gas, 5152 
Nuclear generating stations 
construction, 9408-9409 
Nuclear industry, 3875 
Occupational Health and Safety Amendment Act 


(Violence and Harassment in the Workplace), 2009 


(Bill 168) 
third reading, 9186-9187 
Office of the Premier 
staff complement, 1533 
Ombudsman of Ontario, 7926 
Ontario budget speech (25 March 2008) 
responded to, 664-666, 668 


Ontario French-language Educational Communications 


Authonity Act, 2008 (Bill 55) 
second reading, 1955 
Ontario health premium, 909-912 
Ontario Labour Mobility Act, 2009 (Bill 175) 
second reading, 8663-8665, 8805-8807 
Ontario Lottery and Gaming Corp. (OLG) 
lawsuit by Buttcon Energy Inc. over violation of 


agreement re Windsor Energy Centre, 7426-7427 
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Ontario Medal for Civilian Bravery Act, 2008 (Bill 58) 
first reading, 984 
Ontario Power Authority (OPA) 
clean energy standard offer program (CESOP), 2572 
Ontario Power Generation fossil-fuel generating stations 
closure, 96, 1767, 2601 
Nanticoke generating station 
increased fossil-fuel consumption, 1886 
Ontario Power Generation nuclear generating stations 
Darlington nuclear generating station, 2601, 5316 
purchase of nuclear reactors, 5994-5995 
Ontario Tax Plan for More Jobs and Growth Act, 2009 
(Bill 278) 
second reading, 8839-8842 
Opposition day motions, responded to 
Electronic health information, 7710-7711, 8276-8277, 
8623 
Government spending, 5808-5809 
Ontario economy, 1126-1127 
Rural schools, 2262 
Tobacco control, 1492-1493 
Violent crime, 3662 
Workplace insurance, 4087 
Workplace Safety and Insurance Board, 1940-1942 
Opposition parties 
role, 1532-1534 
Oral questions, presented 
Coal-fired generating stations, 1767 
Driver licences, 4023-4024, 7580 
Eastern Ontario development, 527 
Electricity supply, 1886 
Energy policies, 2601 
Energy rates, 4993-4995, 5878-5879, 5942-5943, 6267- 
6268, 6435 
Forest industry, 298, 2441, 2640, 9037 
Government contracts, 8542-8543 
Government record, 9267-9268, 9446 
Government services, 7388, 8602-8603 
Green power generation, 6332, 6486-6487 
Greenhouse industry, 2572 
Highway construction, 743 
Hospice care, 80 
Hydro contracts, 8825 
Hydro rates, 5578, 5830-5831, 6042 
International trade, 3875 
Licence plate review committee, 174 
Minister's record, 7915-7916, 7919 
Municipal government, 8068 
Municipal infrastructure, 610 
Nuclear energy, 4652-4653, 5316, 9408-9409 
Ontario Lottery and Gaming Corp., 7428-7429 
Pesticides, 4250-4251 
Provincial purchasing policy, 5994-5995 
Renewable energy and conservation, 3642, 4997, 5027- 
5029, 5118-5119, 5186, 5189 
Rural Ontario, 4578-4579 
School transportation, 1974-1975, 6689-6690 
School transportation funding, 6231 
Workplace safety, 9076-9077 
Pesticides/herbicides 
ban on use and sale of cosmetic pesticides, 1956-1959 
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exemptions 
cemeteries, 4250 
golf courses, 1958 
impact on rural Ontario, 1960 
regulations, 4250-4251 
Petitions 
Driver licences, 9185 
Gasoline prices, 3652, 3694, 3846, 3885 
Government services, 8467-8468 
Lord's Prayer, 384, 506, 900, 999-1001, 1066, 1257, 
1315-1316, 1427, 1770, 1926, 2493 
Pope John Paul II, 529, 695 
Sales tax, 5628 
School transportation, 8469-8470, 9185 
Taxation, 7160, 7209, 7343, 7345-7346, 7490-7491, 
7586, 7700-7702, 7881-7882, 7928-7929, 8269, 
8553-8554, 8614, 8656, 8659, 8832, 8953, 9183, 
9331 
Workplace insurance, 4071 
Photo Card Act, 2008 (Bill 85) 
second reading, 2276 
Photo identification cards 
passport alternative for cross-border travel, 2276 
Police services 
cross-border policing, 7721, 8099 
Pope John Paul I! Day Act, 2009 (Bill 25) 
general discussion, 681 
Poultry industry 
supply management, 8446 
Poverty Reduction Act, 2009 (Bill 152) 
second reading, 5631-5634 
Poverty reduction strategy, 5631-5634 
Premier's travel, 3875 
Private members’ public business 
Highway improvement 
presented, 6658-6660, 6665 
Ontario Energy Board Amendment Act, 2008 (Bill 131) 
second reading, 4671-4672 
Public Transportation and Highway Improvement 
Amendment Act (Assistance to Municipalities), 2008 
(Bill 38) 
second reading, 1541-1542, 1549 
Red Tape and Regulatory Review Act, 2008 (Bill 57) 
second reading, 1148 
Smoke-Free Ontario Amendment Act, 2008 (Bill 42) 
second reading, 548-549 
Strandherd-Armstrong bridge 
responded to, 1144-1145 
Tire disposal 
responded to, 927-928 
Provincial Animal Welfare Act, 2008 (Bill 50) 
second reading, 1811-1813 
section 6, 1811 
Public education campaigns 
Good Governance Week, 7926-7927 
Public Sector Expenses Review Act, 2009 (Bill 201) 
second reading, 7598-7602 
Public service 
hiring, 4048 
Public Transportation and Highway Improvement 
Amendment Act (Assistance to Municipalities), 2008 
(Bill 38) 
general discussion, 407 
first reading, 368-369 


SPEAKER INDEX / INDEX DES INTERVENANTS 


Yakabuski, J. (PC, Renfrew-Nipissing—Pembroke) 
(continued) 
Real estate industry, 1744 
Referendum 
electoral reform, 2502 
Regulations, 1148, 4953 
Reports 
Examining the Potential Cost of the Ontario Green 
Energy Act, 2009 (London Economics 
International), 6486-6487, 6826 
Lightening the Ecological Footprint of Logging in 
Algonquin Provincial Park (Recommendations of 
the Ontario Parks Board), 298 
Road maintenance 
government funding, 1282 
Road safety, 4612 
Road Safety Act, 2009 (Bill 126) 
general discussion, 4277-4278 
second reading, 4611-4613 
public consultation, 4611 
third reading, 5986 
Rural Ontario 
employment, 4578-4579 
federal government funding, 6659 
School board trustees 
accountability, 7678-7680 
School bus transportation 
government funding, 1974, 6231, 6689-6690 
rural Ontario, 6659 
School cafeterias 
ban on trans fat in food and beverages 
exemptions on special event days, 1134 
School violence, 5605 
Schools 
closure 
rural Ontario, 2262 
ServiceOntario 
closure of private licence and permit offices 
Renfrew—Nipissing—Pembroke, 7341 
rural Ontario, 7388 
Small business, 666 
Smart Growth, 4953 
Smoke-Free Ontario Amendment Act, 2008 (Bill 69) 
second reading, 2067-2070 
Smoking 
ban on smoking controlled substances in public places, 
548, 2068-2069 
enforcement, 548 
ban on smoking in cars with children present, 2067, 
069 
ban on smoking in workplaces/enclosed public places, 
548 
Speaker 
election (28 November 2007) 
congratulatory remarks, 9 
Sports and recreation 
hockey 
Pembroke, 913 
Sports teams 
Pembroke Lumber Kings, 6084 
Standing Orders 
S.O. 37(a) Oral Questions, 9320 
Strikes 
DriveTest driving examiners, 7580, 8805-8806 
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Student Achievement and School Board Govemance Act, 
2009 (Bill 177) 
second reading, 7678-7681 
Tax rebates 
gasoline tax rebate 
construction, maintenance or operation of rapid transit 
or public transportation system, 369, 407 
highway construction, maintenance or operation, 
1541, 6497, 6658-6659, 6665 
rural Ontario, 1323-1324 
Tax reduction, 1745 
Technical Standards and Safety Authority (TSSA) 
appointment of directors, 8091, 8095 
Technical Standards and Safety Statute Law Amendment 
Act, 2009 (Bill 187) 
second reading, 8091, 8095 
Throne speech debate 
participation, 94-96, 98, 437 
Time allocation motions 
Budget Measures Act, 2009 (Bill 162) 
responded to, 6162-6164 
Investing in Ontario Act, 2008 (Bill 35) 
responded to, 1281-1283 
Legislative reform 
responded to, 1532-1534 
Workplace Safety and Insurance Amendment Act, 2008 
(Bill 119) 
responded to, 3887-3888 
Tire tax, 927-928 
Tobacco products 
illegal sale, 548, 1492, 2067-2068, 2070 
Transportation infrastructure 
Strandherd-Armstrong bridge, 1144 
Tributes 
Pope John Paul Il, 681 
Voters/voting 
fraud, 2502 
voter identification, 2501 
voter turnout, 2501-2502 
Waste management/programs 
waste diversion, 96 
Water supply 
contamination 
Walkerton, 8449 
Wind turbines 
health effects, 8310. 
Workers 
job retraining 
government funding, 665-666 
Working Families Coalition, 9680 
Workplace harassment/violence, 9186-9187 
Workplace injuries 
Gulick Forest Products Ltd. case, 9076-9077, 9151, 
9187 
Workplace Safety and Insurance Amendment Act, 2008 
(Bill 119) 
general discussion 
public consultation, 4087 
time allocation motion 
responded to, 3887-3888 
Workplace Safety and Insurance Board (WSIB) 
expenditures 
accountability, 1941-1942 
Mahoney, Steve (chair), 9136 
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Yakabuski, J. (PC, Renfrew-Nipissing—Pembroke) 
(continued) 
experience rating system, 1940 
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Zimmer, D. (LIB, Willowdale) 
Administration of justice 
provincial offences 
out-of-court settlements for minor offences, 8363 
Agencies/boards/commissions/etc. 
expenditures 
review by Integrity Commissioner, 7668-7669 
subject to freedom of information requests, 9233 
Apology, 2004, 3503-3505, 5394-5395 
not considered admission of liability with respect to civil 
action, 5394-5395 
Apology Act, 2008 (Bill 59) 
genera! discussion, 5395 
Apology Act, 2009 (Bill 108) 
second reading, 3503-3505 
third reading, 5394-5395 
Arab-Israeli conflict, 9558 
Art Gallery of Ontario (AGO) 
restoration and reconstruction, 4062 
Athletes 
government funding, 6555 
Auditor General 
report expenses for programs or services in annual 
report, 3752-3753 
Awards 
ECO Recognition Award 
Ministry of Tourism (zero waste events at Metro 
Toronto Convention Centre), 3773 
St. Lawrence Parks Commission (Frontenac Arch 
Biosphere Reserve), 3774 
Order of Civil Merit, 3930 
Premier's Award for Teaching Excellence, 6647-6648 
Senior Achievement Awards, 3279 
Trillium Book Award, 2579 
Bail, 3662-3663 
Birth announcements 
grandchild of Kathleen O. Wynne (Minister of 
Education), 6889 
Capital works projects 
ReNew Ontario 
government funding, 3095-3096 
Change of Name Act, R.S.O. 1990, c. C.7 
amended by Bill 212, 8570, 9017 
Child custody 
criminal record checks, 6626 
Committees 
Select Committee on Elections, 2309, 9669-9670 
Community Living 
Toronto, 6942 
Condominium corporations 
reserve funds 
requirements for adequate funding, 9454 
Congratulatory remarks 
Schiff, Vera (recipient, Senior Achievement Awards), 
3279 
Construction industry 
underground economy, 3797, 3799 
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Consumer protection 
towing industry, 2858, 2864 
Drivers 
impaired drivers, 4329-4330 
Driving 
ban on use of cellular telephones and electronic 
entertainment devices while driving, 7691 
Echologics Engineering Inc., 4753 
LeakfinderRT, 4753 
Economic decline, 5874 
Education Amendment Act (Keeping Our Kids Safe at 
School), 2009 (Bill 157) 
general discussion, 5616 
eHealth Ontario 
contracts 
public inquiry, 8272-8273 
referral to Standing Committee on Public Accounts, 
7715-7716 
review by Auditor General, 8426 
Election Statute Law Amendment Act, 2010 (Bill 231) 
second reading, 9282-9286, 9665, 9669-9670, 9680 
Elections/by-elections 
barrier-free access, 9283, 9665 
campaign contributions, 9284 
Electoral process reform, 2309, 9286 
authority of Chief Electoral Officer to appoint election 
Officials, 9283 
authority of Chief Electoral Officer to modify voting 
process, 9283, 9680 
Employment Protection for Foreign Nationals Act (Live-In 
Caregivers and Others), 2009 (Bill 210) 
second reading, 8587-8589, 8591 
Evidence Act, R.S.O. 1990, c. E.23 
amended by Bill 212, 8362 
Fairs 
Royal Agricultural Winter Fair, 8545-8546 
Family law 
pension plans, 6609-6610 
Family Statute Law Amendment Act, 2009 (Bill 133) 
third reading, 6609-6611, 6626-6627, 6631-6632, 6634- 
6635 
Federal members'/ministers' remarks 
Conservative (2006-2009) 
Flaherty, Jim (Whitby-Oshawa) 
as Minister of Finance, 6517, 7753-7754 
Festivals 
Iranian fire festival, 365-366 
Toronto International Film Festival 
government funding for completion of Toronto 
International Film Festival Bell Lightbox facility, 
7437-7438 
Film and television production industry, 500 
Ontario film and television tax credit (OFTTC), 500 
Financial literacy 
students, 7941 
Firearms 
driving with unlawfully possessed firearm in motor 
vehicle prohibited, 1354-1355 
Food safety, 9547 
Foreign caregivers 
ban on placement fees, 5827 
protection, 8587-8589 
Good Govemment Act, 2009 (Bill 212) 
second reading, 8362-8363, 8377, 8384, 8479 
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Zimmer, D. (LIB, Willowdale) (continued) 
public consultation, 8479 
time allocation motion 
responded to, 8570 
third reading, 9015-9018 
amendments, 9016-9017 
Government notice of motions 
Legislative reform 
time allocation motion 
responded to, 1529-1530 
Select Committee on Elections 
responded to, 2309 
Government record 
PC (1995-2003) 
transit systems, 284 
Handguns 
ban, 3012 
Harmonized sales tax, 5874, 6516, 7753-7755, 8872 
federal government support, 9224 
impact on food items, 7385-7386 
impact on real estate industry, 7767-7768 
public consultation, 9076 
Health care funding 
accountability and oversight 
investigation by Ombudsman, 8426 
HIV (virus) 
treatment, 8999 
Holocaust Memorial Day Act, S.O. 1998, c.25, 4656 
Hospital fundraising 
Women's College Hospital 
An Evening with Tony Blair, 2135 
Hospitals of Ontario Pension Plan (HOOPP), 821 
House buying, 2439 
Housing 
affordable, 5282, 5782 
government funding, 5690, 5782, 7642-7643, 8646 
Immigrants 
bridge training programs, 1921, 2247 
Israeli Apartheid Week, 9558 
Juvenile arthritis, 5472 
Korean-Canadian Symphony Orchestra, 5888 
Unification Concert, 5888 
Language instruction 
English as a second language (ESL) 
government funding, 9648 
Legislative procedure 
motions 
time allocation motions, 7668 
Legislative process 
family friendly reforms, 1529-1530 
Live-In Caregiver Program (federal program), 5827 
Long-term care, 4155 
Long-term-care facilities 
Rose of Sharon long-term-care home, 4254 
Manitoba 
foreign caregivers 
protection, 8589, 8591, 8899-8900 
Manufacturing industry, 5874-5875 
Members'/ministers' constituencies/constituency events 
Willowdale 
Heart of Fashion shopping event, 8463-8464 
Members'/ministers' personal narratives, 2144 
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Members/ministers quoting books 
House of Commons Procedure and Practice (Robert 
Marleau, Camille Montpetit), 7668 
Members/ministers quoting committee submissions 
Canadian Manufacturers and Exporters, 9076 
Ontario Chamber of Commerce, 9076 
Members/ministers quoting letters 
Commission Counsel and Researchers, 9016 
Hollins, John (Chief Electoral Officer, Ontario), 2309 
Richardson, John (constituent, Willowdale), 4757 
Sillers, Patricia (constituent, Willowdale), 3574 
Members/ministers quoting newspaper articles 
Kirkland Lake Northem News, 6516 
St. Catharines Standard, 6516 
Toronto Star, 7753 
Members/ministers quoting reports 
Special Report: Ontario's Electronic Health Records 
Initiative (Office of the Auditor General of Ontario), 
8273 
Members/ministers quoting statements 
Blair, Bill (president, Ontario Association of Chiefs of 
Police and chief, Toronto Police Service), 3012 
Chaimers, Doug (director, Aluma Systems), 4084 
Cross, Pamela (legal consultant and advocate against 
violence against women), 6634 
Cukier, Wendy (president, Coalition for Gun Control), 
3012 
Cunningham, lan (president, Council of Ontario 
Construction Associations), 4084 
Forgeron, Don (vice-president, Ontario, Insurance 
Bureau of Canada), 2859 
Goulin, Greg (president, Ontario Bar Association), 2004 
Hughes, Patricia (executive director, Law Commission 
of Ontario), 6611 
MacQuarrie, Barbara (community director, Centre for 
Research and Education on Violence against 
Women and Children), 6611 
McClean, Rosemarie (Senior V.P., members services, 
Ontario Teachers' Pension Plan), 6611 
McGregor, Heather (CEO, YWCA Toronto), 6611, 6634 
Nelson, Doug (chief executive officer, Ontario Recovery 
Group), 2859 
Principato, Carmen (business manager, Labourers' 
International), 4084 
Sefton, Andrew (executive director, Ontario Painting 
Contractors Association), 4084 
Siddiqui, Shahina (executive director, Islamic Social 
Services Association), 6611, 6634 
Smith, Derek (executive director, London and District 
Construction Association), 4084 
Southall, Wendy (chief, Niagara Regional Police 
Service), 3012 
Tory, John (former leader, PC Party), 7754 
Members'/ministers' remarks 
PC (1990-1995) 
Eves, Ernie (Parry Sound—Muskoka) 
as Minister of Finance, 7753 
PC (2003-2010) 
Elliott, Christine (Whitby-Oshawa), 7754 
Hudak, Tim (Niagara West—Glanbrook), 7754, 7760 
O'Toole, John (Durham), 7754 
Runciman, Robert W. (Leeds—Grenville), 6516, 7754, 
7760 
Shurman, Peter (Thornhill), 6516, 7754, 7760 
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Zimmer, D. (LIB, Willowdale) (continued) Violent crime, 3662-3663 
withdrawn, 6517 Workplace insurance, 4083-4084 
Members'/ministers' resignations Young offenders, 3011-3012 
Smitherman, George (Toronto Centre), 9225 Oral questions, presented 
Members’ statements Affordable housing, 5282-5283, 5782, 7642-7643, 8646 
Animal protection, 5388 AIDS treatment, 8999 
Babcock, John, 9504 Art Gallery of Ontario, 4062 
Breast cancer, 8463-8464 Consumer protection, 2439 
Children's services, 5690 Drinking and driving, 4329-4330 
Condominium legislation, 9454 Environmental protection, 3773-3774 
Freedom of inquiry and expression, 5192 Food safety, 9547 
Hanukkah, 124 Government services, 2960 
Holocaust Memorial Day, 4656, 6145 Immigrants’ skills, 1921 
Infrastructure renewal, 3095-3096 Language training, 9648 
Internationally trained professionals, 2247 Ontario film and television industry, 500 
lranian fire festival, 365-366 Ontario Municipal Board, 2128 
Juvenile Arthritis Awareness Month, 5472 Ontario public service, 7525-7526 
Korean-Canadian Symphony Orchestra, 5888 Post-secondary education, 2573 
Long-term care, 4155 Poverty, 2642-2643 
North York Historical Society, 8153 Private career colleges, 8257 
Ontario Korean Businessmen's Association, 8608 Property taxation, 3574 
Order of civil merit, 3930 Protection for workers, 5826-5827 
Pan American Games, 8923 Public libraries, 1425 
Passover, 1361-1362 Public transit, 9367-9368 
Premier's Awards for Teaching Excellence, 6647-6648 Research and innovation, 4753 
Public transportation, 283-284 Road safety, 7691 
Rose of Sharon long-term-care home, 4254 Royal Agricultural Winter Fair, 8545-8546 
Schiff, Vera, 3279 School safety, 5616 
Shinhan Bank, 6394-6395 School trustees, 2030 
Student achievement, 6756 Services for the developmentally disabled, 6942 
Taxation, 8872, 9224 Small business, 1768-1769 
Toronto International Film Festival, 7437-7438 Sports and recreation funding, 6555 
Trillium Book Award, 2579 Taxation, 7385-7386, 7767-7768, 9075-9076 
University labour dispute, 4756-4757 Tourism, 421, 2781-2782, 8069 
Women's College Hospital, 2135 Workplace safety, 1665-1666 
Yom Kippur, 3192, 7528 Passover, 1361-1362 
Mining Amendment Act, 2009 (Bill 173) Pension plans 
time allocation motion division of value upon dissolution of marriage, 6631- 
public consultation, 7781-7782 6632 
responded to, 7791-7792 portability 
Ministry of Children and Youth Services paramedics, 7247 
youth opportunities strategy, 5690 public service, 7247 
Municipal Elections Act, S.O. 1996, c. 32 Persons with disabilities 
amended by Bill 212, 8363 services, 6942 
Municipal elections/by-elections Petitions 
contribution limits of $5,000 per contributor, 8363 Consumer protection, 301 
National/independence/memorial days Sale of domestic wines and beers, 8613 
Holocaust Memorial Day, 4656, 6145 School facilities, 7000 
Nowruz, 938 University labour dispute, 4702-4703, 4789 
Ontario Association of Non-Profit Homes and Services for Porcupine Goldor Mines Limited Act, 2008 (Bill Pr12) 
Seniors, 4155 first reading, 2968 
Ontario budget speech (25 March 2008) Post-secondary education 
responded to, 586 Reaching Higher: The McGuinty Govemment Plan for 
Ontario budget speech (26 March 2009) Postsecondary Education, 2573 
responded to, 5873-5875 Poverty 
Ontario child benefit (OCB), 5690 social effects, 6424 
Ontario Community Support Association, 4155 Poverty Reduction Act, 2009 (Bill 152) 
Ontario Korean Businessmen's Association, 8608 third reading, 6424 
Ontario Municipal Board (OMB) Poverty reduction strategy, 2642-2643 
reform, 2128 Powers of attorney 
Opposition day motions, responded to central registry, 8717 
Electronic health information, 7715-7716, 8272-8273 Private members' public business 
Health care oversight, 8426 Apology Act, 2008 (Bill 59) 
Taxation, 6516-6517 second reading, 2004-2005 
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Zimmer, D. (LIB, Willowdale) (continued) 
Auditor General Amendment Act, 2008 (Bill 110) 
second reading, 3752-3753 
Financial literacy 
responded to, 7941-7942 
Freedom of Information and Protection of Privacy 
Amendment Act (Institutions), 2009 (Bill 227) 
second reading, 9233 
Israeli Apartheid Week 
responded to, 9558 
Labour Relations Amendment Act (Replacement 
Workers), 2009 (Bill 86) 
second reading, 7935-7936 
Nowruz 
responded to, 938 
Pension plans 
responded to, 7247-7248 
Protection of Vulnerable and Elderly People from Abuse 
Act (Powers of Attorney), 2009 (Bill 188) 
second reading, 8717 
Taxation 
presented, 7753-7755, 7760 
Towing Industry Act, 2008 (Bill 87) 
second reading, 2858-2859, 2864 
Unlawful Firearms in Vehicles Act, 2008 (Bill 56) 
second reading, 1354-1355 
Property tax assessment 
appeal notices, 3574 
Property tax increases, 3574 
Provincial Animal Welfare Act, 2008 (Bill 50) 
general discussion, 5388 
Provincial Offences Act, R.S.O. 1990, c. P.33 
amended by Bill 212, 4362, 4364, 8362-8363, 9017 
Public education campaigns 
Juvenile Arthritis Awareness Month, 5472 
World AIDS Day, 8999 
Public inquiries 
scope and cost management, 8377 
Public Inquiries Act, R.S.O. 1990, c. P.41 
amended by Bill 212, 9016 
Public libraries 
government funding, 1425 
Public Sector Expenses Review Act, 2009 (Bill 201) 
time allocation motion 
responded to, 7668-7669 
Public service 
diversity, 7526-7527 
Public transportation 
government funding, 9367-9368 
Real estate fraud, 2439 
consumer protection, 2439 
Real estate industry 
phantom offers, 2439 
REGEN Energy, 4753 
Religious holiday observance 
Hanukkah, 124 
Yom Kippur, 3192, 7528 
Remembrance Day, 8464-8465 
Reports 
A Fine Balance - Safe Pensions - Affordable Plans - 
Fair Rules (Report of the Expert Commission on 
Pensions), 7247 
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Special Report: Ontario's Electronic Health Records 
Initiative (Office of the Auditor General of Ontario), 
8273 
RIDE (program), 4329-4330 
School safety, 5616 
principal to notify parents of victims, 5616 
Senior citizens 
tax reduction, 9075-9076 
ServiceOntario, 2960 
online application 
15-day service guarantee, 2960 
Services and Supports to Promote the Social Inclusion of 
Persons with Developmental Disabilities Act, 2008 
(Bill 77) 
general discussion, 6942 
Shinhan Bank, 6394-6395 
Small business 
government funding, 1768-1769 
Smoke-Free Ontario Amendment Act, 2008 (Bill 69) 
second reading, 2144 
Smoking 
ban on smoking in cars with children present, 5410 
ban on smoking in workplaces/enclosed public places, 
5410 
Social housing 
repair, 5282 
Sports competitions 
Pan American Games bid (2015) 
awarded to Toronto, 8923 
St. Andrew's United Church (Toronto) Act, 2008 (Bill Pr3) 
first reading, 228 
Student achievement, 6756 
Time allocation motions 
Good Govemment Act, 2009 (Bill 212) 
responded to, 8570 
Legislative reform 
responded to, 1529-1530 
Mining Amendment Act, 2009 (Bill 173) 
responded to, 7791-7792 
Public Sector Expenses Review Act, 2009 (Bill 201) 
responded to, 7668-7669 
Tobacco Damages and Health Care Costs Recovery Act, 
2009 (Bill 155) 
second reading, 5410-5411 
Tobacco products 
ban on retail display of cigarettes, 5410 
Tobacco products manufacturers 
recovery of tobacco-related health care costs from 
manufacturers, 5410 
Tobacco-related diseases, 5410 
Toronto Catholic District School Board 
school board trustees 
expenditures, 2030 
Tourism industry, 421, 2781-2782 
government funding, 8069 
Ontario tourism competitiveness study and action plan, 
421, 2782 
Towing industry 
regulation, 2859 
Towing Industry Act, 2008 (Bill 87) 
first reading, 2302 
Towing Industry Council of Ontario, 2859 
Transit systems 
Move Ontario 2020 plan, 283-284 
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Zimmer, D. (LIB, Willowdale) (continued) 
Tributes 
Babcock, John (Canada's last surviving World War | 
veteran), 9594 
Universities/colleges 
freedom of inquiry and expression, 5192 
government funding, 2573 
York University 
strike, 4756-4757 
Workers 
replacement workers 
ban on use during strike or lockout, 7935-7936 
Workers' compensation benefits 
coverage for construction workers, 3700, 3796-3797, 
3799 
coverage for independent construction operators, 4083 
Workplace Safety and Insurance Amendment Act, 2008 
(Bill 119) 
second reading, 3700, 3796-3797, 3799 
York University Labour Disputes Resolution Act, 2009 
(Bill 145) 
general discussion, 4757 
Youth crime 
prevention 
government funding, 3012 
Youth/student workers 
occupational health and safety, 1665-1666 
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No. 
28A 


74 
89 
89 


pe 


Page 
1093 


3280 


4015 


4015 


4155 


Column 
1 


Line(s) 


ERRATA 


Should read: 
Schreff from London Hydro for donating the light bulbs. 


Rosemary Sadlier, who is the president of the Ontario 
Reubin Cipin. He lives at number 2 Neptune in my riding. 
Reubin Cipin and all the good folks at number 2 Neptune, 


Two good friends in my riding in Ottawa Centre, Dilip 
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